NOVRAM* Data Sheets 


Serial |1/O Data Sheets 


E2PROM Data Sheets 3 


E2POT™ Digitally Controlled 
Potentiometer Data Sheets 


a > 
ae 
Applications 

~— «&E 
a ° 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
E2POT™ is a trademark of Xicor, Inc. 
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ILOr DATA BOOK 


President’s Message 


Dear Customer: 


As the leader of the exciting field of E-PROM and NOVRAM memories, Xicor has charted a 
course to provide an extensive product offering to cover the needs of your company in the 
field-reprogrammable nonvolatile area. This catalog contains data sheets for EP7PROMs, 
NOVRAMs, and the revolutionary EPPOT potentiometers. These products are typically avail- 
able in a wide variety of speeds, package types and both parallel and serial interface configu- 
rations. The majority of the products are offered with extended temperature range, and many 
comply with all the requirements of Mil-Std-883 Revision C for Class B products. This catalog 
also contains advanced data sheets of various products under development, as well as nu- 
merous reliability reports and application notes. 


To date, Xicor has shipped close to 30 million E7-PROM and NOVRAM memories to its 
customers. Our research and development activities are substantial and will enable us to 
continue to introduce innovative products. Our worldwide sales, marketing and applications 
organizations are dedicated to supporting your requirements. We appreciate your business 
and look forward to supplying your present and future requirements. 


fe (CC — 


Raphael Klein 
President 
September, 1987 


Second Edition 

First Printing 

Printed in U.S.A. 

© XICOR, INC., 1987 
“All Rights Reserved” 
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Fact Sheets contain information on products under development. Xicor reserves the right to 
change these specifications or modify the product at any time, without notice. 


Advanced Data Sheets contain typical product specifications which are subject to change 
upon device characterization over the full specified temperature range. Xicor reserves the 
right to change these specifications or modify the product at any time, without notice. 


Preliminary Data Sheets contain minimum and maximum limits specified over the full tem- 
perature range based upon initial production device characterization. Xicor reserves the right 
to change these specifications or modify the product at any time, without notice. 


Final Data Sheets contain minimum and maximum limits specified over the full temperature 
range for production devices. 


Contact your local Xicor sales representative to obtain the latest specifications prior to order 
placement. 


Kicor and Xicor is a trademark of Xicor, Inc. 

E2POT™ is a trademark of Xicor, Inc. 

NOVRAM is Xicor’s nonvolatile static RAM device. 
COPS" is a trademark of National Semiconductor Corp. 


LIMITED WARRANTY 

Devices sold by Xicor, Inc. are covered by the warranty and patent indemnification provisions appearing in its Terms of Sale only. Xicor, Inc. makes no 
warranty, express, statutory, implied, or by description regarding the information set forth herein or regarding the freedom of the described devices from patent 
infringement. Xicor, Inc. makes no warranty of merchantability or fitness for any purpose. Xicor, Inc. reserves the right to discontinue production and change 
specifications and prices at any time and without notice. 

Xicor, Inc. assumes no responsibility for the use of any circuitry other than circuitry embodied in a Xicor, Inc. product. No other circuits, patents, licenses are 
implied. 


U.S. PATENTS 
Xicor products are covered by one or more of the following U.S. Patents: 4,263,664; 4,274,012; 4,300,212; 4,314,265; 4,326,134; 4,393,481; 4,404,475; 
4,450,402; 4,486,769; 4,488,060; 4,520,461; 4,533,846; 4,599,706; 4,617,652; 4,668,932. Foreign patents and additional patents pending. 


LIFE RELATED POLICY 

In situations where semiconductor component failure may endanger life, system designers using this product should design the system with appropriate error 

detection and correction, redundancy and back-up features to prevent such an occurrence. 

Xicor’s products are not authorized for use as critical components in life support devices or systems. 

1. Life support devices or systems are devices or systems which, (a) are intended for surgical implant into the body, or (b) support or sustain life, and whose 
failure to perform, when properly used in accordance with instructions for use provided in the labeling, can be reasonably expected to result in a significant 
injury to the user. 

2. A critical component is any component of a life support device or system whose failure to perform can be reasonably expected to cause the failure of the 
life support device or system, or to affect its safety or effectiveness. 

Sess hss sess 


Precautions for the Handling of MOS Devices 


Xicor products are designed with effective input protection to prevent damage to the devices under most conditions. 
However, any MOS circuit can be catastrophically damaged by excessive electrostatic discharge or transient volt- 
ages. The following procedures are recommended to avoid accidental circuit damage. 


. Testing MOS Circuits: 


1. All units should be handled directly from the conductive or antistatic plastic tube in which they were shipped 
if possible. This action minimizes touching of individual leads. 
2. If units are to be tested without using the tube carrier, the following precautions should be taken: 

a. Table surfaces which potentially will come in contact with the devices either directly or indirectly (such 
as through shipping tubes) must be metal or of another conductive material and should be electrically 
connected to the test equipment and to the test operator (a grounding bracelet is recommended). 

b. The units should be transported in bundled antistatic tubes or metal trays, both of which will assume a 
common potential when placed on a conductive table top. 

c. Do not band tubes together with adhesive tape or rubber bands without first wrapping them in a conduc- 
tive layer. 


Il. Test Equipment (Including Environmental Equipment): 


1. All equipment must be properly returned to the same reference potential (ground) as the devices, the opera- 
tor, and the container for the devices. 


2. Devices to be tested should be protected from high voltage surges developed by: 
a. Turning electrical equipment on or off. 
b. Relay switching. 
c. Transients from voltage sources (AC line or power supplies). 


lll. Assembling MOS Devices Onto PC Boards: 


1. The MOS circuits should be mounted on the PC board last. 
2. Similar precautions should be taken as in Item | above, at the assembly work station. 
3. Soldering irons or solder baths should be at the same reference (ground) potential as the devices. 


4. Plastic materials which are not antistatic treated should be kept away from devices as they develop and 
maintain high levels of static charge. 


IV. Device Handling: 


1. Handling of devices should be kept to a minimum. If handling is required, avoid touching the leads directly. 


V. General: 


1. The handler should take every precaution that the device will see the same reference potential when moved. 


2. Anyone handling individual devices should develop a habit of first touching the container in which the units 
are stored before touching the units. 


3. Before placing the units into a PC board, the handler should touch the PC board first. 


4. Personnel should not wear clothing which will build up static charge. They should wear smocks and clothing 
made of 100% cotton rather than wool or synthetic fibers. 


5. Be careful of electrostatic build up through the movement of air over plastic material. This is especially true 
of acid sinks. 


6. Personnel or operators should always wear grounded wrist straps when working with MOS devices. 


7. A 1 meg ohm resistance ground strap is recommended and will protect people up to 5,000 volts AC RMS or 
DC by limiting current to 5 milliamperes. 


8. Antistatic ionized air equipment is very effective and useful in preventing electrostatic damage. 


9. Low humidity maximizes potential static problems. Maintaining humidity levels above 45% is one of the most 
effective ways to guard against static handling problems. 


Product Index 


This index includes all devices in Xicor nonvolatile memory product lines. 


Device No. 
X2201A 

X2210, X2210I 
X2210M 

X2212, X2212Il 
X2212M 

X2001, X20011 
X2004, X20041 
X2004M 

X2444, X2444| 
X2444M 

X2402, X2402I 
X2404, X2404I 
X2404M 

X24C04, X24C04I 
X24C16, X24C16l 
X24C16M 


X2804A, X2804Al 
X2804AM 
X2816A, X2816Al 
X2816AM 
X2816B, X2816Bl 
X2816BM 
X2864A, X2864Al 
X2864AM 
X2864AT 
X2864B, X2864Bl 
X2864BM 
X2864H, X2864HI 
X2864HM 
X28256, X28256| 
X28256M 
X28C256, X28C256l 
X28C256M 
X28C010 
X9MME, X9MMEI 
X9MMEM 


Description Page No. 
ie ae Se), ne ee ee en rr ee re ee eer 1-1 
C4 SAIN VW ox 56 oe 6 howe TURRET AS OE oO Ee ES EOD ERD 1-9 
64 x 4 NOVRAM Military Temperature Range.............. 1-17 
290 4 NOVA oii cone wes nekes £65864 0 urRtoe ee HS 1-25 
256 x 4 NOVRAM Military Temperature Range............. 1-33 
ich foe: Os). | Seen ae oe aT are ee eee 1-41 
B42 ON Ns 6-002 2 ede eed whe edd ow shee we teamed 2s 1-51 
512 x 8 NOVRAM Military Temperature Range............. 1-61 
16% 16 Sonal NOVAAM ic. csc cin vewtaw dens eeeienaeeaaa 2-1 
16 x 16 Serial NOVRAM Military Temperature Range ....... 2-11 
256 x 8 Serial E7PROM...... 0... cece cece een enes 2-21 
512 x 8 Serial E2PROM.... 0... . ccc cece cee es 2-31 
512 x 8 Serial E7PROM Military Temperature Range........ 2-41 
512 x 8 CMOS Serial E27PROM ............. cee cee eee ee 2-51 
2048 x 8 CMOS Serial E7PROM ............ 0. ccc eee eee 2-61 
2048 x 8 CMOS Serial E2PROM Military 

TOMDGIElile MANOS 2 iss ss keen cea dsawedens cennadads 2-71 
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8K x 8 E2PROM Military Temperature Range .............. 3-67 
BME PON abc ben Bbde deca eek due oooh eee creer ent 3-79 
BR KB ECPROM 656 c ban cdc vs Greed es eee es deere dss enee%s 3-89 
8K x 8 E2PROM Military Temperature Range .............. 3-97 
Gee POW chev er diiswwds ceveniuukiee et Cweean hers 3-105 
8K x 8 E2PROM Military Temperature Range .............. 3-113 
BAK ¥ OEAPAOM «kc ieedstibu cp deswne ds baerencasn cae ents 3-121 
32K x 8 E2PROM Military Temperature Range ............. 3-135 
32K x 8 CMOS E2PROM.......... cece cece cece teen ences 3-149 
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Reference Guide to Xicor Nonvolatile Memories 
NOVRAMs* 


Part Grautibanen Access Temp. Package Sheet| Info. 
Number g Time Range(s) Page | Page 
Active | Standby P| y[pje|ajc| Ne | Ne 


peaaota | i0a8x1 [8008 [60ma| w/a [10000 1@ | + 11 [el] | [| o 
2210 | _e4xa | s00ns|50mal n/a [10000 18 | + [>] [ef |] [19 | or 
22107 | 64x4 | 800n6 [somal WA [10000] 18 | + [+l lo] | || 1 | or 
2210/10 | 6#x4 [800ns [soma] N/A [10000 18 | + [el [| | |] + | or 
pzaioi | 6#x4 [800n0 [65mal WA [10000] 18 | 1 [el Jo] | | | 10 | a 
p2ei0vs | 6ex4 | 800n0 [smal NWA [10000] 18 | 1 [el [| | | | 10 | 04 | 
peatov0 | 6#x4 | 800n6[6sma| N/A [10000 18 | 1 | [| | |] 1 | or 
pzaiom | 64x4 | 800ns [65ma| N/A [10000] 18 | Mm | | [o| | | [+7] or 
p2eioM/s | 286x4 [800 ns [sma] N/A [10000] 18 | mM | | [e| | | [17] 94 | 
x22i0w/10] 286x4 | s00s | 56 mal n/a [r0.000| 18 | w |] lel || [os] or 
212 | a86x4 | s00ns |e0mal n/a [tooo te | + [| [| | | |r25] 02 | 
p2ai2/ | 86x4 | s00ns[e0mal n/a [10.000 18 | + [| fe] |] | r25| a 
-~256x4 [300ns |6omal wa |to00| 16 | + |] [ef |] [125] 0 

/ 

f 

; 


A 
r 

p2aiai | 286x4 | 300ns [7omal N/a [10000] 16 | 1 «| [o| | | [1-25] 02 
p2aiave | s6x4 | s00ns|70mal n/a [10000 18 | 1 |e] [e[ | | [r25] 02 
p2aiavi0 | 256x4 | s00ns [70mal N/A [10000| 16 | 1» [*| || [1-25] 92 _ 
p2aiam | 286x4 | s00ns|70mal N/A [r0.000| 18 | w | | [| || [+00] 02 
p2aiaw/s | 256x4 | 00ns |70mal N/A [10000] 16 | || [*| || [190] 02 
wa [roo] 16 | w | | [el | | [reo] | 


N/A = Not Applicable 


Key: 

+ = Blank = Commercial = 0°C to + 70°C 
= Industrial = — 40°C to + 85°C 

Military = —55°C to + 125°C 

Ultra High Temp. = 0°C to + 150°C 


= Plastic DIP 

= 32-Lead J-Hook Plastic Leaded Chip Carrier 

= Cerdip 

= 32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 

= 32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
= Side Braze 


| 
M 
T 
P 
J 
D 
E 
G 
C 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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Reference Guide to Xicor Nonvolatile Memories 


Time Range(s) 
Active | Standby Pl y[ple|eic| No 


120x8 | 2000 | oma] soma [100,000] 2 | + lel |» | | [vai] oa 
126x8 | 2508] soma | soma [100.000] 26 | + [el [el | | [a 
120%8 | 80078] soma | oma [100.000] 2¢ | + [el [ef | | [rai] oa 
120%8 | 200.8 [100 mal 5ma [100.000] 2¢ | 1 [el |»| | | [rat] 90 
126x8 | 250.8 [100 mal ¢5mA [100.000] 26 | 1 lel [»| || [rat] 90 
126%8 [300 ns 00 mal @5mA [100.000] 2¢ | 1 lel |»| | | [rat] 9” 
s12x@ | 200n6 [100m] s5ma [100000] 28 | 1 | |e[ele] | [+81 | oa 
s12x@ | 250n8 [100m] s5ma [100000] 28 1 | le[ele| | [+81 | 03 
x2004 | st2x@ | a00n8[100ma] s5mA [100.000] 28 | 1 | |e[ele| | [+51] oa 
x20oar20 | st2x8 | 200n6|120ma] coma [100000] 28 | 1 | |e[ele| | [+81] oa 
2004.25 | _st2x8 | 250.8 120mAl 20m [100.000] 26 | 1 | [e[e|»] | [rst] oa | 
a0oai | s12x8 | 800s [120mAl eoma [100.000] 28 | 1 | [e[e|*] | [ast] 90 
x2004w20] st2x8 | 200 ns[120mAl 20m [100.000] 26 | w | | [ele] | [rer] 20” 
x20oaw2s| s12x8 | 260 ns [120 mal e0ma [100.000] 26 | w || [|e] | [rer] 93 
zooam | s12x8 | 800.ns|120mal vom [100.000| 26 | w || ||» | [rer] 9” 


Key: 
Blank = Commercial = 0°C to + 70°C 


NOVRAMs (Byte-Wide) 


Part 
Number 


Organization 


|X | XK | KX | OK | KL CK OX 
NOINININININI|NMIN 
Qo; o;io;o;oro;o 
O;O}O;O};}O;]O;O;SO 
Ri Rls] se] es] ee] me] ee 
' ! _—-|i-|—_ ' 

mM | no | po Nm | 
| O nlo a1} Oo 


Industrial = —40°C to + 85°C 
Military = —55°C to + 125°C 
Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 


Cerdip 
32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 


32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
Side Braze 


T = 
|= 
M = 
T= 
P= 
J = 32-Lead J-Hook Plastic Leaded Chip Carrier 
p= 
E = 
G= 
C= 
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Reference Guide to Xicor Nonvolatile Memories 


SERIAL NOVRAMs 
P a CLK 
Number pete st) Gices om, Pe 
Active Standby| Steep Plsfole[efe| No | No 
ead | texte | tmz [15mal 1oma |7mA|t00000| @ | + [el | | | | | 24 | 98 


rossai | 16x16 | 1MHz [25 mal 18m [10mAl100000| 8 | 1 [| [||| 21] 95 
roseatl] 16x16 | 1MHz [2s mal 18m [10mAl100000| 8 | wm [ol] [1] [ess] 05 


SERIAL E2PROMs 
Page 
Part Organization| Size CLK Temp. Package 
Number (# Bytes) Frequency Range(s) 
Active| Standby Pis|D/E/@jc) No 


yaaa | 286x8 | 6 | T00Kre [a0mal asma| ao | 7 [+l ||| | [ear] os 
r2aoat | 286x8 | 6 | to0Kre [ama] coma] 8 | 1 el 1 || [eer] os 
r2a0s | st2x8 | 8 | 100K [somal 26ma| @ | + [el [ol] | [esr] os 
r2aoat | st2x8 | 8 | 100K [esmal soma| 6 | 1 [el [ol] | [esr] os 
rzaoam | staxe | 6 | t00KHe [ama] coma] 8 | mM [ol [ol || [eat] os 

ie 

6 

6 

16 


16 | to0Kee | 2mal eowal a | + (ol| ||| [esr] os 
16 | tooKee | 2maleowal a | 1 [ol| || | [est] os 
16 | toon | smal 75ua[e | + el fe] || [esr] os 
16 | t00KHe | smal 75 ua |e | 1 el fo] || [es] os 
r2actend) 20888 | 16 | tooKitz | omal 75a] @ | Mel lol] | 


Key: 

+ = Blank = Commercial = 0°C to + 70°C 
| = Industrial = —40°C to + 85°C 

Military = —55°C to + 125°C 

Ultra High Temp. = O°C to + 150°C 


= Plastic DIP 

= 32-Lead J-Hook Plastic Leaded Chip Carrier 

= Cerdip 

= 32-Pad Ceramic Leadiess Chip Carrier (Solder Seal) 

= 32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
= Side Braze 


M 
T 
Pp 
J 
D 
E 
G 
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Reference Guide to Xicor Nonvolatile Memories 
4K E2PROMs 


Part oer Page Access 
Organization; Size : 
Number (# Bytes) Time 


N/A 
N/A 
N/A 
N/A 
N/A 
N/A 
N/A 
N/A 


Temp. Package 
Range(s) 


fi ih RIA 
E 
emi 
aa 
an 
ee 
Be 


- 
ide) (<e) —_— — — — —. —_ bh — bs 


We meCECe 
pon 
Pr Nibee 
hier! 
x2eo4alas | 512x8 | N/A | 450ns|100mAl 60mA | 
NB 
Ne 
ENA 


X2804AM 512 x 8 100 mA 
X2804AM-35] 5128 100 mA 
X2804AM-45|  512x8 100 mA 24 


N/A = Not Applicable 
Key: 


y 
+ = Blank = Commercial = 0°C to + 70°C 
Industrial = —40°C to + 85°C 
Military = —55°C to + 125°C 
Ultra High Temp. = O0°C to + 150°C 


SEE 
HeGh ome: 


MO }M MH] M]TM ID 


Plastic DIP 
32-Lead J-Hook Plastic Leaded Chip Carrier 


32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 
32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 


|= 
M = 

T= 

p= 

j= 

D = Cerdip 
E= 

G= 

C = Side Braze 


Reference Guide to Xicor Nonvolatile Memories 


16K E2PROMs 


Part = a Page Access Temp. Package _  §|Sheet| Info. 
Number SION eae Time Range(s) Page | Page 
(# Bytes) g g g 

| Active | Standby 


Pls[ole[e|e| " 
yasiéhes | 2048x8 | N/A [250n6|t10mAl soma | ee | + [| lolol | [oxo] a7 
2516 | 2048x8 | N/A |200n6|t10mA| soma] 2 | 1 [el lolol | [ovo] o7 
2816436 | 2088%8 | N/A |360n6|t10mA| soma] 2 |r [el lolol | [a0] 97 
yx2616h-45 | 2048%8 | N/A [460ne|110mAl soma | 2 | tr [el lolol | [oe] a7 
x2si6ar25 | 2048x8 | N/A | 260ns|140 mal eoma| 24 | 1 [ol lolol | [a0] 97 
x2si6n" | 2048x8 | N/A | 00ns|140mal oma | 2¢ | 1 [ol [ole] | [oto] 0-7 
x2ei6ars6 | 2048x8 | N/A | 50ns|140 mal coma | 24 | 1 [| lolol | [a0] a7 
x2siearas | 2048x8 | N/A | 4sons|140 mal coma | 24 | 1 [| [ele] | [oto] o7 


x2816AN rs00 ns |140mal 6oma | 24 | wel [ele] | [oar] 07 
x2816aw.35] 2048x8 | N/A | 60ns|140 mal coma | 24 | Ml [ele] | [aa7| o7 


evismae|” pousne [Wa |ssbreliaamal wma oe | —m [ol folelct Leaelioa 
16K E2PROMs (Continued) 


Part aoe rage Access Temp. 
Number eiganizaven—eae Time Range(s) 
(# Bytes) g 


25 | zoaexe | 16 [280n0|t20mal coma [ee | 7 [elelele] | [aos] 00 
x2e168 | 2048x8 | 16 [s00ns|tz0ma] 6oma | 2 | + [elelele| | [oes] oo 
25 | 204exe | 16 [250ne|t20mal coma | ee | + _lelelele] | [305] 0-0 

[3 


Sheet! Info. 


Package 
Page | Page 


Plu[plela|c| Ne 


[300 ns|i4omal 70ma | 2 | 1 lelelele] | 305] 0 
| r250 ns |iaomal 7oma| 2 | w | | [ele | [ous | oo 
rs00 ns |iaomal 7oma [ee | M1 [ole] | [ows [| 


N/A = Not Applicable 
Key 


+ = Blank = Commercial = 0°C to + 70°C 
| = Industrial = —40°C to + 85°C 

M = Military = —55°C to + 125°C 

T = Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 

32-Lead J-Hook Plastic Leaded Chip Carrier 

C 

32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 
32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
Side Braze 
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A> | &> | | fo fh 

© |@|ao]o fos) 

ee ee ee ee ee ee —h 

ala! a!o ren) 

Sle (ees 

ho 

no 

nm on on 

on 


p 
J 
D 
E 
G 
C 


xi 


Reference Guide to Xicor Nonvolatile Memories 


Access Temp. | cage Sn Info. 

Time Range(s) Page | Page 
~ == 
| 60mA 


r4oma] coma | 20 | > [elelele| | [oar ero 
i4oma) 6oma | 26 | + [elelele| | [esr] eto. 
raomal coma | 28 | 1 [elelelel | [esr] eto. 


64K E2PROMs 


Page 
i, Organization; Size 
(# Bytes) 


i4omal coma | ze | + [elelelel | [967] 00. 
zs0ns|140mal 70ma| 28 | 1 [elelelel | |9e7 | o10. 
zo0ns|140mal 70ma | 26 | 1 [elelelel | | 307 | 010. 
i4oma] 7oma | 28 | 1 [lelelel | [957] o10 
i4oma] 7oma | 28.1 1 [elelele| | [esr | eo 
zs0ns|140mal 70ma| 28 | M |elelelele] [oer] ero 


[so0ns|140mal 70ma| 26 | w | | [elele] [ser] o-10 
[asons|140 mal 70ma | 2@ | w || [elele| [367] ot 
i4omal 70m | 28 | _M || [elele| | 967 | 010, 
11omal coma | 28 | 7 || [elel | [ave] ora 


y: 
+ = Blank = Commercial = 0°C to + 70°C 
| = Industrial = —40°C to + 85°C 

M = Military = —55°C to +125°C 
T = Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 

32-Lead J-Hook Plastic Leaded Chip Carrier 

C 

32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 
32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
Side Braze 


p 
J 
D 
E 
G 
C 
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64K E2PROMs (Continued) 


Part 
Number 


T 
4 


2864818 120s 160mA] soma | 28 | || [le] | [oar] oo 


64K E2PROMs (Continued) 


ran Organization Access 
Number = Time 


X2864HI-90 
8192x8 


A 
@ 
< 


—- 


Blank = Commercial = 0°C to + 70°C 
Industrial = — 40°C to + 85°C 

Military = —55°C to + 125°C 

Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 

32-Lead J-Hook Plastic Leaded Chip Carrier 

Cerdip 

32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 
32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
Side Braze 


| 
M 
T 
P 
J 
D 
E 
G 
C 
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256K E2PROMs 


Page 
ee Organization| Size 
(# Bytes) 


EEE COCOMECECIES: 
zo | + [elelelel | [sit] ons 


| 64 a 
X282561-35 64 
Fee Tani oon wena [cae | a 
cm 
Me 


, Blank = Commercial = 0°C to + 70°C 
Industrial = —40°C to + 85°C 

Military = —55°C to + 125°C 

Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 

32-Lead J-Hook Plastic Leaded Chip Carrier 

Cerdip 

32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 
32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
Side Braze 


f 

| 
M 
T 
p 
J 
D 
E 
G 
C 


tou wt wt we tt 
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256K E2PROMs (Continued) 


Part Ovndnisaiion Access Temp. Package _ Sheet! Info. 
Number g Time Range(s) Page | Page 
Active| Standby Pluloje|aic| No | No 


yaacas6.25 | a7esx8 | 64 [2506] e0mA| 200na| 20 | 7 [lelele| | [sia] at6. 
raacase | 2768x8 | 64 |200ne|e0mAl 200na| 20 | + [elelele| | [s1ao| ote. 
raaces6-06 | o2760x0 | 64 [60ns|60mAl 200.a| 28 + [elelele| | [sia] ote. 
raacas6i25 | 2768x8 | 64 |250n6|60mAl 200na| 28 | 1 [lelelel | [s1as| ote. 
r2acese | 2768x8 | 64 |200ns|e0mAl 200ua| 20 | 1 [lelelel | [s1ae| ote. 
28256185 | 2768x8 | 64 |260n8|60mAl 200na| 28 | 1 [elelelel | [s1as| ote. 
r2acesew.25| 027688 | 64 | 250n6|60mAl 200na| 28 | Mm _| | lolol | [s16a| er. 
reacesem | 2768x8 | 64 |200ns|60mAl 200na| 28 | M | | [ell | [steal er, 
reacesew-36| e2768x8 | 64 [260n6|60 mal 200 na] 28 | mM | | [ele[ | |[stes| er 


Key: 

+ = Blank = Commercial = 0°C to + 70°C 
| = Industrial = —40°C to + 85°C 

M = Military = —55°C to +125°C 

T = Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 

32-Lead J-Hook Plastic Leaded Chip Carrier 

C 

32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 
32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
Side Braze 


P 
J 
D 
E 
G 
C 
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1M E2PROMs 
Part 3 rsx 9 Eege Access Temp. Package 
rganization Size ; 
Number Time Range(s) Page | Page 
(# Bytes) 


Pls [olelele| 
paacoio| serarexe | 128 | 200ne|eoma| soowa| ee | ium | | [e| | [e[aiz7] wa’ 


E2POTENTIOMETERS 
es ohm 
Range(s) 
Ply|pie|a|c| Ne 


fom [ao [een foe fe tuo CTY SS 
4- : 


Part Minimal i Maximum 
Number | Resistance | Increments | Resistance 


rx0500 | aon | e060 | coxa |e | tum]e| | || | 
Pxer0a | aon | toron | tooxe |e | tum lef] 1] 1 


N/A = Not Applicable 


Key: 

+ = Blank = Commercial = 0°C to + 70°C 
| = Industrial = —40°C to + 85°C 

M = Military = —55°C to + 125°C 

T = Ultra High Temp. = 0°C to + 150°C 


P = Plastic DIP 

J = 32-Lead J-Hook Plastic Leaded Chip Carrier 

D = Cerdip 

32-Pad Ceramic Leadless Chip Carrier (Solder Seal) 
32-Pad Ceramic Leadless Chip Carrier (Glass Frit Seal) 
Side Braze 


E= 
G= 
C= 
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Memory Overview 


Since its founding, Xicor has developed and placed into production a wide range of system-al- 
terable nonvolatile memory devices. These devices, manufactured with Xicor’s proprietary 
state-of-the-art textured triple-poly floating gate process, are available in a variety of architec- 
tures (NOVRAM* and E2PROM), interfaces (nibble-wide, byte-wide and serial), densities, and 
speeds. Xicor’s success as an innovator and leader in system-alterable nonvolatile memory is 
affirmed with an Electronic Product Magazine Product of the Year award in 1980 and again in 
1982 for the first 5-volt only NOVRAM and the first 5-volt only full featured E2PROM, respec- 
tively. 


Lower density E7PROMs and NOVRAMs have been readily available for a number of years 
and have provided unique niche applications solutions. Serial devices have replaced DIP 
switches in a wide range of products that offer user selectable operating parameters. Nibble- 
wide and byte-wide NOVRAMs and E2PROMs are being used in instrumentation and industri- 
al control applications to store calibration data and control information. Communications 
equipment has implemented these same devices to store phone numbers in repertory dialers 
and antenna positioning equipment. 


The list of first generation applications goes on at length; however, with the second genera- 
tion represented by the X2864A, the direction of applications began to diverge. The higher 
density allowed practical usage of E7PROMs in program and mass data storage. The advent 
of the X28256 has pushed this application usage even higher. 


Xicor strives to serve the marketplace by providing next generation devices in existing product 
areas as evidenced by the X2864B and X2864H high speed 64K E2PROMs. Similarly, the 
X24C16 and X24C04 maintain compatibility with the original X2404 but offer low power opera- 
tion over a much wider Vcc range. 


As designers have gained experience implementing the denser E27PROM devices into system 
memories, they have given Xicor feedback on features they would like. Xicor has listened. 


Xicor’s response has been active. The issues addressed by the Xicor design team have been: 
faster read access time, faster write cycle time, denser memory devices and write protection 
mechanisms. 


Xicor has also implemented added features via software control rather than “‘dedicated pin” 
hardware control for optional system use. Xicor is committed to providing solutions that nei- 
ther hinder nor limit the system designer’s imagination. The products and features shown in 
the data sheets in this data book illustrate Xicor’s dedication to listening to you, the designer, 
in providing memory design solutions. 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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® 


1K Commercial X2201A 1024 x 1 Bit 
Nonvolatile Static RAM 

FEATURES The NOVRAM design allows data to be easily trans- 

¢ Single 5V Supply ferred from RAM to E?PROM (store) and from 


e Fully TTL Compatible 

® Infinite E2PROM Array Recall, RAM Read 
and Write Cycles 

® Access Time of 300 ns Max. 

® Nonvolatile Store Inhibit: Ve¢ = 3V Typical 

® 100 Year Data Retention 


DESCRIPTION 

The Xicor X2201A is a 1024 x 1 NOVRAM featuring a 
high-speed static RAM overlaid bit-for-bit with a nonvol- 
atile E7PROM. The X2201A is fabricated with the same 
reliable N-channel floating gate MOS technology used 
in all Xicor 5V nonvolatile memories. 


E2PROM to RAM (recall). The store operation is com- 
pleted in 10 ms or less and the recall is typically com- 
pleted in 1 us. 


Xicor NOVRAMs are designed for unlimited write oper- 
ations to RAM, either from the host or recalls from 
E2PROM. The E2PROM array is designed for a mini- 
mum 10,000 store cycles. Data retention is specified to 
be greater than 100 years. 


PIN CONFIGURATION 


Address Inputs 
Data Input 
Data Out 

Write Enable 
Chip Select 
Array Recall 
Store 

+5V 

Ground 


FUNCTIONAL DIAGRAM 


NONVOLATILE 
E?PROM 


0056-2 


May 1987 


1-4 


X2201A 


SRR SNR AEE SSCS SSG REE IEE TDS NEL IE RE INN ESLER BINS E ESE ESTRELA ETT EDIE TEA EEE RT. NET LEED LLL TELA, LEENA LN LLL DOA LEL! LIL ELE LEAL SELLE LICE LEE, 


ABSOLUTE MAXIMUM RATINGS* 


*COMMENT 


Temperature Under Bias................... —10°C to +85°C Stresses above those listed under ‘‘Absolute Maximum Rat- 

Storage Temperature .................0-. —65°C to + 150°C ings” may cause permanent damage to the device. This is a 

Voltage on any Pin with stress rating only and the functional operation of the device at 
PCL CERNING s bc 5 oc vce tars eee wee ces —1.0V to +7V these or any other conditions above those indicated in the op- 

Eyctp ePIC MENGE Sos cove ws cee wae W h WA 6 pie ieee werk sed 5mA erational sections of this specification is not implied. Exposure 

Lead Temperature to absolute maximum rating conditions for extended periods 
SRC, Aa OCES os scree es cheese ee aes vowed 300°C may affect device reliability. 


D.C. OPERATING CHARACTERISTICS 
Ta = O°C to +70°C, Voc = +5V 410%, unless otherwise specified. 


All Inputs = Vcc 
lwo = OMA 


ne 
ra a a 
ra 


Input Low Voltage -~10 


lo. = 4.2 mA 


aC Eee 


Input/Output Capacitance 
Input Capacitance 


Input Pulse Levels| OV to 3.0V input Output 
Input Rise and ARRAY RECALL| STORE 0 
Fall Ti 10 ns 
Sedhusllirest Output High Z_ | Not Selected(2) 


Input and Output mee aoa a 
Timing Levels ‘Output Data. |ReadRAM | 
t D t fa h W : | ” RA 
Output Load 1 TTL Gate and | -H_ [Input Data High | ata Hig rite M 
. C, = 100 pF ; 


| 
ate Input Data Low | Write “0” RAM 
ea vee Output High Z_ | Array Recall 
ms Output High Z_ | Array Recall 


Output High Z_ | Nonvolatile Storing(S) 
Output High Z_ | Nonvolatile Storing(9) 


Notes: (1) This parameter is periodically sampled and not 100% tested. 
(2) Chip is deselected but may be automatically completing a store cycle. 


(3) eee = L is required only to initiate the store cycle, after which the store cycle will be automatically completed 
(STORE = X). 


CUES ca leeke ede «| 
Herr 


X2201A 


A.C. CHARACTERISTICS 
Ta = 0°C to +70°C, Vog = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


Read Cycle 


ADDRESS 


ton ~<q—tyz 


Hi Z 
DATA OUT XXOOV QXKXOO 


X2201A 


Write Cycle Limits 


| Symbol | Parameter Mee eee 
Peto 2 lee WORM a | 
| tow | GhipSelecttoendofwrte | ts | | 
ie | Addreseenmamne f | sores ee 
we | swith wien | 0 
eee 
tow 
eee eee a 
pt 
stow 


bata ValdtoEndot wine [to 
eS Se ae ee 
[Wite Enable to Guputinrigh 2 [10 


Write Cycle 


ADDRESS 


DATA IN | OK DATA VALID 
twz tow 


DATA OUT CX x & 8 
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X2201A 
eerste 


Early Write Cycle 


ADDRESS 


NANAK 


—<@\tpw—— | to |< —_ 
DATA IN KXXKKKKH) KX 


HIGH Z 
DATA OUT 


Store Cycle Limits 


[tere | Sere Gyeiotime SiS 
[tere | Store Puse wats too ne 
[tere | Store to Outptinnighz2 sd 


Store Cycle 


DATA OUT 
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X2201A 


Array Recall Cycle Limits 


Array Recall Cycle Time a ee a 
Recall Pulse Width(4) a: ae eee ee 
Recall to Output in High Z re ee ee 
Output Active from End of Recall ns 

Recalled Data Access Time from End of Recall mas 750 


Array Recall Cycle 


appress — XXX XXX KKK K ADDRESSES AIDC 


trop 


ARRAY RECALL 


Ce a 


DATA UNDEFINED 


— | trcz 


DATA OUT 


DATA VALID 


Note: (4) Array Recall rise time must be less than 1 us. 


X2201A 


enn essen 


PIN DESCRIPTIONS AND DEVICE OPERATION 


Addresses (Ag-Ag) 
The address inputs select a memory location during a 
read or write operation. 


Chip Select (CS) 

The Chip Select input must be LOW to enable read/ 
write operations with the RAM array. CS HIGH will 
place the Dout in the high impedance state. 


Write Enable (WE) 

The Write Enable input controls the Doyrt buffer, deter- 
mining whether a RAM read or write operation is en- 
abled. WE HIGH enables a read and WE LOW enables 
a write. 


Data In (Djpn) 
Data is written into the device via the Dy input. 


Data Out (Doyt) 

Data from a selected address is output on the Doyt 
output. This pin is in the high impedance state when 
either CS is HIGH or when WE is LOW. 


STORE 

The STORE input, when LOW, will initiate the transfer 
of the entire contents of the RAM array to the E2PROM 
array. The WE and ARRAY RECALL inputs are inhibit- 
ed during the store cycle. The store operation will be 
completed in 10 ms or less. 


A store operation has priority over RAM read/write op- 
erations. If STORE is asserted during a read operation, 
the read will be discontinued. If STORE is asserted dur- 
ing a RAM write operation, the write will be immediately 
terminated and the store performed. The data at the 
RAM address that was being written will be unknown in 
both the RAM and E2PROM. 


ARRAY RECALL 

The ARRAY RECALL input, when LOW, will initiate the 
transfer of the entire contents of the E2PROM array to 
the RAM array. The transfer of data will typically be 
completed in 1 us or less. 


An array recall has priority over RAM read/write opera- 
tions and will terminate both operations when ARRAY 
RECALL is asserted. ARRAY RECALL LOW will also 
inhibit the STORE input. 


WRITE PROTECTION 


The X2201A has three write protect features that are 
employed to protect the contents of the nonvolatile 
memory. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 


® Write Inhibit—Holding either STORE HIGH or ARRAY 
RECALL LOW during power-up or power-down will 
prevent an inadvertent store operation and E2PROM 
data integrity will be maintained. 


© Noise Protection—A STORE pulse of less than 20 ns 
will not initiate a store cycle. 


ENDURANCE 


The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide during data changes, Xicor NOVRAMs are de- 
signed to minimize the number of changes an E2PROM 
bit cell undergoes during store operations. Only those 
bits in the E7PROM that are different from their corre- 
sponding location in the RAM will be “cycled” during a 
nonvolatile store. This characteristic reduces unneces- 
Sary cycling of any of the rest of the bits in the array, 
thereby increasing the potential endurance of each bit 
and increasing the potential endurance of the entire ar- 
ray. Reliability data documented in RR504, the Xicor 
Reliability Report on Endurance, and additional reports 


are available from Xicor. 
PartNumber | Store Cycles | Data Changes 
Per Bit 


X2201A 10,000 1,000 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2201A 


nn 


Normalized Active Supply Current Normalized Access Time 
vs. Ambient Temperature vs. Ambient Temperature 
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AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
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Commercial X2210 
256 Bit industrial X22101 64 x 4 Bit 
Nonvolatile Static RAM 
FEATURES in all Xicor 5V nonvolatile memories. The X2210 fea- 
@ Single 5V Supply tures the JEDEC approved pinout for 4-bit-wide memo- 


e Fully TTL Compatible 

@ Infinite E2PROM Array Recall, RAM Read 
and Write Cycles 

e Access Time of 300 ns Max. 

® Nonvolatile Store Inhibit: Vcc = 3V Typical 

e 100 Year Data Retention 

e JEDEC Standard 18-Pin Package 


DESCRIPTION 

The Xicor X2210 is a 64 x 4 NOVRAM featuring a 
high-speed static RAM overlaid bit-for-bit with a nonvol- 
atile E2PROM. The X2210 is fabricated with the same 
reliable N-channel floating gate MOS technology used 


ries, compatible with industry standard RAMs. 


The NOVRAM design allows data to be easily trans- 
ferred from RAM to E2PROM (store) and from 
E2PROM to RAM (recall). The store operation is com- 
pleted in 10 ms or less and the recall is typically com- 
pleted in 1 ps. 


Xicor NOVRAMs are designed for unlimited write oper- 
ations to RAM, either from the host or recalls from 
E2PROM. The E2PROM array is designed for a mini- 
mum 10,000 store cycles. Data retention is specified to 
be greater than 100 years. 


PIN CONFIGURATION 


0045-1 


PIN NAMES 


Ao-As 
1/04-1/04 

WE 

CS 

ARRAY RECALL 


Address Inputs 

Data Inputs/Outputs 
Write Enable 

Chip Select 

Array Recall 

Store 

+ i5V 

Ground 

No Connect 


STORE 
Voc 


Vss 
NC 


STORE 


RECALL 


FUNCTIONAL DIAGRAM 


@— Vcc 


@— Vss 


0045-2 


May 1987 


X2210, X2210I 


ABSOLUTE MAXIMUM RATINGS* 
Temperature Under Bias 


*COMMENT 
Stresses above those listed under “‘Absolute Maximum Rat- 


Me aden a lt Wie Ae Owe ee Ow eee = 10°C: to--+-85°C ings” may cause permanent damage to the device. This is a 
PE we beatin Kem oe Rie eels braids 65° O10 Tt tae u stress rating only and the functional operation of the device at 
Storage Temperature .................... eo! Cal 0 ey aia Fo Ws these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
Pespect 16°Groung< - jcc ccs sense ne nce dees —1OVA46. + 7V¥ to absolute maximum rating conditions for extended periods 
Je oom os F510 i | eh a ce 5mA may affect device reliability. 
Lead Temperature 
(SOIMSNNGs TO SSCONGS) oc 5 «5 dees doh hth b dalbio sane 300°C 


D.C. OPERATING CHARACTERISTICS 


X2210 Ta = O0°C to + 70°C, Voc = +5V +10%, unless otherwise specified. 
X22101 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Parameter 


Power Supply Current 


Test Conditions 


All Inputs = Vcc 
lyvo = OmA 


Input Load Current 


VOL ’ lo. = 4.2 mA 
OH 


i: ae a ee ae 


Input Pulse Levels} OV to 3.0V input Output 
Input Rise and /0 
Fall Tj 10 ns 
aie © dle da Output High Z_ | Not Selected(2) 


np and Cutput 1.5V Output Data Read RAM 
Timing Levels 


Input Data High} Write “1” RA 
Output Load 1 TTL Gate and rite M 
C. = 100 pF 


Eee 
ee 
ie 
| H__|input Data Low |Write “oO” RAM 
a 
fees 


Pat HW | [Outpathigh 2 |Nonvolate Storng® 


Notes: (1) This parameter is periodically sampled and not 100% tested. 
(2) Chip is deselected but may be automatically completing a store cycle. 


(3) Rene = L is required only to initiate the store cycle, after which the store cycle will be automatically completed 
(STORE = X). 


X2210, X22101 


A.C. CHARACTERISTICS 


X2210 Ta = 0°C to + 70°C, Veco = +5V +10%, unless otherwise specified. 
X22101 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


Read Cycle Time 


Access Time 


Chip Select to Output Valid 
Output Hold from Address Change 
Chip Select to Output in Low Z 


Read Cycle 


ADDRESS 


toy — a <q—tyz 


Hi Z 
DATA 1/0 OQOXOXOY XXX) 


X2210, X22101 


Write Cycle Limits 


ee 
ee 
[tow | Chip Selectio Endonwiris =| tof 
[AddroosSeupTine Two | 
wine Pusowiaih wee 
ae 

Louaames 


Write Recovery Time 


cee ee 
ee dak ae 
Write Enable to Output in High Z 


Output Active from End of Write 


Write Cycle 


ADDRESS 


tox |}<¢—— 


DATA IN ae 


DATA OUT 


X2210, X22101 


Early Write Cycle 


ADDRESS 


NAAN 


<——— tow ton —_— 
DATA IN KXAKAKOD KX 


HIGH Z 
DATA OUT 


Store Cycle Limits 


10 


Store Cycle 


DATA 1/0 
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Array Recall Cycle Limits 


Array Recall Cycle 


ADDRESS 


CXXKKKKKKAK ADDRESSES VALID. OK 


4e 
trep 


ARRAY RECALL 


SMB a nl 


HIGH Z 
DATA 1/0 DATA UNDEFINED DATA VALID 


Note: (4) Array Recall rise time must be less than 1 us. 
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PIN DESCRIPTIONS AND DEVICE OPERATION 


Addresses (Ag-As) 
The address inputs select a 4-bit memory location dur- 
ing a read or write operation. 


Chip Select (CS) 

The Chip Select input must be LOW to enable read/ 
write operations with the RAM array. CS HIGH will 
place the I/O pins in the high impedance state. 


Write Enable (WE) 

The Write Enable input controls the |/O buffers, deter- 
mining whether a RAM read or write operation is en- 
abled. WE HIGH enables a read and WE LOW enables 
a write. 


Data In/Data Out (1/04-1/04) 

Data is written to or read from the X2210 through the 
I/O pins. The I/O pins are placed in the high imped- 
ance state when either CS is HIGH or during either a 
store or recall operation. 


STORE 

The STORE input, when LOW, will initiate the transfer 
of the entire contents of the RAM array to the E2-PROM 
array. The WE and ARRAY RECALL inputs are inhibit- 
ed during the store cycle. The store operation will be 
completed in 10 ms or less. 


A store operation has priority over RAM read/write op- 
erations. If STORE is asserted during a read operation, 
the read will be discontinued. If STORE is asserted dur- 
ing a RAM write operation, the write will be immediately 
terminated and the store performed. The data at the 
RAM address that was being written will be unknown in 
both the RAM and E2PROM. 


ARRAY RECALL 

The ARRAY RECALL input, when LOW, will initiate the 
transfer of the entire contents of the E7PROM array to 
the RAM array. The transfer of data will typically be 
completed in 1 us or less. 


An array recall has priority over RAM read/write opera- 
tions and will terminate both operations when ARRAY 
RECALL is asserted. ARRAY RECALL LOW will also 
inhibit the STORE input. 


WRITE PROTECTION 

The X2210 has three write protect features that are 
employed to protect the contents of the nonvolatile 
memory. 


® Vcc Sense—All functions are inhibited when Vcc is 
<8V, typically. 


® Write Inhibit—Holding either STORE HIGH or ARRAY 
RECALL LOW during power-up or power-down will 
prevent an inadvertent store operation and E7PROM 
data integrity will be maintained. 


® Noise Protection—A STORE pulse of less than 20 ns 
will not initiate a store cycle. 


ENDURANCE 

The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide during data changes, Xicor NOVRAMs are de- 
signed to minimize the number of changes an E2PROM 
bit cell undergoes during store operations. Only those 
bits in the E7PROM that are different from their corre- 
sponding location in the RAM will be ‘“‘cycled”’ during a 
nonvolatile store. This characteristic reduces unneces- 
sary cycling of any of the rest of the bits in the array, 
thereby increasing the potential endurance of each bit 
and increasing the potential endurance of the entire ar- 
ray. Reliability data documented in RR504, the Xicor 
Reliability Report on Endurance, and additional reports 
are available from Xicor. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 
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Normalized Active Supply Current Normalized Access Time 
vs. Ambient Temperature vs. Ambient Temperature 


— 
No 


e) 
Oo 
Qa 
li 
N 
= 
< 
= 
ng 
o 
= 


NORMALIZED Tyg 


+25 #125 
AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
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256 Bit Military X2210M 64 x 4 Bit 
Nonvolatile Static RAM 

FEATURES in all Xicor 5V nonvolatile memories. The X2210 fea- 

@ Single 5V Supply tures the JEDEC approved pinout for 4-bit-wide memo- 


e Fully TTL Compatible 

@ Infinite E2PROM Array Recall, RAM Read 
and Write Cycles 

e Access Time of 300 ns Max. 

© Nonvolatile Store Inhibit: Vcc = 3V Typical 

e 100 Year Data Retention 

e JEDEC Standard 18-Pin Package 


DESCRIPTION 

The Xicor X2210 is a 64 x 4 NOVRAM featuring a 
high-speed static RAM overlaid bit-for-bit with a nonvol- 
atile E7PROM. The X2210 is fabricated with the same 
reliable N-channel floating gate MOS technology used 


ries, compatible with industry standard RAMs. 


The NOVRAM design allows data to be easily trans- 
ferred from RAM to E2PROM (store) and from 
E2PROM to RAM (recall). The store operation is com- 
pleted in 10 ms or less and the recall is typically com- 
pleted in 1 ps. 


Xicor NOVRAMs are designed for unlimited write oper- 
ations to RAM, either from the host or recalls from 
E2PROM. The E2PROM array is designed for a mini- 
mum 10,000 store cycles. Data retention is specified to 
be greater than 100 years. 


PIN CONFIGURATION 


0057-1 


Address Inputs 

Data Inputs/Outputs 
Write Enable 

Chip Select 


Array Recall 
Store 

+5V 
Ground 

No Connect 


FUNCTIONAL DIAGRAM 


aa 
ROM 


MEMORY 
ARRAY 


STORE 
ee Vcc 


RECALL 
@— Vss 


0057-2 
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ABSOLUTE MAXIMUM RATINGS* *COMMENT 

Temperature Under Bias.................. 65°C 10“F 199 C Stresses above those listed under “Absolute Maximum Rat- 

Storage Temperature .................... —65°C to + 150°C ings’ may cause permanent damage to the device. This is a 

Voltage on any Pin with stress rating only and the functional operation of the device at 
Per MeN ss ee ea ce taeehs tees es TOV 7 Vv these or any other conditions above those indicated in the op- 

DG. CODUE GON GIN ooo a 5 6a thas ono 25.8 dead $5 ares oars 5 mA erational sections of this specification is not implied. Exposure 

Lead Temperature to absolute maximum rating conditions for extended periods 
COOMSGING, 10 SOCONUS) 0) elec eee and ide ness 300°C may affect device reliability. 

D.C. OPERATING CHARACTERISTICS 

Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


All Inputs = Vcc 
We = OmA 


Power Supply Current 


Input Load Current 


55 
10 
Output Leakage Current 10 
0.4 


Input/Output Capacitance 


Input Capacitance 


Voc +1.0 


A.C. CONDITIONS OF TEST 


Input Pulse Levels} OV to 3.0V 


Input Rise and 


Input and Output 
is 1.5V 
Timing Levels 


1 TTL Gate and 
Output Load C, = 100 pF 


| 
oe 
Eee. 
| -H_— [Input Data Low | Write “0” RAM 
| [Output HighZ [Array Recall | 
aay 
i; ees 


= [== )<[- [re] [= [8h 
l= [<= -[- [sa 


Output High Z_ | Nonvolatile Storing(3) 


Notes: (1) This parameter is periodically sampled and not 100% tested. 
(2) Chip is deselected but may be automatically completing a store cycle. 


(3) eo = L is required only to initiate the store cycle, after which the store cycle will be automatically completed 
(STORE = X). 
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X2210M 


A.C. CHARACTERISTICS 
Ta = —55°C to +125°C, Voc = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


Read Cycle 


ADDRESS 


DATA 1/0 


Access Time 


Chip Select to Output Valid 


———— 00°00 —nlchene eh 


tou —> ~<q—tyz 


XY 


QQOOQXQOY 
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X2210M 


Write Cycle Limits 


eee 
ae 
eee ee 
[we | Whe Enable to Ouputin igh | 10 
| en a 


Write Cycle 


ADDRESS 


tox |<——— 


DATA IN | OK CDATA VALID 
twz 


DATA OUT 59% 
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X2210M 


Early Write Cycle 
twee 
ADDRESS CaaS 
cs fof 
WE NAA 
—$§topw—— | tow |<—— 
DATA IN XX KKK KMKOO ae 
HIGH Z 
DATA OUT 
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Store Cycle Limits 


10 


Store Cycle 


DATA 1/0 
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Array Recall Cycle Limits 


[symbot_ [Si aremter dm] 
[taco | Ary RecaliGyeiotime tao] ne 
Sa ce ec 
r ee 

a 


Output Active from End of Recall 
Recalled Data Access Time from End of Recall 


Array Recall Cycle 


ADDRESS KX XXXKXKKK AmoResseS uD 


trop 


ARRAY RECALL 


NNR es NON 


DATA 1/0 DATA UNDEFINED DATA VALID 


Note: (4) Array Recall rise time must be less than 1 us. 
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PIN DESCRIPTIONS AND DEVICE OPERATION 


Addresses (Ap-As) 
The address inputs select a 4-bit memory location dur- 
ing a read or write operation. 


Chip Select (CS) 

The Chip Select input must be LOW to enable read/ 
write operations with the RAM array. CS HIGH will 
place the I/O pins in the high impedance state. 


Write Enable (WE) 

The Write Enable input controls the I/O buffers, deter- 
mining whether a RAM read or write operation is en- 
abled. WE HIGH enables a read and WE LOW enables 
a write. 


Data In/Data Out (1/04-1/04) 

Data is written to or read from the X2210 through the 
I/O pins. The |/O pins are placed in the high imped- 
ance state when either CS is HIGH or during either a 
store or recall operation. 


STORE 

The STORE input, when LOW, will initiate the transfer 
of the entire contents of the RAM array to the E2PROM 
array. The WE and ARRAY RECALL inputs are inhibit- 
ed during the store cycle. The store operation will be 
completed in 10 ms or less. 


A store operation has priority over RAM read/write op- 
erations. If STORE is asserted during a read operation, 
the read will be discontinued. If STORE is asserted dur- 
ing a RAM write operation, the write will be immediately 
terminated and the store performed. The data at the 
RAM address that was being written will be unknown in 
both the RAM and E2PROM. 


ARRAY RECALL 

The ARRAY RECALL input, when LOW, will initiate the 
transfer of the entire contents of the E27PROM array to 
the RAM array. The transfer of data will typically be 
completed in 1 ys or less. 


An array recall has priority over RAM read/write opera- 
tions and will terminate both operations when ARRAY 
RECALL is asserted. ARRAY RECALL LOW will also 
inhibit the STORE input. 


WRITE PROTECTION 

The X2210 has three write protect features that are 
employed to protect the contents of the nonvolatile 
memory. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 


® Write Inhibit—Holding either STORE HIGH or ARRAY 
RECALL LOW during power-up or power-down will 
prevent an inadvertent store operation and E27PROM 
data integrity will be maintained. 


® Noise Protection—A STORE pulse of less than 20 ns 
will not initiate a store cycle. 


ENDURANCE 


The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide during data changes, Xicor NOVRAMs are de- 
signed to minimize the number of changes an E7PROM 
bit cell undergoes during store operations. Only those 
bits in the E2PROM that are different from their corre- 
sponding location in the RAM will be ‘“‘cycled”’ during a 
nonvolatile store. This characteristic reduces unneces- 
sary cycling of any of the rest of the bits in the array, 
thereby increasing the potential endurance of each bit 
and increasing the potential endurance of the entire ar- 
ray. Reliability data documented in RR504, the Xicor 
Reliability Report on Endurance, and additional reports 
are available from Xicor. 


Data Changes 
Part Number Store Cycles Per Bit 


X2210M 10,000 1,000 
X2210M/5 50,000 5,000 
X2210M/10 100,000 10,000 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2210M 


Normalized Active Supply Current Normalized Access Time 
vs. Ambient Temperature vs. Ambient Temperature 
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AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
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icor 


Commercial X2212 : 
1K Industrial X22121 256 x 4 Bit 


Nonvolatile Static RAM 


FEATURES in all Xicor 5V nonvolatile memories. The X2212 fea- 

@ Single 5V Supply tures the JEDEC approved pinout for 4-bit-wide memo- 

e Fully TTL Compatible ries, compatible with industry standard RAMs. 

e Infinite E2PROM Array Recall, RAM Read The NOVRAM design allows data to be easily trans- 
and Write Cycles ferred from RAM to E2PROM (store) and from 

e Access Time of 300 ns Max. E2PROM to RAM (recall). The store operation is com- 

© Nonvolatile Store Inhibit: Vcc = 3V Typical pleted in 10 ms or less and the recall is typically com- 

e 100 Year Data Retention pleted in 1 ps. 

e JEDEC Standard 18-Pin Package Xicor NOVRAMs are designed for unlimited write oper- 

DESCRIPTION ations to RAM, either from the host or recalls from 


E2PROM. The E2PROM array is designed for a mini- 
mum 10,000 store cycles. Data retention is specified to 
be greater than 100 years. 


The Xicor X2212 is a 256 x 4 NOVRAM featuring a 
high-speed static RAM overlaid bit-for-bit with a nonvol- 
atile E2PROM. The X2212 is fabricated with the same 
reliable N-channel floating gate MOS technology used 


PIN CONFIGURATION FUNCTIONAL DIAGRAM 


NONVOLATILE 
E?7PROM 


" |_| WE STORE 


ARRAY 2 
a RECALL RECALL oy a S Ves 


@— Vcc 


0058-1 /0, 


PIN NAMES tie: 


Ao-A7 Address Inputs VO, 
1/04-1/04 Data Inputs/Outputs 
WE Write Enable 

cS Chip Select 


ARRAY RECALL Array Recall 
STORE Store We 
NGC + 5V 0058-2 
Vss Ground 

NC No Connect 
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ABSOLUTE MAXIMUM RATINGS* *COMMENT 
Temperature Under Bias Stresses above those listed under ‘‘Absolute Maximum Rat- 
Pe ney waiaden ache cence ee hat acu eit —10°C to .+:86°C ings” may cause permanent damage to the device. This is a 
RENCE’ ha twining Sawnp een Kew wowed ass —65' Clo Tas © stress rating only and the functional operation of the device at 
Storage Temperature .................... =o 10 + MOG these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
Respect to Ground..................e00005 —-1.0V to +7V to absolute maximum rating conditions for extended periods 
LO, Cee CRE ie ee ce hs ene sheer 5mA may affect device reliability. 
Lead Temperature 
(Soldering, 1.0: SOCOMAS) 1.5 56 ojo. soois ots s sens win agree 300°C 


D.C. OPERATING CHARACTERISTICS 
X2212 Ty = 0°C to + 70°C, Voco = +5V +10%, unless otherwise specified. 


All Inputs = Voc 
jo = OmA 


A.C. CONDITIONS OF TEST MODE SELECTION 


Input Pulse Levels} OV to 3.0V 
Input Rise and 
Input and Output 1.5V 
Timing Levels 

1 TTL Gate and 
Output Load CL = 100 pF 


ce 
[—Joutputhigh2 [Arey Recall 
[| Joutout igh 2 Nonvolatie Stoing® 


Ei tin| 
CIEIEIE 

. il 
- ” 


Notes: (1) This parameter is periodically sampled and not 100% tested. 
(2) Chip is deselected but may be automatically completing a store cycle. 


(3) STORE = L is required only to initiate the store cycle, after which the store cycle will be automatically completed 
(STORE = X). 
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A.C. CHARACTERISTICS 


X2212 Ta = O°C to + 70°C, Voc = +5V +10%, unless otherwise specified. 
X22121 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


Output Hold from Address Change 


Read Cycle 
aa Oe neemeene |.” eee od 
ADDRESS 
cs 
ae ton] [tz 
Hi Z 
DATA 1/0 C0000 GEE © 60@ 
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Write Cycle Limits 


| 
OS 
[tow | chip SelcttoEndofwite «dts 
[us | Adress Souptine ———=SCSC~=~iSCs 
a 
[wa | Wte RecovenyTing SSCs 
a er 
oo : 


twc 
tcw 
tas 
twp 
twR 
tow Data Valid to End of Write 100 
tbH 
twz 
tow 


3 


ns 
ns 
ns 


0 
| twz | Write Enable to Output in High Z 
| tow Output Active from End of Write 


Write Cycle 


ADDRESS 


XA 


ton |<—_—— 


DATA IN _ 


twz 


V7 \Z 
DATA OUT KX 
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Early Write Cycle 


ADDRESS 


XAAAS 


<—<—§tpw—— | too |~<——_ 
DATA IN KXKKKKAYY KX 


HIGH Z 
DATA OUT 


0058~—5 


Store Cycle Limits 


| symbol | Parameter =| Min. =| Max, | Units 
[tere | Storecycletme———SSC~YSC(t‘“‘CSC*SOO#CNOTCOC*SOCOmsS 
[tee | StorePusewath——SSS~=~SC“‘OOSYSSSCS*~“~dtCSC*i‘isaSCSCS 
Store to Output in High Z a 

tosr | OutputActve romendofSore | 10) SiS 


Store Cycle 


DATA 1/0 
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Array Recall Cycle Limits 


a a De a 
race | Recalto Qupuintigh2——— 


Recalled Data Access Time from End of Recall ie tt 750 


Array Recall Cycle 


{gee — i 


ADDRESS —_ KX XKXXXXKXKXK ADDRESSES ALD 


ARRAY RECALL 


oo. 2 SS 


AQ 1 gy - 


DATA 1/0 DATA UNDEFINED DATA VALID 


Note: (4) Array Recall rise time must be less than 1 us. 
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PIN DESCRIPTIONS AND DEVICE OPERATION 


Addresses (Ap-A7) 
The address inputs select a 4-bit memory location dur- 
ing a read or write operation. 


Chip Select (CS) 

The Chip Select input must be LOW to enable read/ 
write operations with the RAM array. CS HIGH will 
place the I/O pins in the high impedance state. 


Write Enable (WE) 

The Write Enable input controls the I/O buffers, deter- 
mining whether a RAM read or write operation is en- 
abled. WE HIGH enables a read and WE LOW enables 
a write. 


Data In/Data Out (1/04-1/04) 

Data is written to or read from the X2212 through the 
I/O pins. The I/O pins are placed in the high imped- 
ance state when either CS is HIGH or during either a 
store or recall operation. 


STORE 

The STORE input, when LOW, will initiate the transfer 
of the entire contents of the RAM array to the E27PROM 
array. The WE and ARRAY RECALL inputs are inhibit- 
ed during the store cycle. The store operation will be 
completed in 10 ms or less. 


A store operation has priority over RAM read/write op- 
erations. If STORE is asserted during a read operation, 
the read will be discontinued. If STORE is asserted dur- 
ing a RAM write operation, the write will be immediately 
terminated and the store performed. The data at the 
RAM address that was being written will be unknown in 
both the RAM and E2PROM. 


ARRAY RECALL 

The ARRAY RECALL input, when LOW, will initiate the 
transfer of the entire contents of the E7PROM array to 
the RAM array. The transfer of data will typically be 
completed in 1 us or less. 


An array recall has priority over RAM read/write opera- 
tions and will terminate both operations when ARRAY 
RECALL is asserted. ARRAY RECALL LOW will also 
inhibit the STORE input. 


WRITE PROTECTION | 

The X2212 has three write protect features that are 
employed to protect the contents of the nonvolatile 
memory. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 
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®@ Write Inhibit—Holding either STORE HIGH or 
ARRAY RECALL LOW during power-up or power- 
down will prevent an inadvertent store operation 
and E2PROM data integrity will be maintained. 


® Noise Protection—A STORE pulse of less than 20 ns 
will not initiate a store cycle. 


ENDURANCE 

The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide during data changes, Xicor NOVRAMs are de- 
signed to minimize the number of changes an E2PROM 
bit cell undergoes during store operations. Only those 
bits in the E7PROM that are different from their corre- 
sponding location in the RAM will be ‘“‘cycled”’ during a 
nonvolatile store. This characteristic reduces unneces- 
sary cycling of any of the rest of the bits in the array, 
thereby increasing the potential endurance of each bit 
and increasing the potential endurance of the entire ar- 
ray. Reliability data documented in RR504, the Xicor 
Reliability Report on Endurance, and additional reports 
are available from Xicor. 


SYMBOL TABLE 
WAVEFORM 


OUTPUTS 


Will be 
steady 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Don't Care: 
Changes 
Allowed 


Changing: 
State Not 
Known 


Center Line 
is High 
Impedance 


N/A 


X2212, X2212l 


Normalized Active Supply Current Normalized Access Time 
vs. Ambient Temperature vs. Ambient Temperature 
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1K Military X2212M 256 x 4 Bit 
Nonvolatile Static RAM 

FEATURES in all Xicor 5V nonvolatile memories. The X2212 fea- 

@ Single 5V Supply tures the JEDEC approved pinout for 4-bit-wide memo- 


e Fully TTL Compatible 

e Infinite E2PROM Array Recall, RAM Read 
and Write Cycles 

e Access Time of 300 ns Max. 

® Nonvolatile Store Inhibit: Vcc = 3V Typical 

e 100 Year Data Retention 

e JEDEC Standard 18-Pin Package 


DESCRIPTION 

The Xicor X2212 is a 256 x 4 NOVRAM featuring a 
high-speed static RAM overlaid bit-for-bit with a nonvol- 
atile E7PROM. The X2212 is fabricated with the same 
reliable N-channel floating gate MOS technology used 


ries, compatible with industry standard RAMs. 


The NOVRAM design allows data to be easily trans- 
ferred from RAM to E?PROM (store) and from 
E2PROM to RAM (recall). The store operation is com- 
pleted in 10 ms or less and the recall is typically com- 
pleted in 1 ps. 


Xicor NOVRAMs are designed for unlimited write oper- 
ations to RAM, either from the host or recalls from 
E2PROM. The E2PROM array is designed for a mini- 
mum 10,000 store cycles. Data retention is specified to 
be greater than 100 years. 


PIN CONFIGURATION 


0059-1 


Address Inputs 

Data Inputs/Outputs 
Write Enable 

Chip Select 


Array Recall 
Store 

+5V 
Ground 

No Connect 


STORE 


RECALL 
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FUNCTIONAL DIAGRAM 


NONVOLATILE 
E?PROM 


DA STATIC RAM 
MEMORY ARRAY 


+—- Vic 


@———-_ Vss 
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ABSOLUTE MAXIMUM RATINGS* *COMMENT 

Temperature Under Bias.................. <3 CO Frise Stresses above those listed under “Absolute Maximum Rat- 

Storage Temperature ..................5. = 65°C tp + 150°C ings” may cause permanent damage to the device. This is a 

Voltage on any Pin with stress rating only and the functional operation of the device at 
FPSO CE RS OUMs. one cc ess ts chee enews —1.0V to +7V these or any other conditions above those indicated in the op- 

BS Gee S10 nT) BS >| er re are ee 5 mA erational sections of this specification is not implied. Exposure 

Lead Temperature to absolute maximum rating conditions for extended periods 
Paes, 4 SEOCONGS) oc. ack cock ee tc oa ak een eke 300°C may affect device reliability. 

D.C. OPERATING CHARACTERISTICS 

Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


Power Supply Current 


All Inputs = Voc 
lwo = OMA 


dena 
Sa i 
ac 
=o 
_ 


Input Load Current 


Side 168 Beat Output Leakage Current 


: 


Input/Output Capacitance 
Input Capacitance 


MODE SELECTION 


Input Output 
ARRAY RECALL| STORE 1/0 


1 


JV 
1 TTL Gate and 
C, = 100 pF 


a i 


= [= J=[=[e[-]e [= [8h 
EES Ea EEE] 
teeta 
cle tell 


Notes: (1) This parameter is periodically sampled and not 100% tested. 
(2) Chip is deselected but may be automatically completing a store cycle. 


(3) STORE = L is required only to initiate the store cycle, after which the store cycle will be automatically completed 
(STORE = X). 


X2212M 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


ee 
50 


Read Cycle Limits 


: 
Sean oe ee 
[ton | OutputHoia rom adress ange [80 Sra 


Chip Deselect to Output in High Z 


Read Cycle 
$$, —— > 
ADDRESS 
cs 
ee ton <@—tyz 
: HiZ 
DATA 1/0 OSXXOXO OOK 
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Write Cycle Limits 


Parameter 


Write Cycle Time 


[twa | ——WiriteRecoverytime | | 

[tow _—s|_——CataValidtoEndofwrite | 100, | | ts 
tpH ee oes 

tus eS ae 

tow 


20 


Write Cycle 


ADDRESS 


tou |<¢——- 


DATA IN a. 


twz 


VW S/ 
DATA OUT ee CX LN 
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X2212M 
ssn 


Early Write Cycle 


ADDRESS SEE 


cs Ff 
WE ~~ 2? 
<—tow——|_ to |<+— 
DATA IN XXX KK MK CX 
HIGH Z 
DATA OUT — 
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Store Cycle Limits 


Store Cycle Time 
Store Pulse Width 
Store to Output in High Z 
Output Active from End of Store 7 


Store Cycle 


DATA 1/0 
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Array Recall Cycie Limits 


[symbol |S Parameter Min 

Recall Pulse Width(4) ase 

Output Active from End of Recall 2a a ees Jee ee 
Recalled Data Access Time from End of Recall ee 750 


Array Recall Cycle 


tg¢¢- 


ADDRESS — KX XX XK KKK ADDRESSES ALD —CSCSCSC*«S 
trop 
ARRAY RECALL 


CPF NO SN ee 


—Pr} tacz ——|_ toac 


DATA 1/0 


DATA VALID 
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Note: (4) Array Recall rise time must be less than 1 ps. 
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eee 


PIN DESCRIPTIONS AND DEVICE OPERATION 


Addresses (Ajp-A7) 
The address inputs select a 4-bit memory location dur- 
ing a read or write operation. 


Chip Select (CS) 

The Chip Select input must be LOW to enable read/ 
write operations with the RAM array. CS HIGH will 
place the !/O pins in the high impedance state. 


Write Enable (WE) 

The Write Enable input controls the I/O buffers, deter- 
mining whether a RAM read or write operation is en- 
abled. WE HIGH enables a read and WE LOW enables 
a write. 


Data In/Data Out (1/04-1/04) 

Data is written to or read from the X2212 through the 
I/O pins. The I/O pins are placed in the high imped- 
ance state when either CS is HIGH or during either a 
store or recall operation. 


STORE 

The STORE input, when LOW, will initiate the transfer 
of the entire contents of the RAM array to the E2PROM 
array. The WE and ARRAY RECALL inputs are inhibit- 
ed during the store cycle. The store operation will be 
completed in 10 ms or less. 


A store operation has priority over RAM read/write op- 
erations. If STORE is asserted during a read operation, 
the read will be discontinued. If STORE is asserted dur- 
ing a RAM write operation, the write will be immediately 
terminated and the store performed. The data at the 
RAM address that was being written will be unknown in 
both the RAM and E2PROM. 


ARRAY RECALL 

The ARRAY RECALL input, when LOW, will initiate the 
transfer of the entire contents of the E7PROM array to 
the RAM array. The transfer of data will typically be 
completed in 1 ps or less. 


An array recall has priority over RAM read/write opera- 
tions and will terminate both operations when ARRAY 
RECALL is asserted. ARRAY RECALL LOW will also 
inhibit the STORE input. 


WRITE PROTECTION 

The X2212 has three write protect features that are 
employed to protect the contents of the nonvolatile 
memory. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 


® Write Inhibit—Holding either STORE HIGH or ARRAY 
RECALL LOW during power-up or power-down will 
prevent an inadvertent store operation and E2PROM 
data integrity will be maintained. 


® Noise Protection—A STORE pulse of less than 20 ns 
will not initiate a store cycle. 


ENDURANCE 


The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide during data changes, Xicor NOVRAMs are de- 
signed to minimize the number of changes an E2PROM 
bit cell undergoes during store operations. Only those 
bits in the E7PROM that are different from their corre- 
sponding location in the RAM will be “‘cycled”’ during a 
nonvolatile store. This characteristic reduces unneces- 
Sary cycling of any of the rest of the bits in the array, 
thereby increasing the potential endurance of each bit 
and increasing the potential endurance of the entire ar- 
ray. Reliability data documented in RR504, the Xicor 
Reliability Report on Endurance, and additional reports 
are available from Xicor. | 


Part Number Store Cycles 


X2212M 10,000 
X2212M/5 50,000 
X2212M/10 100,000 


SYMBOL TABLE 


Data Changes 
Per Bit 


1,000 
5,000 
10,000 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2212M 


Normalized Active Supply Current Normalized Access Time 
vs. Ambient Temperature vs. Ambient Temperature 


re) < 
a) = 
Q 

a Gl 
N N 
= 
< < 
= = 
oo a 
© re) 
z z 


#125 


AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
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X2001 


Commercial 
= Industrial X20011 128 x88 
Nonvolatile Static RAM 
FEATURES is fabricated with the same reliable N-channel floating 


@ Nonvolatile Data Integrity 

e Automatic Store Timing 

e Store and Array Recall Combined on One 
Line (NE) 

e Enhanced Store Protection 

e Infinite E2PROM Array Recall, and RAM 
Read and Write Cycles 

e Single 5V Supply 

e 100 Year Data Retention 

e Fast Access Time: 200 ns Max. 

e Automatic Recall on Power-Up 

e JEDEC Approved Byte-Wide Pinout 


DESCRIPTION 

The Xicor X2001 is a byte-wide NOVRAM featuring a 
high-speed static RAM overlaid bit-for-bit with a nonvol- 
atile electrically erasable PROM (E2PROM). The X2001 


gate MOS technology used in all Xicor 5V programma- 
ble nonvolatile memories. The X2001 features the 
JEDEC approved pinout for byte-wide memories, com- 
patible with industry standard RAMs, ROMs, EPROMs 
and E2PROMs. 


The NOVRAM design allows data to be easily trans- 
ferred from RAM to E2PROM (store) and E2PROM to 
RAM (recall). With NE LOW, these functions are per- 
formed in the same manner as RAM read and write op- 
erations. The store operation is completed in 10 ms or 
less and the recall operation is completed in 5 ws or 
less. 


Xicor NOVRAMs are designed for unlimited write oper- 
ations to RAM, either from the host or recalls from 
E2PROM, and a minimum 100,000 store operations to 
the E2PROM. Data retention is specified to be greater 
than 100 years. 


PIN CONFIGURATION 


FUNCTIONAL DIAGRAM 
NONVOLATILE 
econ’ Vdd 


eae hammag 
Yj YY, ith itit sti 


WL ddddddddddddddddddddda 


SN 


Ei ®W MONVNOH 


As > reese STORE 
Aa — xe 
As > =e Z 

STATIC RAM ARRAY 
* J seuect MEMORY ARRAY y 


ISITORE: ae 
ARRAY 
RECALL 


ee 
c Sane: 

armen nn Tits 
eC ddddiididé 
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MGM ay fs si) Be \ 


COLUMN 
70 CIRCUITS 


Address Inputs 
Data Inputs/Outputs Os 
Chip Enable a 
Output Enable 


WONKCOWNMWN VW Ss 


COLUMN SELECT 


Write Enable 
Nonvolatile Enable 
+5V 

Ground 

No Connect 
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ABSOLUTE MAXIMUM RATINGS* *COMMENT 
Temperature Under Bias Stresses above those listed under “‘Absolute Maximum Rat- 
FIT his 2a eS bah wae Sao ae shan URRe eee —APCi10-+ 85°C ings” may cause permanent damage to the device. This is a 
1158 | a ec a er ae reer eee —65 00 T1395 C stress rating only and the functional operation of the device at 
Storage Temperature .................... —63°C. 16 + TSU these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
FIGSDECt 10 GIOQUIG . .«oics ccces scasndecnea’ —1.0V to +7V to absolute maximum rating conditions for extended periods 
EDA, SOU MOM 'sc'y 5) = ss 24's o44 2 Oo eke 6s hehe ete 5mA may affect device reliability. 
Lead Temperature 
(Soldering, 10 Seconds) ................... eee eee 300°C 


D.C. OPERATING CHARACTERISTICS 


X2001 Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X20011 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


X2001 Limits X2001I Limits une Aa ah 


100 mA | CE= Vi, 
All Other Inputs = Voc 
50 65 mA | Allinputs = Voc 
lwo = OmA 


lo = OMA 


IL 10 10 Vin = GND to Voc 
Output Leakage Current 10 Vout = GND to Vcc 


To | Outpt Leakage Curent 
[vu [nputuow votage | 10 
[vou | Outpatuow votage |_| 0 


Conditions 


Input/Output Capacitance pF Vio = OV 
Input Capacitance Vin = OV 


A.C. CONDITIONS OF TEST MODE SELECTION 


Input Pulse Levels} OV to 3.0V 
Input Rise and 
Input and Output 1.5V 
Timing Levels 

1 TTL Gate and 
Output Load CL = 100 pF 


= 


O 


Output High Z Standby 


Output Data 
Input Data High 
Input Data Low 
Output High Z 
Nonvolatile Storing | Output High Z 
Output Disabled | Output High Z 


Note: (1) This parameter is periodically sampled and not 100% tested. 


= 
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A.C. CHARACTERISTICS 


X2001 Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X20011 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


X2001-20 X2001-25 X2001 
X20011-20 X20011-25 


Read Cycle Limits 


taAA 
to 
{Lz 


ie 
tCE 
E 


<—_!t, 2—_> tonz 
—) ins |= tuz 


pataiyo —St2 OOK arava KX XK cata varie 


<——<—_§_tp,, ———_——_> 


WE 


Note: (2) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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Write Cycle Limits 


X2001-20 
X20011-20 


Data Hold Time 
Write Enable to Output in High Z 
Output Active from End of Write 


Output Enable to Output in High Z 


ADDRESS ne onan 


IS ILE | 


CR NSS SA PLA PLA LE ALL 


= a eee 
toz 
<> 


<t—ltow—> 


DATA OUT SS Cae ee? ee ie 
SE IE AE EP BE ER AE So Se SS 


ton 
—a—$ tow ——_ 


DATA IN 


CE Controlled Write Cycle 


ADDRESS ee 
_ ee need 
CE \AAAANKANNS pee RI SDSL S ES 


t 


wR 
t AS ~g-— we > 
WE 
twz tow 
=_P 
DATA OUT —S—S—S—S—S_S-S-S_S_S_S_S—_ DES D Ef ff Ah ff ff 
LE ES SF TF EF A LP” IF LEE EE ST A NNN NNN ON 
ton 
<—— tow |< 
DATA IN 
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Store Cycle Limits 


Output Enable from End of Store 
OE Disable to Store Function 
NE Setup Time from WE 


Store Cycle 


DATA 1/0 


Vec 


Note: (3) X2001 Voc Min. = 4.75V 
X20011 Vcc Min. = 4.5V 
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Array Recall Cycle Limits 


X2001-20 X2001-25 X2001 
Symbol Parameter X20011-20 X20011-25 X20011 


nin [wax [ tin, | Ma 
eof | sap | wo | 
se 
aed bp || 


Recall Pulse Width to Initiate Recall 


Array Recall Cycle 


ADDRESS 
: sa 
OE a 
er = nee 
: a 
CE SAAR ees, WAAAY 


DATA 1/0 
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PIN DESCRIPTIONS 


Addresses (Ap-Ag) 
The address inputs select an 8-bit word during a read 
or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 

The Output Enable input controls the data output buff- 
ers and is used to initiate read and recall operations. 
Output Enable LOW disables a store operation regard- 
less of the state of CE, WE or NE. 


Data In/Data Out (1/O9-1/07) 

Data is written to or read from the X2001 through the 
I/O pins. The I/O pins are placed in the high imped- 
ance state when either CE or OE is HIGH or when NE 
is LOW. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
both the static RAM and stores to the E27PROM. 


Nonvolatile Enable (NE) 
The Nonvolatile Enable input controls all accesses to 
the E2PROM array (store and recall functions). 


DEVICE OPERATION 


The CE, OE, WE and NE inputs control the X2001 op- 
eration. The X2001 byte-wide NOVRAM uses a 2-line 
control architecture to eliminate bus contention in a 
system environment. The I/O bus will be in a high im- 
pedance state when either OE or CE is HIGH, or when 
NE is LOW. 


RAM OPERATIONS 


RAM read and write operations are performed as they 
would be with any static RAM. A read operation 
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requires CE and OE to be LOW with WE and NE HIGH. 
A write operation requires CE and WE to be LOW with 
NE HIGH. There is no limit to the number of read or 
write operations performed to the RAM portion of the 
X2001. 


NONVOLATILE OPERATIONS 


With NE LOW, recall and store operations are per- 
formed in the same manner as RAM read and write op- 
erations. A recall operation causes the entire contents 
of the E2PROM to be written into the RAM array. The 
time required for the operation to complete is 5 us or 
less. A store operation causes the entire contents of 
the RAM array to be stored in the nonvolatile E7PROM. 
The time for the operation to complete is 10 ms or less, 
typically 5 ms. 


POWER-UP RECALL 


Upon power-up (Vcc), the X2001 performs an automat- 
ic array recall. When Vcc minimum is reached, the re- 
call is initiated, regardless of the state of CE, OE, WE 
and NE. 


WRITE PROTECTION 

The X2001 has three write protect features that are 
employed to protect the contents of both the nonvola- 
tile memory and the RAM. 


@ Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Combined Signal Noise Protection—A combined WE 
and NE (WE @ NE) pulse of less than 20 ns will not 
initiate a store cycle. 


® Write Inhibit—Holding either OE LOW, WE HIGH, CE 
HIGH or NE HIGH during power-up or power-down, 
will prevent an inadvertent store operation. 


X2001, X20011 


ENDURANCE 


The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide during data changes, Xicor NOVRAMs are de- 
signed to minimize the number of changes an E2PROM 
bit cell undergoes during store operations. Only those 
bits in the E2PROM that are different from their corre- 
sponding location in the RAM will be ‘“‘cycled’’ during a 
nonvolatile store. This characteristic reduces unneces- 
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sary cycling of any of the rest of the bits in the array, 
thereby increasing the potential endurance of each bit 
and increasing the potential endurance of the entire ar- 
ray. Reliability data documented in RR504, the Xicor 
Reliability Report on Endurance, and additional reports 


are available from Xicor. 


SYMBOL TABLE 
WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


PartNumber | Store Cycles | Pata Changes 
Per Bit 


X2001 100,000 
X20011 100,000 10,000 


10,000 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 
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Normalized Active Supply Current 
vs. Ambient Temperature 


2) 
aS) 
Q 
uJ 
“ 
oul 
< 
= 
a 
12) 
z 


re 


#125 
AMBIENT TEMPERATURE (°C) 


Normalized Access Time 
vs. Ambient Temperature 


~ 


NORMALIZED Ta, 


a __ 


#25 +125 


AMBIENT TEMPERATURE (°C) 
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Normalized Standby Supply Current 
vs. Ambient Temperature 


NORMALIZED Isp 


AMBIENT TEMPERATURE (°C) 


NOTES 


ILO? 


® 
Commercial X2004 ; 
an Industrial X 20041 912x%8.Bit 
Nonvolatile Static RAM 
FEATURES is fabricated with the same reliable N-channel floating 


e Nonvolatiie Data Integrity 

e Automatic Store Timing 

e Store and Array Recall Combined on One 
Line (NE) 

e Enhanced Store Protection 

® Infinite E2PROM Array Recall, and RAM 
Read and Write Cycles 

e Single 5V Supply 

e 100 Year Data Retention 

e Fast Access Time: 200 ns Max. 

e Automatic Recall on Power-Up 

e JEDEC Approved Byte-Wide Pinout 


DESCRIPTION 


The Xicor X2004 is a byte-wide NOVRAM featuring a 
high-speed static RAM overlaid bit-for-bit with a nonvol- 
atile electrically erasable PROM (E2PROM). The X2004 


gate MOS technology used in all Xicor 5V programma- 
ble nonvolatile memories. The X2004 features the 
JEDEC approved pinout for byte-wide memories, com- 
patible with industry standard RAMs, ROMs, EPROMs 
and E2PROMs. 


The NOVRAM design allows data to be easily trans- 
ferred from RAM to E2PROM (store) and E2PROM to 
RAM (recall). With NE LOW, these functions are per- 
formed in the same manner as RAM read and write op- 
erations. The store operation is completed in 10 ms or 
less and the recall operation is completed in 5 pws or 
less. 


Xicor NOVRAMs are designed for unlimited write oper- 
ations to RAM, either from the host or recalls from 
E2PROM, and a minimum 100,000 store operations to 
the E2PROM. Data retention is specified to be greater 
than 100 years. 


PIN CONFIGURATIONS 


Ar NC NE NC Vcc WE NC 
ia 


ae” 21'S ee el. pease 
n 


ne oe 


SEAT re er cS 


tO ALR LIRR 
WO; VWO2 Vss NC 1/03 1/04 W/Os 
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Address Inputs VOs 
Data Inputs/Outputs 
Chip Enable 

Output Enable 


Write Enable 
Nonvolatile Enable 
Py 

Ground 

No Connect 


FUNCTIONAL DIAGRAM 
NONVOLATILE 
E2PROM 
MEMORY ddd 


ULddddddddddddddddt ddldddddddddllllllllb 


A3 Pea 
Aa > aan 
As > ae 

ROW 
As Le SELECT 
Az eo 
As > aamerecea 


2 

it as \ Grane 

ARRAY fe ere a To 

CONTROL RECALL OME: 
LOGIC 


IIL. 


SX 


OOOOH} 


OMAN WI 


STATIC RAM 


MEMORY ARRAY 


COLUMN 
1/0 CIRCUITS 


COLUMN SELECT 
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SRE RS SALSA AS ESS RCE EO TTD ESTE OES TIES EE LAE SIS TET NEDA LEED I EE IE DIET IEE 2DTLE ESAT SS RIN DDE SE SABE GLI 2 LTE SE EDISSEN ETS EG IIPS ESSE ADSENSE NTE EADY 


ABSOLUTE MAXIMUM RATINGS* 


Pe shuavavesye vataesseyhaneee ened —10°C to.+ 85°C 
REP ics ethane es app awwnssnuxn Ses ~65°6 to +4135 C 
Storage Temperature .................... 65 Cio + 1s0 C 
Voltage on any Pin with 
Respect to Ground....................000- —1,0V to: + 7V 
Ee I eenne |. Ss v4 Ob > v's's Vb AN Pew eo oe wneeRa eS 5mA 
Lead Temperature 
(Soldering, 10 Seconds) ................ ccc cece eeee 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings’”” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


X2004 Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X20041 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Vcc Current (Standby 


Input Leakage Current 
Output Leakage Current 


Output Low Voltage 
VOH Output High Voltage 2.4 


A.C. CONDITIONS OF TEST 


Input Pulse Levels} OV to 3.0V 
Input Rise and 
Input and Output 1.5V 
Timing Levels 

1 TTL Gate and 
Output Load C, = 100 pF 


Read RAM Output Data 


Array Recall Output High Z 
Nonvolatile Storing | Output High Z 
Output Disabled | Output High Z 
Not Allowed Output High Z 


Test Conditions 


Conditions 
Vio = OV 
Vin = OV 


= 


| Mode | 0 
Not Selected Output High Z 


power 


Input Data High 
Input Data Low 


Write “0” RAM 


Output High Z 


Note: (1) This parameter is periodically sampled and not 100% tested. 
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A.C. CHARACTERISTICS 


X2004 Ty = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X2004I Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


X2004-20 
X20041-20 


Read Cycle 
| ae 
ADDRESS ees 
—<+—__tce—___> 
CE 
OE es a 
Ss Vin Se | 
WE 
ae tonz 
—e| toy \«— tuz 
HIGH Z 
DATA 1/0 OOK oman KX XXIOK oma ap 


si 
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Note: (2) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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Write Cycle Limits 


X2004-20 
X20041-20 


Write Cycle Time 
Chip Enable to End of Write Input 


100 


ADDRESS 


SNS Ne hs 


toz 
<> 


DATA OUT 2 i Sh SR, PB LP LE SP LL BU LS RE BE, 
AE SE LEP EB EF BE OP LR KE Ce i 
ton 


<+—— tow 


DATA IN 


E Controlled Write Cycle 


ADDRESS EIA AEE TOES, 


DATA OUT _-S-S_S_S_-S_S_S-S_S_“S-S-_ SLED ee oe ae ee 
PE AE PBS BREA «DES EE aS ee ees 


tox 
tow | 


DATA IN 
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Store Cycle Limits 


X2004-20 X2004-25 X2004 
Symbol Parameter X20041-20 X20041-25 X2004I 


Ciwex. | win. | wax. | win, 
Te | Secowetme CC TT || 
rise | Store puso wists ———=S~dC(a || 

ra 
= 


tnHz Nonvolatile Enable to Output in High Z 


120 
Output Enable from End of Store 10 
OE Disable to Store Function 
NE Setup Time from WE a 


Store Cycle 


DATA 1/0 


Vec 


Note: (3) X2004 Voc Min. = 4.75V 
X2004I Voc Min. = 4.5V 
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Array Recall Cycle Limits 


X2004-20 X2004-25 X2004 
X20041-20 X20041-25 X2004I 
Array Recall Cycle Time 


_ Min | Max. | min. | Max. | Min. | Max. 
ca iS oe 
Recall Pulse Width to Initiate Recall | 120 | | 150 | =| 200 | 
ne Paha 6 | aie sp ete 


Array Recall Cycle 


us 


ee ee 
an rill 
bh 3359 
Li] 


ADDRESS 


AAS 


cE \\AAAAANS {/ 


ARR 


DATA 1/0 
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ga SRE AER ASE SIRS TEDL LEIS ERE AI IS SERS BS SIE EA ART OLE EE LESTE A LETTE AAG PERE CER LE ELE IDL. SELENIDE ELBE IEE SEBS DE SEGE BELLS ESLER SEE LILA LEE ER BES REE REISE A SL LODE ILE LD ELL ED ELE LOA LDL AEA ILE, 


PIN DESCRIPTIONS 


Addresses (Ap-Ag) 
The address inputs select an 8-bit word during a read 
or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 

The Output Enable input controls the data output buff- 
ers and is used to initiate read and recall operations. 
Output Enable LOW disables a store operation regard- 
less of the state of CE, WE or NE. 


Data In/Data Out (I/O9-1/07) 

Data is written to or read from the X2004 through the 
|/O pins. The |/O pins are placed in the high imped- 
ance state when either CE or OE is HIGH or when NE 
is LOW. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
both the static RAM and stores to the E7PROM. 


Nonvolatile Enable (NE) 
The Nonvolatile Enable input controls all accesses to 
the E2PROM array (store and recall functions). 


DEVICE OPERATION 

The CE, OE, WE and NE inputs control the X2004 op- 
eration. The X2004 byte-wide NOVRAM uses a 2-line 
control architecture to eliminate bus contention in a 
system environment. The I/O bus will be in a high im- 
pedance state when either OE or CE is HIGH, or when 
NE is LOW. 


RAM OPERATIONS 


RAM read and write operations are performed as they 
would be with any static RAM. A read operation 
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requires CE and OE to be LOW with WE and NE HIGH. 
A write operation requires CE and WE to be LOW with 
NE HIGH. There is no limit to the number of read or 
write operations performed to the RAM portion of the 
X2004. 


NONVOLATILE OPERATIONS 


With NE LOW, recall and store operations are per- 
formed in the same manner as RAM read and write op- 
erations. A recall operation causes the entire contents 
of the E2PROM to be written into the RAM array. The 
time required for the operation to complete is 5 ws or 
less. A store operation causes the entire contents of 
the RAM array to be stored in the nonvolatile E7PROM. 
The time for the operation to complete is 10 ms or less, 
typically 5 ms. 


POWER-UP RECALL 


Upon power-up (Vcc), the X2004 performs an automat- 
ic array recall. When Vcc minimum is reached, the re- 
call is initiated, regardless of the state of CE, OE, WE 
and NE. 


WRITE PROTECTION 
The X2004 has four write protect features that are em- 
ployed to protect the contents of both the nonvolatile 
memory and the RAM. 


® Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Combined Signal Noise Protection—A combined WE 
and NE (WE ® NE) pulse of less than 20 ns will not 
initiate a store cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
Sey, 


® Write Inhibit—Holding either OE LOW, WE HIGH, CE 
HIGH or NE HIGH during power-up or power-down, 
will prevent an inadvertent store operation. 


X2004, X2004I 


ENDURANCE 


The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide during data changes, Xicor NOVRAMs are de- 
signed to minimize the number of changes an E2PROM 
bit cell undergoes during store operations. Only those 
bits in the E2PROM that are different from their corre- 
sponding location in the RAM will be ‘‘cycled’’ during a 
nonvolatile store. This characteristic reduces unneces- 
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sary cycling of any of the rest of the bits in the array, 
thereby increasing the potential endurance of each bit 
and increasing the potential endurance of the entire ar- 
ray. Reliability data documented in RR504, the Xicor 
Reliability Report on Endurance, and additional reports 


are available from Xicor. 


SYMBOL TABLE 
WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


PartNumber | Store Cycles Data Changes 
Per Bit 


X2004 100,000 


10,000 
X2004| 100,000 10,000 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2004, X2004I 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 


oO ae) 
» Nn 
(=) Q 
li li 
N N 
4 —_ 
< <= 
= = 
~ ~ 
(e) (o) 
z Zz 


#125 #125 
AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 


Normalized Access Time 
vs. Ambient Temperature 


NORMALIZED Ty, 


[| ee | 


#125 


AMBIENT TEMPERATURE (°C) 
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NOTES 
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PRELIMINARY INFORMATION ®) 
4K Military X2004M 512 x 8 Bit 
Nonvolatile Static RAM 
FEATURES is fabricated with the same reliable N-channel floating 


e Nonvolatile Data Integrity 

e Automatic Store Timing 

e Store and Array Recall Combined on One 
Line (NE) 

e Enhanced Store Protection 

e Infinite E2PROM Array Recall, and RAM 
Read and Write Cycles 

® Single 5V Supply 

e 100 Year Data Retention 

e Fast Access Time: 200 ns Max. 

@ Automatic Recall on Power-Up 

e JEDEC Approved Byte-Wide Pinout 


DESCRIPTION 


The Xicor X2004 is a byte-wide NOVRAM featuring a 
high-speed static RAM overlaid bit-for-bit with a nonvol- 
atile electrically erasable PROM (E2PROM). The X2004 


PIN CONFIGURATIONS 


Ar NC NE NC Vcc WE NC 


WO; O02 Vss NC 1/03 1/04 O05 


0050-2 


0050-1 


Address Inputs 

Data Inputs/Outputs 
Chip Enable 

Output Enable 


Write Enable 
Nonvolatile Enable 
+ 5V 

Ground 

No Connect 
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gate MOS technology used in all Xicor 5V programma- 
ble nonvolatile memories. The X2004 features the 
JEDEC approved pinout for byte-wide memories, com- 
patible with industry standard RAMs, ROMs, EPROMs 
and E2PROMs. 


The NOVRAM design allows data to be easily trans- 
ferred from RAM to E2PROM (store) and E2PROM to 
RAM (recall). With NE LOW, these functions are per- 
formed in the same manner as RAM read and write op- 
erations. The store operation is completed in 10 ms or 
less and the recall operation is completed in 5 us or 
less. 


Xicor NOVRAMs are designed for unlimited write oper- 
ations to RAM, either from the host or recalls from 
E2PROM, and a minimum 100,000 store operations to 
the E2PROM. Data retention is specified to be greater 
than 100 years. 


FUNCTIONAL DIAGRAM 


MEMORY MMMM, 


ARRAY 


UL dddddddegddddddddf# ddddddddltzzg 


STATIC RAM 
MEMORY ARRAY 


ROW 
SELECT 


SLAAA ASN\ASNHNNN gssss|] 


’ 
DOOOHw_|_TN 


Cf. 


LTT 
STORE 
ARRAY 
CONTROL 
> 


COLUMN 
1/0 CIRCUITS 


OV 


») 


WM» ©” 


SOOO WOW 


COLUMN SELECT 


0050-3 
May 1987 


X2004M 


ABSOLUTE MAXIMUM RATINGS* 


*COMMENT 


Temperature Under Bias.................. —-65°"G to + 135°C Stresses above those listed under ‘Absolute Maximum Rat- 

Storage Temperature .................0.4. +6600 +350°C ings” may cause permanent damage to the device. This is a 

Voltage on any Pin with stress rating only and the functional operation of the device at 
FOSDOCEIO GHOUNGE 6.55 os occ ce nse ee nesses =1.0V 1 +7¥ these or any other conditions above those indicated in the op- 

DAS. COUSIN GEITEINE os oo iwisiss's Kee ew dace cewe Pvawen ens’ 5 mA erational sections of this specification is not implied. Exposure 

Lead Temperature to absolute maximum rating conditions for extended periods 
(SUMGNNG.. 1 SOCOMUS) .. cic tcbenesnsskaseaas eos 300°C may affect device reliability. 

D.C. OPERATING CHARACTERISTICS 

Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


Test Conditions 


CE = Vi, 
All Other Inputs = Voc 
yo = OmA 


ptm ae 


Voc Current (Active) aoe 120 


| to | OutputLeakage Current | 
| Vi | inputLow Voltage 


Symbol 
loc 


All Inputs = Vcc 
lywo = OMA 


Input Low Voltage .0 SS eae eee 
[inputhigh Votage | 20 | Voo+to | v | 
| 
a 


Test Ms 
Input/Output Capacitance 
Input Capacitance a ae 


Input Pulse Levels} OV to 3.0V 


| 1008 


Conditions 


Viso = ov 


Vin = OV 


MODE SELECTION 


= 
'@) 


Standby 


Active 


OE; Mode 
L Write “1” RAM Input Data High 
H Write “0” RAM Input Data Low 


Output High Z 
Not Allowed Output High Z 
No Operation 


Output High Z 


Active 


Input and Output 4.5V 
Timing Levels 


1 TTL Gate and 
C, = 100 pF 


Active 


Active 


Active 
Active 


Active 


Active 


Note: (1) This parameter is periodically sampled and not 100% tested. 
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X2004M 


A.C. CHARACTERISTICS 
Ta = —55°C to +125°C, Vog = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


Symbol Parameter — es ont 
a, eee ea ee 


Tine | ReadGyciotime ———S~*dCaso |e 
Tice | chip Enable AccessTine + —=~S=i soi at 
Timm | Adress access Tine (| ——~i| aso | +00 | ne 
toc | Output enable AccessTime | | oo || 160 | re 
Tz | Chip nab to Outputinuow2 | | (| oid re 
tiz® | Chip Disable io Gutputin righ | 10 | woo | 10 | 100 | re 
tous | Output Enable io Outputinuow2 | 10 |_| 10 | | rs 
tone | Output Disable to Outputinrigh2 | 10 | 100 | 10 | 100 | ne 
ton | utputHotdirom adress Charge [0 || 0 [| ms 


Read Cycle 


ADDRESS SAE 


<q—§i_tce——_—__»»> 


nom tonz 
—_ > torz << tuz 


DATA 1/0 OK parva XXX OK oar vari’ 


<1 , , ——_____ 


Note: (2) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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X2004M 


Write Cycle Limits 


Symbol Parameter 
pot |e 


ae a 

ae ed 
a 
wits Puisowisth «itso ato] 
i ne eT ae ee 
tow | DataVatdtoendofwite | 160 | —~«| a0 | —i«dtCne 
on | Cen ee | 
Twa Wite Enable to Outputinrigh | 10 [100 | 10 | 100 | ns 
tow | Output acietomendofwiis [wo [| a0 [| ne 
tor | Output Enable to Ouiutintigh2 | 10 [100 | 10 | 100 | re 


WE Controlled Write Cycle 


ADDRESS 


oE 


DATA OUT Se ee ee, SEE ET OE 
(SS a Lh Lil AF Lae Ge ee Sn EE SE Ee 


—<=t— low 


DATA IN 


CE Controlled Write Cycle 


ADDRESS 


OE Vir 


SSSA AB AS HLLALLL LL LLL 


$y,» ——-___> 
WE 


DATA OUT ee SE LP LP SF OP IS LAF 
FF AA hh heh ff i. Se EE TS 


ton 
tow | 


DATAIN 
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X2004M 


Store Cycle Limits 


Saito purieeaiet | x200am-25 | x2004M 


Store Pulse Width Pa Aeon dee oo 
Nonvolatile Enable to OutputinHighZ | | 100 | =| 400 | ons 
Output Enable from End of Store 
OE Disable to Store Function 
NE Setup Time from WE 


Store Cycle 


DATA 1/0 


Vec 


Note: (3) X2004M Voc Min. = 4.5V 
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X2004M 


Array Recall Cycle Limits 


Array Recall Cycle Time ; 


Array Recall Cycle 


ADDRESS 


{LL/ WAAL 


- Ro 
\ 


OAS, LL// WANANA YY 


DATA 1/0 
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X2004M 


nn eee 


PIN DESCRIPTIONS 


Addresses (Ap-Ag) 
The address inputs select an 8-bit word during a read 
or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 

The Output Enable input controls the data output buff- 
ers and is used to initiate read and recall operations. 
Output Enable LOW disables a store operation regard- 
less of the state of CE, WE or NE. 


Data In/Data Out (I/O 9-1/07) 

Data is written to or read from the X2004 through the 
I/O pins. The I/O pins are placed in the high imped- 
ance state when either CE or OE is HIGH or when NE 
is LOW. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
both the static RAM and stores to the E2PROM. 


Nonvolatile Enable (NE) 
The Nonvolatile Enable input controls all accesses to 
the E2PROM array (store and recall functions). 


DEVICE OPERATION 


The CE, OE, WE and NE inputs control the X2004 op- 
eration. The X2004 byte-wide NOVRAM uses a 2-line 
control architecture to eliminate bus contention in a 
system environment. The I/O bus will be in a high im- 
pedance state when either OE or CE is HIGH, or when 
NE is LOW. 


RAM OPERATIONS 


RAM read and write operations are performed as they 
would be with any static RAM. A read operation 
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requires CE and OE to be LOW with WE and NE HIGH. 
A write operation requires CE and WE to be LOW with 
NE HIGH. There is no limit to the number of read or 
write operations performed to the RAM portion of the 
X2004. 


NONVOLATILE OPERATIONS 


With NE LOW, recall and store operations are per- 
formed in the same manner as RAM read and write op- 
erations. A recall operation causes the entire contents 
of the E2PROM to be written into the RAM array. The 
time required for the operation to complete is 5 ws or 
less. A store operation causes the entire contents of 
the RAM array to be stored in the nonvolatile E2PROM. 
The time for the operation to complete is 10 ms or less, 
typically 5 ms. 


POWER-UP RECALL 


Upon power-up (Vcc), the X2004 performs an automat- 
ic array recall. When Vcc minimum is reached, the re- 
call is initiated, regardless of the state of CE, OE, WE 
and NE. 


WRITE PROTECTION 
The X2004 has four write protect features that are em- 
ployed to protect the contents of both the nonvolatile 
memory and the RAM. 


® Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Combined Signal Noise Protection—A combined WE 
and NE (WE ® NE) pulse of less than 20 ns will not 
initiate a store cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
=2V. 


@ Write Inhibit—Holding either OE LOW, WE HIGH, CE 
HIGH or NE HIGH during power-up or power-down, 
will prevent an inadvertent store operation. 


X2004M 


ENDURANCE 


The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide during data changes, Xicor NOVRAMs are de- 
signed to minimize the number of changes an E7-PROM 
bit cell undergoes during store operations. Only those 
bits in the E27PROM that are different from their corre- 
sponding location in the RAM will be “‘cycled”’ during a 
nonvolatile store. This characteristic reduces unneces- 
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sary cycling of any of the rest of the bits in the array, 
thereby increasing the potential endurance of each bit 
and increasing the potential endurance of the entire ar- 
ray. Reliability data documented in RR504, the Xicor 
Reliability Report on Endurance, and additional reports 


are available from Xicor. 


SYMBOL TABLE 
WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


Data Changes 
Part Number Store Cycles 


X2004M 100,000 10,000 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2004M 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 


Oo a0 
2 n 
Q a 
Ld Ld 
N N 
owl — 
<= < 
= = 
& a 
ie) io) 
z z. 


#125 


AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
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Normalized Access Time 
vs. Ambient Temperature 


NORMALIZED Ty, 


#125 


AMBIENT TEMPERATURE (°C) 
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NOTES 
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® 
; Commercial X2444 : 
256 Bit industrial X24441 16 x 16 Bit 
Nonvoliatile Static RAM 
FEATURES DESCRIPTION 


@ ideal for use with Single Chip 
Microcomputers 
—Static Timing 
—Minimum I/O Interface 
—Serial Port Compatible (COPS™, 8051) 
—Easily Interfaces to Microcontroller Ports 
—Minimum Support Circuits 

e Software and Hardware Control of 
Nonvolatile Functions 
—Maximum Store Protection 

e TTL Compatible 

e 16 x 16 Organization 

e Low Power Dissipation 
—dActive Current: 15 mA Typical 
—Store Current: 8 mA Typical 
—Standby Current: 6 mA Typical 
—Sleep Current: 5 mA Typical 

e 8 Pin Mini-DIP Package 


The Xicor X2444 is a serial 256 bit NOVRAM featuring 
a static RAM configured 16 x 16, overlaid bit for bit with 
a nonvolatile E7PROM array. The X2444 is fabricated 
with the same reliable N-channel floating gate MOS 
technology used in all Xicor 5V nonvolatile memories. 


The Xicor NOVRAM design allows data to be trans- 
ferred between the two memory arrays by means of 
software commands or external hardware inputs. A 
store operation (RAM data to E2PROM) is completed in 
10 ms or less and a recall operation (E2PROM data to 
RAM) is completed in 2.5 ys or less. 


Xicor NOVRAMs are designed for unlimited write oper- 
ations to RAM, either from the host or recalls from 
E2PROM and a minimum 100,000 store operations. 
Data retention is specified to be greater than 100 
years. 


COPS™ is a trademark of National Semiconductor Corp. 


PIN CONFIGURATION 


81 1Vcc 


7] | STORE 


6] | RECALL 


51 1Vss 


0042-1 


Chip Enable Sk(2) 
Serial Clock 

Serial Data In 

Serial Data Out 


Recall 
Store 
+5V 
Ground 


FUNCTIONAL DIAGRAM 


NONVOLATILE 
E2PROM 


0042-2 


May 1987 
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ABSOLUTE MAXIMUM RATINGS* *COMMENT 
Temperature Under Bias Stresses above those listed under “Absolute Maximum Rat- 
Ge Kaan ee eee be knee obs Kehmarkd —10°C to. 85°C ings” may cause permanent damage to the device. This is a 
PAIN 62d 0 65s ene neeta capers .wie chs —65°C to +139°C stress rating only and the functional operation of the device at 
Storage Temperature .................... —6o'G to + 150°C these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
Respect to Ground...................0000. =1.0V to +7V to absolute maximum rating conditions for extended periods 
D.C. Ott Currant... «oo. 6 0055 seeded oaed Bate we bebe. 5 mA may affect device reliability. 
Lead Temperature 
(Soldering, 10 Seconds) ............ 0.0... cee eee ee 300°C 


D.C. OPERATING CHARACTERISTICS 


X2444 Ta = 0°C to + 70°C, Voco = +5V +5%, unless otherwise specified. 
X2444| Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


All Inputs = Vcc, 
lwo = OmA 


Symbol 


Input Capacitance 


A.C. CONDITIONS OF TEST 


Input Pulse Levels OV to 3.0V 
Input Rise and 
Input and Output 1.5V 
Timing Levels 
1 TTL Gate and 
Output Load C. = 100 pF 


Note: (1) This parameter is periodically sampled and not 100% 
tested. 
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X2444, X2444l 


NONVOLATILE OPERATIONS 


[Hariware signe | 0 ft 
: 


A.C. CHARACTERISTICS 


X2444 Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X24441 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


WRITE 
ENABLE 
LATCH 


Previous 
RECALL 


RECALL INST 
NOP) 
ee ee 


1 


Read and Write Cycle Limits 

Parameter 
SK Frequency 

tSkH SK Positive Pulse Width 


SK Negative Pulse Width 


Data Setup Time 


: 
.¢2) 
A 


tps 
(DH 
tpp 
Chip Enable to Output High Z 


Write Cycle 


SK CYCLE # 
SK 


Note: (2) NOP designates when the X2444 is not currently executing an instruction. 
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X2444, X2444] 


Read Cycle 


SK CYCLE # 


8 9 
: al 
t 


n 


PD 
11 X)SDONT CARED). DD 
va, SARUISITELAIVETTTEE DG ET. 


Array Recall Cycle Limits 


Recall Cycle 


Note: (3) Recall rise time must be <10 ps. 
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X2444, X2444| 


Store Cycle Limits 


Hardware Store 


Figure 1: RAM Read 


po —t XD; X02 X Bs X] [OX Dia X Drs X Dy 


*Bit 8 of Read Instructions is Don’t Care 


Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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X2444, X24441 


Figure 2: RAM Write 


TABLE 1: INSTRUCTION SET 


WRDS (Figure 3) 1XXXX000 Reset Write Enable Latch (Disables writes and stores) 


on’t Care 
ddress Bit 


>O 
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X2444, X2444l 


PIN DESCRIPTIONS 

Chip Enable (CE) 

The Chip Enable input must be HIGH to enable all 
read/write operations. CE LOW resets the instruction 
register and places the X2444 in the standby low pow- 
er mode. 


Serial Clock (SK) 
The Serial Clock input is used to clock all data into and 
out of the device. 


Data In (Dl) 
Data In is the serial data input. 


Data Out (DO) 

Data Out is the serial data output. It is in the high im- 
pedance state except during data output cycles in re- 
sponse to a READ instruction. 


STORE 
STORE LOW will initiate an internal transfer of data 
from RAM to E2PROM. 


RECALL 
RECALL LOW will initiate an internal transfer of data 
from E2PROM to RAM. 


DEVICE OPERATION 


The X2444 contains an 8-bit instruction register. It is 
accessed via the DI input, with data being clocked in 
on the rising edge of SK. CE must be HIGH during the 
entire data transfer operation. 


Table 1 contains a list of the instructions and their op- 
eration codes. The most significant bit (MSB) of all in- 
structions is a one, bits 6 through 3 are either RAM 
address (A) or don’t care (X) and bits 2 through 0 are 
the operation codes. The X2444 requires the instruc- 
tion to be shifted in with the MSB first. 


After CE is HIGH, the X2444 will not begin to interpret 
the data stream until a one has been shifted in on DI. 
Therefore, CE may be brought HIGH with SK running 
and DI LOW. DI must then go HIGH to indicate the 
start condition of an instruction before the X2444 will 
begin any action. 
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In addition, the SK clock is totally static. The user can 
completely stop the clock and data shifting will be 
stopped. Restarting the clock will resume shifting of 
data. 


WRDS and WREN 

Internally the X2444 contains a “write enable’’ latch. 
This latch must be set for either writes to the RAM or 
store operations to the E7PROM. The WREN instruc- 
tion sets the latch and the WRDS instruction resets the 
latch, disabling both RAM writes and E2PROM stores. 
The write enable latch is automatically reset on power- 


up. 


SLEEP 

The SLEEP instruction removes power from the RAM, 
placing the X2444 in a very low power quiescent state. 
Data in the RAM is lost once a SLEEP instruction is 
issued; however, data from the last store operation is 
retained in the E2PROM. The sleep mode can be exit- 
ed by either a software or hardware recall operation. 


RCL and RECALL 

Either the RCL instruction or a LOW on the RECALL 
input will initiate a transfer of E7PROM data into RAM. 
A recall operation must be performed after a power-up 
before any store or RAM write operation can be en- 
abled. This recall operation and the recall recovery 
from the sleep mode guarantees a known state of data 
in RAM. Both recall operations set an internal ‘‘previ- 
ous recall” latch which must be set to enable any write 
or store operations. 


STO and STORE 

Either the STO instruction or a LOW on the STORE 
input will initiate the transfer of data from RAM to 
E2PROM. In order to safeguard against unwanted store 
operations, the following conditions must be true: 


1. STO instruction issued or STORE input is LOW; 


2. The internal write enable latch must be set (WREN 
instruction issued); 


3. The “previous recall’ latch must be set. 


Once the store cycle is initiated, all other device func- 
tions are inhibited. Upon completion of the store cycle, 
the write enable latch is reset. 
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WRITE 


The write instruction contains the 4 bit address of the 
word to be written. The write instruction is immediately 
followed by the 16-bit word to be written. CE must re- 
main HIGH during the entire operation. If CE is brought 
LOW prematurely (after the instruction but before 16 
bits of data are transferred), the instruction register will 
be reset and the data that was shifted in will be written 
to RAM. If CE is kept HIGH for more than 24 SK clock 
cycles (8-bit instruction plus 16-bit data) the data al- 
ready shifted in will be overwritten. 


READ 


The read instruction contains the 4 bit address of the 
word to be accessed. Unlike the other six instructions, 
lo is a “don’t care” for the read instruction. This pro- 
vides two advantages. In a design that ties both DI and 
DO together, the absence of an eighth bit in the in- 
struction allows the host time to convert an I/O line 
from an output to an input. Secondly, it allows for valid 
data output during the ninth SK clock cycle. 


DO, the first bit output during a read operation, is trun- 
cated. That is, it is internally clocked by the falling edge 
of the eighth SK clock; whereas, all succeeding bits are 
clocked by the rising edge of SK (refer to Read Cycle 
Diagram). 


WRITE PROTECTION 


The X2444 provides three hardware and software write 
protection mechanisms to prevent inadvertent stores of 
unknown data. 


Power-Down Condition 
(when “write enable” latch and “previous recall” latch 
are not in the reset state): 


® Write Inhibit—Holding either RECALL LOW, CE LOW 
or STORE HIGH during power-down will prevent an 
inadvertent store. 


Power-Up Condition 

® Write Enable Latch—Upon power-up the “write en- 
able” latch is in the reset state, disabling any store 
operation. 
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Unknown Data Store 

@ Previous Recall Latch—The “previous recall’ latch 
must be reset after power-up and after exiting the 
sleep mode. It may be reset only by performing a re- 
call operation, which assures that data in all RAM lo- 
cations is valid. 


LOW POWER MODES 


The X2444 provides two power conservation modes. 
When CE is LOW, non-critical internal devices are pow- 
ered-down, placing the device in the standby power 
mode. Entering the sleep mode removes power from 
the entire RAM array, placing the device in a very low 
power quiescent state (sleep mode). 


ENDURANCE 


The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typical value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide by data changes, Xicor NOVRAMs are designed to 
minimize the number of changes an E2PROM bit cell 
undergoes during store operations. Only those bits in 
the E2PROM that are different from their corresponding 
location in RAM will be “cycled’’ during a nonvolatile 
store. This characteristic reduces unnecessary cycling 
of any of the rest of the bits in the array, thereby in- 
creasing the potential endurance of each bit and in- 
creasing the potential endurance of the entire array. 
Reliability data documented in RR504, the Xicor Reli- 
ability Report on Endurance, and additional reports are 
available from Xicor. 


PartNumber | StoreCycles | Data Changes 
Per Bit 


X2444 100,000 10,000 
X2444l 100,000 10,000 


X2444, X2444I 


SYSTEM CONSIDERATIONS 


Power-Down Data Protection 

Because the X2444 is a 5V only nonvolatile memory 
device it may be susceptible to inadvertent writes to 
the E2PROM array during power-down cycles. Power- 
up cycles are not a problem because the previous re- 
call latch and write enable latch are reset, preventing 
any possible corruption of E7PROM data. 


If the STORE and RECALL pins are tied to Vcc 
through a pullup resistor and only software store opera- 
tions are performed to initiate stores, there is little likeli- 
hood of an inadvertent store. However, if these two 
lines are under microprocessor control, positive action 
should be employed to negate the possibility of these 
control lines bouncing and generating an unwanted 
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store. The safest method is to issue the WRDS com- 
mand after a write sequence and also following store 
operations. Note: an internal store may take up to 10 
ms; therefore, the host microprocessor should delay 10 
ms after initiating the store prior to issuing the WRDS 
command. 


Power-On Recall 

The X2444 performs a power-on recall that transfers 
the E2PROM contents to the RAM array. Although the 
data may be read from the RAM array, this recall does 
not reset the previous recall latch. During this power-on 
recall operation, all commands are ignored. Therefore, 
the host should delay any operation with the X2444 a 
minimum 2.5 pus (tRcc) after Vcc is stable. 


SYMBOL TABLE 


WAVEFORM INPUTS 


Must be 
steady 


OUTPUTS 


Will be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Don't Care: 
Changes 
Allowed 


Changing: 
State Not 
Known 


Center Line 
is High 
Impedance 


N/A 


X2444, X24441 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 


re) co 
Be n 
Q Q 
vr ld 
N N 
= a 
<= <= 
= = 
a a 
(e) (2) 
z = 


#125 #125 


AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
0042-10 0042-11 
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icor 


256 Bit Military X2444M 16 x 16 Bit 


Nonvolatile Static RAM 


FEATURES DESCRIPTION 

Ideal for use with Single Chip The Xicor X2444 is a serial 256 bit NOVRAM featuring 
Microcomputers a static RAM configured 16 x 16, overlaid bit for bit with 
—Static Timing a nonvolatile E2PROM array. The X2444 is fabricated 
—Minimum I/O Interface with the same reliable N-channel floating gate MOS 
—Serial Port Compatible (COPS™, 8051) technology used in all Xicor 5V nonvolatile memories. 
—Easily Interfaces to Microcontroller Ports The Xicor NOVRAM design allows data to be trans- 
—Minimum Support Circuits ferred between the two memory arrays by means of 

e Software and Hardware Control of software commands or external hardware inputs. A 
Nonvolatile Functions store operation (RAM data to E7PROM) is completed in 
—NMaximum Store Protection 10 ms or less and a recall operation (E2PROM data to 

® TTL Compatible RAM) is completed in 2.5 ys or less. 

e 16 x 16 Organization Xicor NOVRAMs are designed for unlimited write oper- 

e Low Power Dissipation ations to RAM, either from the host or recalls from 
—Active Current: 25 mA Typical E2PROM and a minimum 100,000 store operations. 
—Store Current: 15 mA Typical Data retention is specified to be greater than 100 
—Standby Current: 15 mA Typical years. 


—Sleep Current: 10 mA Typical 
e 8 Pin Mini-DIP Package 


COPS" is a trademark of National Semiconductor Corp. 


PIN CONFIGURATION FUNCTIONAL DIAGRAM 


NONVOLATILE 
E?PROM 


~t——_ RECALL(6) 
STORE(7) 


CONTROL 
LOGIC 


0049-1 


PIN NAMES on 


Chip Enable Sk (2) 
SK Serial Clock 
DI Serial Data In 
DO Serial Data Out 


| a 
| a 


on 
on 


DO(4) 


eae 


= 


RECALL Recall 
STORE Store 
Vcc +5V 
Vss Ground 


0049-2 


May 1987 
eA 


X2444M 


ABSOLUTE MAXIMUM RATINGS* *COMMENT 

Temperature Under Bias.................. =—65 Glo +129 G Stresses above those listed under ‘Absolute Maximum Rat- 

Storage Temperature .................... ~ 65°C to +-:150°C ings’” may cause permanent damage to the device. This is a 

Voltage on any Pin with stress rating only and the functional operation of the device at 
H@SPSClIOASIOURG:.¢ occ. cs cas cv oewne bees =4.0V. 10-+ 7V these or any other conditions above those indicated in the op- 

1),C. COUR GECUONE 5 vs. octaves ene reves ceseenun ease: 5mA erational sections of this specification is not implied. Exposure 

Lead Temperature to absolute maximum rating conditions for extended periods 
(Soldering, 10 Seconds) .................. ccc cece 300°C may affect device reliability. 

D.C. OPERATING CHARACTERISTICS 

Ta = —55°C to + 125°C, Veg = +5V +10%, unless otherwise specified. 


Icc Power Supply Current 25 mA All Inputs = Vcc, 
lywo = OMA 


Isp Sleep Current 
Standby Current 


Input Load Current 
We al A Socal 


Symbol 
Input/Output Capacitance 
Input Capacitance 


A.C. CONDITIONS OF TEST 


Input Pulse Levels OV to 3.0V 
Input Rise and 
Input and Output 1.5V 
Timing Levels 
1 TTL Gate and 
Output Load CL = 100 pF 


Note: (1) This parameter is periodically sampled and not 100% 
tested. 
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X2444M 


NONVOLATILE OPERATIONS 


WRITE Previ 
Operation ENABLE ar ery 
LATCH 


Hardware Recall 


Software Recall 
Hardware Store 
Software Store 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


Read and Write Cycle Limits 


[symbol | Pwemetee in 
a 
[texte | SK PostivoPusewiath ite | 
Tien | SK Negative Putsowien | oni 
[ton | atatolstine ———SSCSC*d;SCCi 
er sk tobataovers 
ee a 
[| hip Ehabloto Outten? 
[ces | Chip Enable Setup 

ar 


tbH 
tpp 
tz 


Write Cycle 


SK CYCLE # 
SK 


Note: (2) NOP designates when the X2444 is not currently executing an instruction. 
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X2444M 


Read Cycle 


SK CYCLE # 


8 9 
a 
tep 


4. \e DON’T CARE. SER BAGELS SEVERE BEEEERSEE? 
_Z Fe ia Sad Ss sad iE Ee 9 SF hae BE ea 


HIGH Z 
2 See se 


Array Recall Cycle Limits 


ee ee 
| aie) a Se 
aims? 


Recall Cycle 


Note: (3) Recall rise time must be <10 us. 


X2444M 


Store Cycle Limits 


Hardware Store 


Figure 1: RAM Read 


po =“ KD; XD X Ds X] [OX Dia X Das K Dy 


*Bit 8 of Read Instructions is Don’t Care 


Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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X2444M 


Figure 2: RAM Write 


TABLE 1: INSTRUCTION SET 


|_instruction | Formatiztilo | (Operation 
WRDS (Figure 3) 1XXXX000 Reset Write Enable Latch (Disables writes and stores) 
STO (Figure 3) 1XXXX001 Store RAM Data in E2PROM 


SLEEP (Figure 3) 1XXXX010 Enter SLEEP Mode 
WRITE (Figure 2) 1AAAA011 Write Data into RAM Address AAAA 
WREN (Figure 3) 1XXXX100 Set Write Enable Latch (Enables writes and stores) 


X = Don’t Care 
A = Address Bit 
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PIN DESCRIPTIONS 


Chip Enable (CE) 

The Chip Enable input must be HIGH to enable all 
read/write operations. CE LOW resets the instruction 
register and places the X2444 in the standby low pow- 
er mode. 


Serial Clock (SK) 
The Serial Clock input is used to clock all data into and 
out of the device. 


Data In (Dl) 
Data In is the serial data input. 


Data Out (DO) 

Data Out is the serial data output. It is in the high im- 
pedance state except during data output cycles in re- 
sponse to a READ instruction. 


STORE 
STORE LOW will initiate an internal transfer of data 
from RAM to E2PROM. 


RECALL 
RECALL LOW will initiate an internal transfer of data 
from E2PROM to RAM. 


DEVICE OPERATION 


The X2444 contains an 8-bit instruction register. It is 
accessed via the DI input, with data being clocked in 
on the rising edge of SK. CE must be HIGH during the 
entire data transfer operation. 


Table 1 contains a list of the instructions and their op- 
eration codes. The most significant bit (MSB) of all in- 
structions is a one, bits 6 through 3 are either RAM 
address (A) or don’t care (X) and bits 2 through 0 are 
the operation codes. The X2444 requires the instruc- 
tion to be shifted in with the MSB first. 


After CE is HIGH, the X2444 will not begin to interpret 
the data stream until a one has been shifted in on DI. 
Therefore, CE may be brought HIGH with SK running 
and DI LOW. DI must then go HIGH to indicate the 
start condition of an instruction before the X2444 will 
begin any action. 


In addition, the SK clock is totally static. The user can 
completely stop the clock and data shifting will be 
stopped. Restarting the clock will resume shifting of 
data. 


WRDS and WREN 

Internally the X2444 contains a “write enable” latch. 
This latch must be set for either writes to the RAM or 
store operations to the E7PROM. The WREN instruc- 
tion sets the latch and the WRDS instruction resets the 
latch, disabling both RAM writes and E2PROM stores. 
The write enable latch is automatically reset on power- 


up. 


SLEEP 

The SLEEP instruction removes power from the RAM, 
placing the X2444 in a very low power quiescent state. 
Data in the RAM is lost once a SLEEP instruction is 
issued; however, data from the last store operation is 
retained in the E2PROM. The sleep mode can be exit- 
ed by either a software or hardware recall operation. 


RCL and RECALL 

Either the RCL instruction or a LOW on the RECALL 
input will initiate a transfer of E-PROM data into RAM. 
A recall operation must be performed after a power-up 
before any store or RAM write operation can be en- 
abled. This recall operation and the recall recovery 
from the sleep mode guarantees a known state of data 
in RAM. Both recall operations set an internal ‘‘previ- 
ous recall’ latch which must be set to enable any write 
or store operations. 


STO and STORE 

Either the STO instruction or a LOW on the STORE 
input will initiate the transfer of data from RAM to 
E2PROM. In order to safeguard against unwanted store 
operations, the following conditions must be true: 


1. STO instruction issued or STORE input is LOW; 


2. The internal write enable latch must be set (WREN 
instruction issued); 


3. The “‘previous recall’ latch must be set. 


Once the store cycle is initiated, all other device func- 
tions are inhibited. Upon completion of the store cycle, 
the write enable latch is reset. 


X2444M 


a 


WRITE 


The write instruction contains the 4 bit address of the 
word to be written. The write instruction is immediately 
followed by the 16-bit word to be written. CE must re- 
main HIGH during the entire operation. If CE is brought 
LOW prematurely (after the instruction but before 16 
bits of data are transferred), the instruction register will 
be reset and the data that was shifted in will be written 
to RAM. If CE is kept HIGH for more than 24 SK clock 
cycles (8-bit instruction plus 16-bit data) the data al- 
ready shifted in will be overwritten. 


READ 


The read instruction contains the 4 bit address of the 
word to be accessed. Unlike the other six instructions, 
lo is a “don’t care” for the read instruction. This pro- 
vides two advantages. In a design that ties both DI and 
DO together, the absence of an eighth bit in the in- 
struction allows the host time to convert an I/O line 
from an output to an input. Secondly, it allows for valid 
data output during the ninth SK clock cycle. 


DO, the first bit output during a read operation, is trun- 
cated. That is, it is internally clocked by the falling edge 
of the eighth SK clock; whereas, all succeeding bits are 
clocked by the rising edge of SK (refer to Read Cycle 
Diagram). 


WRITE PROTECTION 


The X2444 provides three hardware and software write 
protection mechanisms to prevent inadvertent stores of 
unknown data. 


Power-Down Condition 
(when “write enable” latch and ‘‘previous recall” latch 
are not in the reset state): 


© Write Inhibit—Holding either RECALL LOW, CE LOW 
or STORE HIGH during power-down will prevent an 
inadvertent store. 


Power-Up Condition 

® Write Enable Latch—Upon power-up the “write en- 
able” latch is in the reset state, disabling any store 
operation. 
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Unknown Data Store 

® Previous Recall Latch—The “previous recall” latch 
must be reset after power-up and after exiting the 
sleep mode. It may be reset only by performing a re- 
call operation, which assures that data in all RAM lo- 
cations Is valid. 


LOW POWER MODES 


The X2444 provides two power conservation modes. 
When CE is LOW, non-critical internal devices are pow- 
ered-down, placing the device in the standby power 
mode. Entering the sleep mode removes power from 
the entire RAM array, placing the device in a very low 
power quiescent state (sleep mode). 


ENDURANCE 


The endurance specification of a device is character- 
ized by the predicted first bit failure to occur in the en- 
tire memory (device or system) array rather than the 
average or typica/ value for the array. Since endurance 
is limited by the number of electrons trapped in the ox- 
ide by data changes, Xicor NOVRAMs are designed to 
minimize the number of changes an E2PROM bit cell 
undergoes during store operations. Only those bits in 
the E@PROM that are different from their corresponding 
location in RAM will be “cycled” during a nonvolatile 
store. This characteristic reduces unnecessary cycling 
of any of the rest of the bits in the array, thereby in- 
creasing the potential endurance of each bit and in- 
creasing the potential endurance of the entire array. 
Reliability data documented in RR504, the Xicor Relj- 
ability Report on Endurance, and additional reports are 


available from Xicor. 
Part Number Store Cycles sae nan aoe 
Per Bit 
10,000 


X2444M 100,000 


X2444M 


SYSTEM CONSIDERATIONS 


Power-Down Data Protection 

Because the X2444 is a 5V only nonvolatile memory 
device it may be susceptible to inadvertent writes to 
the E2PROM array during power-down cycles. Power- 
up cycles are not a problem because the previous re- 
call latch and write enable latch are reset, preventing 
any possible corruption of E2PROM data. 


If the STORE and RECALL pins are tied to Vcc 
through a pullup resistor and only software store opera- 
tions are performed to initiate stores, there is little likeli- 
hood of an inadvertent store. However, if these two 
lines are under microprocessor control, positive action 
should be employed to negate the possibility of these 
control lines bouncing and generating an unwanted 
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store. The safest method is to issue the WRDS com- 
mand after a write sequence and also following store 
operations. Note: an internal store may take up to 10 
ms; therefore, the host microprocessor should delay 10 
ms after initiating the store prior to issuing the WRDS 
command. 


Power-On Recall 

The X2444 performs a power-on recall that transfers 
the E2PROM contents to the RAM array. Although the 
data may be read from the RAM array, this recall does 
not reset the previous recall latch. During this power-on 
recall operation, all commands are ignored. Therefore, 
the host should delay any operation with the X2444 a 
minimum 2.5 us (tcc) after Vcc is stable. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2444M 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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PRELIMINARY INFORMATION ®) 
Commercial X2402 ; 
2K Industrial X2402I 256 x 8 Bit 


Electrically Erasable PROM 


TYPICAL FEATURES 

e Internally Organized 256 x 8 

e 2 Wire Serial Interface 

e Provides Bidirectional Data Transfer 
Protocol 

e Eight Byte Page Write Mode 
—Minimizes Total Write Time Per Byte 

© Self Timed Write Cycle 
—Typical Write Cycle Time of 5 ms 

e Data Retention Greater Than 100 Years 

e 8 Pin Mini-DIP Package 


DESCRIPTION 


The X2402 is a 2048 bit serial E7PROM, internally or- 
ganized as one 256 x 8 page. The X2402 is fabricated 
with the same reliable N-channel floating gate MOS 
technology used in all Xicor 5V programmable nonvola- 
tile memories. 


The X2402 features a serial interface and software pro- 
tocol allowing operation on a two wire bus. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Refer to RR504 
for further endurance information. Data retention is 
specified to be greater than 100 years. 


PIN CONFIGURATION 


(8) Vcc 


(4) Vss 


0035-1 
(6) SCL 


Ao to Aa Address Inputs 
Vss 
SDA Serial Data 


SCL Serial Clock 
Test Input — to Vs-s 
Vec 


2 START 
STOP 
LOGIC 


SLAVE ADDRESS 
REGISTER 
pL, +COMPARATOR bed 


FUNCTIONAL DIAGRAM 


START CYCLE 


H.V. GENERATION 
TIMING 
& CONTROL 


CONTROL 


WORD 
ADDRESS 
COUNTER 
RW Las 


DATA REGISTER 


Dour 


0035-2 


nn ns 


May 1987 
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ABSOLUTE MAXIMUM RATINGS* 


De chicct tins sep et Oder tae ee 10°C to: +.85°C 
Mel Si Fished Pineau eee oe Go" (3 to + 138" 
Storage Temperature .................... —65°C to + 150°C 
Voltage on any Pin with 
OE ge ak os et wie in dea’ Cbsigaaner —1,0V to: + 7V 
D.C, Oltpit Current 5.5 sc 3c ccs seein on es eRe eee 5 mA 
Lead Temperature 
(Sofdenna, 10 Seconds) 22°85 84. PANS. Sies: 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


X2402 Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X2402| Ty = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Parameter 


Power Supply Current 


Symbol 


Input Leakage Current 
Output Leakage Current 


Standby Current 
Test Pin Pull Down Current 


Input/Output Capacitance (SDA) 


Input Capacitance (Ao, Ay, Az, SCL) 


A.C. CONDITIONS OF TEST 


Input Pulse Levels OV to 3.0V 
Input Rise and 

Input and Output = 
Timing Levels 

Output Load 1 TTL Gate and 


C. = 100 pF 
Notes: (1) Typical values are for Ta = 25°C and nominal sup- 
ply voltage. 
(2) Test pin has on chip pull down device which sinks 
16 pA (typical) to Vss. 


(3) This parameter is periodically sampled and not 
100% tested. 


X2402 Limits 


X2402I Limits 


IN = GND to Voc 
p out = GND to Vcc 
IN 
Lae 


X2402, X2402! 


A.C. CHARACTERISTICS 


X2402 Ta = O°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X2402I Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Read & Write Cycle Limits 


symbol 
fso SCL Clock Frequency a 


Noise Suppression Time 100 
Constant at SCL, SDA Inputs 
SCL Low to SDA Data Out a0 ws 
and ACK Out 
tBuF Time the Bus Must be Free Before 4.7 
a New Transmission Can Start 


qT 
taA 


tyosta___ | __StartConditionHoldTime | | 

tLow | ClockLowPeriod =| | 

tui | ClockHighPeriod = | || ss 
tsy:STA Start Condition Setup Time i witch eas 

(for a Repeated Start Condition) 

tsuoar___| _—DatalnSetupTime | | 

ta | SDAandSCLRiseTime = | | ts 
te | SDAandSCLFallTime | 

tsu:STO Stop Condition Setup Time a> ee ia ae as 
to 


Write Cycle Limits 


The write cycle time is the time from a valid stop condi- bus interface circuits are disabled, SDA is allowed to 
tion of a write sequence to the end of the internal remain high, and the device does not respond to its 
erase/program cycle. During the write cycle, the X2402 slave address. 


Bus Timing 


SCL 


SDA 
IN 


SDA 
ouT AXXAXXAXXXXAXKAXM 


Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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X2402, X2402I 


Write Cycle Timing 


8th BIT 


PIN DESCRIPTIONS 


Serial Clock (SCL) 
The SCL input is used to clock all data into and out of 
the device. 


Serial Data (SDA) 

SDA is a bidirectional pin used to transfer data into and 
out of the device. It is an open drain output and may be 
wire-ORed with any number of open drain or open col- 
lector outputs. 


Address (Ao, Aj, Az) 

The Address inputs are used to set the least significant 
three bits of the seven bit slave address. The inputs 
are static, and should be tied HIGH or LOW, forming 
one unique address per device. 


Figure 1: Data Validity 


DATA STABLE DATA 
CHANGE 


CONDITION 


X2402 
CONDITION ADDRESS 


DEVICE OPERATION 


The X2402 supports a bidirectional bus oriented proto- 
col. The protocol defines any device that sends data 
onto the bus as a transmitter, and the receiving device 
as the receiver. The device controlling the transfer is a 
master and the device being controlled is the slave. 
The master will always initiate data transfers, and pro- 
vide the clock for both transmit and receive operations. 
Therefore, the X2402 will be considered a slave in all 
applications. 


Clock and Data Conventions 

Data states on the SDA line can change only during 
SCL LOW. SDA state changes during SCL HIGH are 
reserved for indication start and stop conditions. Refer 
to Figures 1 and 2. 


X2402, X2402I 
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Figure 2: Definition of Start and Stop 


START BIT 


STOP BIT 


Start Condition 

All commands are preceded by the start condition, 
which is a HIGH to LOW transition of SDA when SCL is 
HIGH. The X2402 continuously monitors the SDA and 
SCL lines for the start condition and will not respond to 
any command until this condition has been met. 


Stop Condition 

All communications are terminated by a stop condition, 
which is a LOW to HIGH transition of SDA when SCL is 
HIGH. 


Figure 3: Acknowledge Response from Receiver 


SCL FROM 
MASTER 


DATA 
OUTPUT 


DATA 
OUTPUT 


FROM 
RECEIVER 


Acknowledge 

Acknowledge is a software convention used to indicate 
successful data transfers. The transmitting device, ei- 
ther master or slave, will release the bus after transmit- 
ting eight bits. During the ninth clock cycle the receiver 
will pull the SDA line LOW to acknowledge that it re- 
ceived the eight bits of data. Refer to Figure 3. 


The X2402 will always respond with an acknowledge 
after recognition of a start condition and its slave ad- 
dress. If both the device and a write operation have 
been selected, the X2402 will respond with an ac- 
knowledge after the receipt of each subsequent eight 
bit word. 


ACKNOWLEDGE 


X2402, X2402I 


In the read mode the X2402 will transmit eight bits of 
data, release the SDA line and monitor the line for an 
acknowledge. If an acknowledge is detected and no 
stop condition is generated by the master, the X2402 
will continue to transmit data. If an acknowledge is not 
detected, the X2402 will terminate further data trans- 
missions and await the stop condition. 


DEVICE ADDRESSING 

Following a start condition the bus master must output 
the address of the slave it is accessing. The most sig- 
nificant four bits of the slave address are the device 
type identifier (see Figure 4). For the X2402 this is fixed 
as 1010[B]. 


Figure 4: Slave Address 


DEVICE TYPE 
IDENTIFIER 


A2 A1 AO R/W 


DEVICE 
ADDRESS 


The next three significant bits address a particular de- 
vice. A system could have up to eight X2402 devices 
on the bus (see Figure 10). The eight addresses are 
defined by the state of the Ap, A; and Ao inputs. 


The last bit of the slave address defines the operation 
to be performed. When set to one a read operation is 
selected; when set to zero a write operation is 
selected. 


Following the start condition, the X2402 monitors the 
SDA bus comparing the slave address being transmit- 
ted with its address (device type and state of Ao, Aj 
and Ao inputs). Upon a compare the X2402 outputs an 
acknowledge on the SDA line. Depending on the state 
of the R/W bit, the X2402 will execute a read or write 
operation. 
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WRITE OPERATIONS 


Byte Write 

For a write operation, the X2402 requires a second ad- 
dress field. This address field is the word address, 
comprised of eight bits, providing access to any one of 
the 256 words of memory. Upon receipt of the word 
address the X2402 responds with an acknowledge and 
awaits the next eight bits of data, again responding 
with an acknowledge. The master then terminates the 
transfer by generating a stop condition, at which time 
the X2402 begins the internal write cycle to the nonvol- 
atile memory. While the internal write cycle is in prog- 
ress the X2402 inputs are disabled, and the device will 
not respond to any requests from the master. Refer to 
Figure 5 for the address, acknowledge and data trans- 
fer sequence. 


Page Write 

The X2402 is capable of an eight byte page write oper- 
ation. It is initiated in the same manner as the byte 
write operation, but instead of terminating the write cy- 
cle after the first data word is transferred, the master 
can transmit up to seven more words. After the receipt 
of each word, the X2402 will respond with an 
acknowledge. 


After the receipt of each word, the three low order ad- 
dress bits are internally incremented by one. The high 
order five bits of the address remain constant. If the 
master should transmit more than eight words prior to 
generating the stop condition, the address counter will 
“roll over’ and the previously written data will be over- 
written. As with the byte write operation, all inputs are 
disabled until completion of the internal write cycle. Re- 
fer to Figure 6 for the address, acknowledge and data 
transfer sequence. 
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Figure 5: Byte Write 
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Figure 6: Page Write 
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ADDRESS WORD ADDRESS (n) 


arene seine 
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BUS ACTIVITY: 
X2402 


NOTE: In this example n 


Acknowledge Polling 

The disabling of the inputs can be used to take advan- 
tage of the typical 5 ms write cycle time. Once the stop 
condition is issued to indicate the end of the host’s 
write operation the X2402 initiates the internal write cy- 
cle. ACK polling can be initiated immediately. This in- 
volves issuing the start condition followed by the slave 
address for a write operation. If the X2402 is still busy 
with the write operation no ACK will be returned. If the 
X2402 has completed the write operation an ACK will 
be returned and the host can then proceed with the 
next read or write operation. 


READ OPERATIONS 


Read operations are initiated in the same manner as 
write operations with the exception that the R/W bit of 


DATA n+7 
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the slave address is set to a one. There are three basic 
read operations: current address read, random read 
and sequential read. 


Current Address Read 

Internally the X2402 contains an address counter that 
maintains the address of the last word accessed, incre- 
mented by one. Therefore, if the last access (either a 
read or write) was to address n, the next read opera- 
tion would access data from address n+1. Upon re- 
ceipt of the slave address with R/W set to one, the 
X2402 issues an acknowledge and transmits the eight 
bit word. The master does not acknowledge the trans- 
fer but does generate a stop condition and the X2402 
discontinues transmission. Refer to Figure 7 for the se- 
quence of address, acknowledge and data transfer. 
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Figure 7: Current Address Read 
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Random Read 

Random read operations allow the master to access 
any memory location in a random manner. Prior to issu- 
ing the slave address with the R/W bit set to one, the 
master must first perform a “dummy” write operation. 
The master issues the start condition, and the slave 
address followed by the word address it is to read. Af- 
ter the word address acknowledge, the master immedi- 
ately reissues the start condition and the slave address 
with the R/W bit set to one. This will be followed by an 
acknowledge from the X2402 and then by the eight bit 
word. The master does not acknowledge the transfer 
but does generate a stop condition and the X2402 dis- 
continues transmission. Refer to Figure 8 for the ad- 
dress, acknowledge and data transfer sequence. 


Sequential Read 

Sequential reads can be initiated as either a current ad- 
dress read or random access read. The first word is 
transmitted as with the other read modes, however, the 
master now responds with an acknowledge, indicating 
it requires additional data. The X2402 continues to out- 
put data for each acknowledge received. The read op- 
eration is terminated by the master not responding with 
an acknowledge and generating a stop condition. 


Figure 8: Random Read 
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The data output is sequential, with the data from ad- 
dress n followed by the data from n+1. The address 
counter for read operations increments all eight ad- 
dress bits, allowing the entire memory contents of the 
current 256 word page to be serially read during one 
operation. If more than 256 words are read, the counter 
“rolls over’ and the X2402 continues to output data 
from the same 256 word page for each acknowledge 
received. Refer to Figure 9 for the address, acknowl- 
edge and data transfer sequence. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E7PROMs is approximately 
1% million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 
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Figure 9: Sequential Read 
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Figure 10: Typical System Configuration 
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Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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Commercial 
industrial 


X2404 
X2404I 


itor 


® 


512 x 8 Bit 


Electrically Erasable PROM 


TYPICAL FEATURES 

e Internally Organized as Two Pages 
—Each 256 x 8 

@ 2 Wire Serial Interface 

© Provides Bidirectional Data Transfer 
Protocol 

e Eight Byte Page Write Mode 
—Minimizes Total Write Time Per Byte 

© Self Timed Write Cycle 
—Typical Write Cycle Time of 5 ms 

e Data Retention Greater Than 100 Years 

@ 8 Pin Mini-DIP Package 


DESCRIPTION 


The X2404 is a 4096 bit serial E7PROM, internally or- 
ganized as two 256 x 8 pages. The X2404 is fabricated 
with the same reliable N-channel floating gate MOS 
technology used in all Xicor 5V programmable nonvola- 
tile memories. 


The X2404 features a serial interface and software pro- 
tocol allowing operation on a two wire bus. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Refer to RR504 
for further endurance information. Data retention is 
specified to be greater than 100 years. 


PIN CONFIGURATION 
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ABSOLUTE MAXIMUM RATINGS* 


MMe ah isis gp oe ae Eo side» emeiows Baa —65°C to + 135°C 
Storade TSMPSIAIUIS To Te cc cee es —65°C to + 150°C 
Voltage on any Pin with 

PIGS RUOL IO View os ors onde take ene denen done — 1.0V to +7V 
ip oee i ee | a rrr errant 5 mA 
Lead Temperature 

CSOISIING, TO SOOCONUS) -. Sic ci ewe et ee eds 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under ‘Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


X2404 Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X24041 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


X2404L 


Min. 
fog [Power SuppyGurent | | 20 
isa [Standby Curent | 
I [input Leokage Curent — | __ 
io [Output Leekege Gurent_| 
ire@® [Test Pin Pull Oown Curent] 


— 


Input Low Voltage =, 


Input High Voltage : 
Output Low Voltage liga 


Input/Output Capacitance (SDA) 


OV to 3.0V 
Input Rise and 
Input and Output 4.5V 
Timing Levels 
1 TTL Gate and 
Output Load C. = 100 pF 


Notes: (1) Typical values are for Ta = 25°C and nominal sup- 
ply voltage. 
(2) Test pin has on chip pull down device which sinks 
16 pA (typical) to Vss. 


(3) This parameter is periodically sampled and not 
100% tested. 


imits 
Typ.)| Max. | Min.|Typ.()) Max. 
pete | | 
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mn 
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Input Capacitance (Ap, Aj, Az, SCL) 
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A.C. CHARACTERISTICS 


X2404 Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X2404| Ta = —40°C to + 85°C, Voc = +5V £+10%, unless otherwise specified. 


Read & Write Cycle Limits 


a) 
7) 


” ” ” 


= 


tBuF Time the Bus Must be Free Before 47 
a New Transmission Can Start , 


Data Out Hold Time 300 


Write Cycle Limits 


The write cycle time is the time from a valid stop condi- bus interface circuits are disabled, SDA is allowed to 
tion of a write sequence to the end of the internal remain high, and the device does not respond to its 
erase/program cycle. During the write cycle, the X2404 slave address. 


és 
” 


Bus Timing 


tLow 


SCL 


weed 
—— 


SDA 
IN 


XXXXXXM 


SDA 
out AXAXXXAKA 


Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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Write Cycle Timing 


8th BIT 


PIN DESCRIPTIONS 


Serial Clock (SCL) 
The SCL input is used to clock all data into and out of 
the device. 


Serial Data (SDA) 

SDA is a bidirectional pin used to transfer data into and 
out of the device. It is an open drain output and may be 
wire-ORed with any number of open drain or open col- 
lector outputs. 


Address (Ao) 
Ao is unused by the X2404, however, it must be tied to 
Vss to ensure proper device operation. 


Address (Aj, A2) 

The Address inputs are used to set the least significant 
two bits of the six bit slave address. The inputs are 
static, and should be tied HIGH or LOW, forming one 
unique address per device. 


Figure 1: Data Validity 


DATA STABLE DATA 
CHANGE 


STOP START X2404 
CONDITION 


CONDITION ADDRESS 


DEVICE OPERATION 


The X2404 supports a bidirectional bus oriented proto- 
col. The protocol defines any device that sends data 
onto the bus as a transmitter, and the receiving device 
as the receiver. The device controlling the transfer is a 
master and the device being controlled is the slave. 
The master will always initiate data transfers, and pro- 
vide the clock for both transmit and receive operations. 
Therefore, the X2404 will be considered a slave in all 
applications. 


Ciock and Data Conventions 

Data states on the SDA line can change only during 
SCL LOW. SDA state changes during SCL HIGH are 
reserved for indication start and stop conditions. Refer 
to Figures 1 and 2. 
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Figure 2: Definition of Start and Stop 


Ho 


START BIT STOP BIT 


Start Condition Acknowledge 

All commands are preceded by the start condition, Acknowledge is a software convention used to indicate 
which is a HIGH to LOW transition of SDA when SCL is successful data transfers. The transmitting device, ei- 
HIGH. The X2404 continuously monitors the SDA and ther master or slave, will release the bus after transmit- 
SCL lines for the start condition and will not respond to ting eight bits. During the ninth clock cycle the receiver 
any command until this condition has been met. will pull the SDA line LOW to acknowledge that it re- 

& ceived the eight bits of data. Refer to Figure 3. 

Stop Condition 

All communications are terminated by a stop condition, The X2404 will always respond with an acknowledge 
which is a LOW to HIGH transition of SDA when SCL is after recognition of a start condition and its slave ad- 
HIGH. dress. If both the device and a write operation have 


been selected, the X2404 will respond with an ac- 
knowledge after the receipt of each subsequent eight 
bit word. 


Figure 3: Acknowledge Response from Receiver 
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In the read mode the X2404 will transmit eight bits of 
data, release the SDA line and monitor the line for an 
acknowledge. If an acknowledge is detected and no 
stop condition is generated by the master, the X2404 
will continue to transmit data. If an acknowledge is not 
detected, the X2404 will terminate further data trans- 
missions and await the stop condition. 


DEVICE ADDRESSING 


Following a start condition the bus master must output 
the address of the slave it is accessing. The most sig- 
nificant four bits of the slave address are the device 
type identifier (see Figure 4). For the X2404 this is fixed 
as 1010[B]. 


Figure 4: Slave Address 
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ee eee 
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DEVICE 
ADDRESS 


The next two significant bits address a particular de- 
vice. A system could have up to four X2404 devices on 
the bus (see Figure 10). The four addresses are de- 
fined by the state of the A; and Ao inputs. 


The next bit of the slave address field (bit 1) is the 
page select bit. It is used by the host to toggle between 
the two 256 word pages of memory. 


The last bit of the slave address defines the operation 
to be performed. When set to one a read operation 
is selected; when set to zero a write operation is 
selected. 


Following the start condition, the X2404 monitors the 
SDA bus comparing the slave address being transmit- 
ted with its address (device type and state of A; and 
Ao inputs). Upon a compare the X2404 outputs an ac- 
knowledge on the SDA line. Depending on the state of 
the R/W bit, the X2404 will execute a read or write 
operation. 


2-36 


WRITE OPERATIONS 


Byte Write 

For a write operation, the X2404 requires a second ad- 
dress field. This address field is the word address, 
comprised of eight bits, providing access to any one of 
the 256 words of memory. Upon receipt of the word 
address the X2404 responds with an acknowledge and 
awaits the next eight bits of data, again responding 
with an acknowledge. The master then terminates the 
transfer by generating a stop condition, at which time 
the X2404 begins the internal write cycle to the nonvol- 
atile memory. While the internal write cycle is in prog- 
ress the X2404 inputs are disabled, and the device will 
not respond to any requests from the master. Refer to 
Figure 5 for the address, acknowledge and data trans- 
fer sequence. 


Page Write 

The X2404 is capable of an eight byte page write oper- 
ation. It is initiated in the same manner as the byte 
write operation, but instead of terminating the write 
cycle after the first data word is transferred, the master 
can transmit up to seven more words. After the receipt 
of each word, the X2404 will respond with an 
acknowledge. 


After the receipt of each word, the three low order ad- 
dress bits are internally incremented by one. The high 
order five bits of the address remain constant. If the 
master should transmit more than eight words prior to 
generating the stop condition, the address counter will 
“roll over’ and the previously written data will be over- 
written. As with the byte write operation, all inputs are 
disabled until completion of the internal write cycle. Re- 
fer to Figure 6 for the address, acknowledge and data 
transfer sequence. 
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Figure 5: Byte Write 
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Figure 6: Page Write 
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Acknowledge Polling 

The disabling of the inputs can be used to take advan- 
tage of the typical 5 ms write cycle time. Once the stop 
condition is issued to indicate the end of the host’s 
write operation the X2404 initiates the internal write cy- 
cle. ACK polling can be initiated immediately. This in- 
volves issuing the start condition followed by the slave 
address for a write operation. If the X2404 is still busy 
with the write operation no ACK will be returned. If the 
X2404 has completed the write operation an ACK will 
be returned and the host can then proceed with the 
next read or write operation. 


READ OPERATIONS 


Read operations are initiated in the same manner as 
write operations with the exception that the R/W bit of 


the slave address is set to a one. There are three basic 
read operations: current address read, random read 
and sequential read. 


Current Address Read 

Internally the X2404 contains an address counter that 
maintains the address of the last word accessed, incre- 
mented by one. Therefore, if the last access (either a 
read or write) was to address n, the next read opera- 
tion would access data from address n+ 1. Upon re- 
ceipt of the slave address with R/W set to one, the 
X2404 issues an acknowledge and transmits the eight 
bit word. The master does not acknowledge the trans- 
fer but does generate a stop condition and the X2404 
discontinues transmission. Refer to Figure 7 for the se- 
quence of address, acknowledge and data transfer. 
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Figure 7: Current Address Read 
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Random Read 

Random read operations allow the master to access 
any memory location in a random manner. Prior to issu- 
ing the slave address with the R/W bit set to one, the 
master must first perform a “dummy” write operation. 
The master issues the start condition, and the slave 
address followed by the word address it is to read. Af- 
ter the word address acknowledge, the master immedi- 
ately reissues the start condition and the slave address 
with the R/W bit set to one. This will be followed by an 
acknowledge from the X2404 and then by the eight bit 
word. The master does not acknowledge the transfer 
but does generate a stop condition and the X2404 dis- 
continues transmission. Refer to Figure 8 for the ad- 
dress, acknowledge and data transfer sequence. 


Sequential Read 

Sequential reads can be initiated as either a current ad- 
dress read or random access read. The first word is 
transmitted as with the other read modes, however, the 
master now responds with an acknowledge, indicating 
it requires additional data. The X2404 continues to out- 
put data for each acknowledge received. The read op- 
eration is terminated by the master not responding with 
an acknowledge and generating a stop condition. 


Figure 8: Random Read 
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The data output is sequential, with the data from ad- 
dress n followed by the data from n+1. The address 
counter for read operations increments all eight ad- 
dress bits, allowing the entire memory contents of the 
current 256 word page to be serially read during one 
operation. If more than 256 words are read, the counter 
“rolls over” and the X2404 continues to output data 
from the same 256 word page for each acknowledge 
received. Refer to Figure 9 for the address, acknowl- 
edge and data transfer sequence. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E7PROMs is approximately 
Yo million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 
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Figure 9: Sequential Read 
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Figure 10: Typical System Configuration 
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Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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4K Military X2404M 512 x 8 Bit 
Electrically Erasable PROM 
TYPICAL FEATURES DESCRIPTION 
@ Internally Organized as Two Pages The X2404 is a 4096 bit serial E2PROM, internally or- 
—Each 256 x 8 ganized as two 256 x 8 pages. The X2404 is fabricated 
e 2 Wire Serial Interface with the same reliable N-channel floating gate MOS 
© Provides Bidirectional Data Transfer technology used in all Xicor 5V programmable nonvola- 
Protocol tile memories. 
e Eight Byte Page Write Mode The X2404 features a serial interface and software pro- 
—Minimizes Total Write Time Per Byte tocol allowing operation on a two wire bus. 


© Self Timed Write Cycle 

—Typical Write Cycle Time of 5 ms 
e Data Retention Greater Than 100 Years 
e 8 Pin Mini-DIP Package 


Xicor E27PROMs are designed and tested for applica- 
tions requiring extended endurance. Refer to RR504 
for further endurance information. Data retention is 
specified to be greater than 100 years. 
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ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias.................. <65°C to “Ff 13S"C 
Storage Temperature .................... =65°CHo..+ 150°C 
Voltage on any Pin with 

Wie@apecrti ee fae cscs ssc peneneas tewaneee = 1.0V 10 Try 
D.C. Output Current........... 0... cece cee eee eens 5 mA 
Lead Temperature 

(Sdinering, TO SEGONdS) 6.0. ciiias co cs saa cdtee daawns 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under ‘Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 
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legen Power Supply Current 


loc 
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IL Input Leakage Current 
ILO 
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Symbol 


A.C. CONDITIONS OF TEST 


Input Pulse Levels OV to 3.0V 
Input Rise and 

Input and Output a 
Timing Levels 

Output Load 1 TTL Gate and 


C. = 100 pF 
Notes: (1) Typical values are for Ta = 25°C and nominal sup- 
ply voltage. 
(2) Test pin has on chip pull down device which sinks 
16 pA (typical) to Vss. 


(3) This parameter is periodically sampled and not 
100% tested. 


Limits 
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A.C. CHARACTERISTICS 
Ta = —55°C to +125°C, Voc = +5V £10%, unless otherwise specified. 


Read & Write Cycle Limits 
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Clock High Period 
tsu:STA Start Condition Setup Time 
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The write cycle time is the time from a valid stop condi- bus interface circuits are disabled, SDA is allowed to 
tion of a write sequence to the end of the internal remain high, and the device does not respond to its 
erase/program cycle. During the write cycle, the X2404 slave address. 

Bus Timing 


tHIGH 
tLlow— tLow 


SCL 


tsu:sTA -—>}—typ-sTa tHD:DAT = tsu:DAT ; 
' | ~ 


IN »4 


taa tou 


SDA 
ouT AAXAXAKAAAXAAAAKM 


Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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Write Cycle Timing 


8th BIT 


PIN DESCRIPTIONS 


Serial Clock (SCL) 
The SCL input is used to clock all data into and out of 
the device. 


Serial Data (SDA) 

SDA is a bidirectional pin used to transfer data into and 
out of the device. It is an open drain output and may be 
wire-ORed with any number of open drain or open col- 
lector outputs. 


Address (Ao) 
Ao is unused by the X2404, however, it must be tied to 
Vss to insure proper device operation. 


Address (Aj, Ao) 

The Address inputs are used to set the least significant 
two bits of the six bit slave address. The inputs are 
static, and should be tied HIGH or LOW, forming one 
unique address per device. 


Figure 1: Data Validity 
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CONDITION 


DEVICE OPERATION 


The X2404 supports a bidirectional bus oriented proto- 
col. The protocol defines any device that sends data 
onto the bus as a transmitter, and the receiving device 
as the receiver. The device controlling the transfer is a 
master and the device being controlled is the slave. 
The master will always initiate data transfers, and pro- 
vide the clock for both transmit and receive operations. 
Therefore, the X2404 will be considered a slave in all 
applications. 


Clock and Data Conventions 

Data states on the SDA line can change only during 
SCL LOW. SDA state changes during SCL HIGH are 
reserved for indication start and stop conditions. Refer 
to Figures 1 and 2. 
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Figure 2: Definition of Start and Stop 


START BIT STOP BIT 


Start Condition Acknowledge 

All commands are preceded by the start condition, Acknowledge is a software convention used to indicate 
which is a HIGH to LOW transition of SDA when SCL is successful data transfers. The transmitting device, ei- 
HIGH. The X2404 continuously monitors the SDA and ther master or slave, will release the bus after transmit- 
SCL lines for the start condition and will not respond to ting eight bits. During the ninth clock cycle the receiver 
any command until this condition has been met. will pull the SDA line LOW to acknowledge that it re- 

a ceived the eight bits of data. Refer to Figure 3. 

Stop Condition 

All communications are terminated by a stop condition, The X2404 will always respond with an acknowledge 
which is a LOW to HIGH transition of SDA when SCL is after recognition of a start condition and its slave ad- 
HIGH. dress. If both the device and a write operation have 


been selected, the X2404 will respond with an ac- 
knowledge after the receipt of each subsequent eight 
bit word. 


Figure 3: Acknowledge Response from Receiver 
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In the read mode the X2404 will transmit eight bits of 
data, release the SDA line and monitor the line for an 
acknowledge. If an acknowledge is detected and no 
stop condition is generated by the master, the X2404 
will continue to transmit data. If an acknowledge is not 
detected, the X2404 will terminate further data trans- 
missions and await the stop condition. 


DEVICE ADDRESSING 


Following a start condition the bus master must output 
the address of the slave it is accessing. The most sig- 
nificant four bits of the slave address are the device 
type identifier (see Figure 4). For the X2404 this is fixed 
as 1010[B]. 


Figure 4: Slave Address 
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The next two significant bits address a particular de- 
vice. A system could have up to four X2404 devices on 
the bus (see Figure 10). The four addresses are de- 
fined by the state of the A; and Ao inputs. 


The next bit of the slave address field (bit 1) is the 
page select bit. It is used by the host to toggle between 
the two 256 word pages of memory. 


The last bit of the slave address defines the operation 
to be performed. When set to one a read operation 
is selected; when set to zero a write operation is 
selected. 


Following the start condition, the X2404 monitors the 
SDA bus comparing the slave address being transmit- 
ted with its address (device type and state of A; and 
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Ao inputs). Upon a compare the X2404 outputs an ac- 
knowledge on the SDA line. Depending on the state of 
the R/W bit, the X2404 will execute a read or write 
operation. 


WRITE OPERATIONS 


Byte Write 

For a write operation, the X2404 requires a second ad- 
dress field. This address field is the word address, 
comprised of eight bits, providing access to any one of 
the 256 words of memory. Upon receipt of the word 
address the X2404 responds with an acknowledge and 
awaits the next eight bits of data, again responding 
with an acknowledge. The master then terminates the 
transfer by generating a stop condition, at which time 
the X2404 begins the internal write cycle to the nonvol- 
atile memory. While the internal write cycle is in prog- 
ress the X2404 inputs are disabled, and the device will 
not respond to any requests from the master. Refer to 
Figure 5 for the address, acknowledge and data trans- 
fer sequence. 


Page Write 

The X2404 is capable of an eight byte page write oper- 
ation. It is initiated in the same manner as the byte 
write operation, but instead of terminating the write 
cycle after the first data word is transferred, the master 
can transmit up to seven more words. After the receipt 
of each word, the X2404 will respond with an 
acknowledge. 


After the receipt of each word, the three low order ad- 
dress bits are internally incremented by one. The high 
order five bits of the address remain constant. If the 
master should transmit more than eight words prior to 
generating the stop condition, the address counter will 
“roll over’ and the previously written data will be over- 
written. As with the byte write operation, all inputs are 
disabled until completion of the internal write cycle. Re- 
fer to Figure 6 for the address, acknowledge and data 
transfer sequence. 
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Figure 5: Byte Write 
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Figure 6: Page Write 
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NOTE: In this example n = XXXX X000(B); X = 1 or O 


Acknowledge Polling 

The disabling of the inputs can be used to take advan- 
tage of the typical 5 ms write cycle time. Once the stop 
condition is issued to indicate the end of the host’s 
write operation the X2404 initiates the internal write cy- 
cle. ACK polling can be initiated immediately. This in- 
volves issuing the start condition followed by the slave 
address for a write operation. If the X2404 is still busy 
with the write operation no ACK will be returned. If the 
X2404 has completed the write operation an ACK will 
be returned and the host can then proceed with the 
next read or write operation. 


READ OPERATIONS 


Read operations are initiated in the same manner as 
write operations with the exception that the R/W bit of 


2-47 


the slave address is set to a one. There are three basic 
read operations: current address read, random read 
and sequential read. 


Current Address Read 

Internally the X2404 contains an address counter that 
maintains the address of the last word accessed, incre- 
mented by one. Therefore, if the last access (either a 
read or write) was to address n, the next read opera- 
tion would access data from address n+1. Upon re- 
ceipt of the slave address with R/W set to one, the 
X2404 issues an acknowledge and transmits the eight 
bit word. The master does not acknowledge the trans- 
fer but does generate a stop condition and the X2404 
discontinues transmission. Refer to Figure 7 for the se- 
quence of address, acknowledge and data transfer. 
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Figure 7: Current Address Read 
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Random Read 

Random read operations allow the master to access 
any memory location in a random manner. Prior to issu- 
ing the slave address with the R/W bit set to one, the 
master must first perform a “dummy” write operation. 
The master issues the start condition, and the slave 
address followed by the word address it is to read. Af- 
ter the word address acknowledge, the master immedi- 
ately reissues the start condition and the slave address 
with the R/W bit set to one. This will be followed by an 
acknowledge from the X2404 and then by the eight bit 
word. The master does not acknowledge the transfer 
but does generate a stop condition and the X2404 dis- 
continues transmission. Refer to Figure 8 for the ad- 
dress, acknowledge and data transfer sequence. 


Sequential Read 

Sequential reads can be initiated as either a current ad- 
dress read or random access read. The first word is 
transmitted as with the other read modes, however, the 
master now responds with an acknowledge, indicating 
it requires additional data. The X2404 continues to out- 
put data for each acknowledge received. The read op- 
eration is terminated by the master not responding with 
an acknowledge and generating a stop condition. 


Figure 8: Random Read 
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The data output is sequential, with the data from ad- 
dress n followed by the data from n+1. The address 
counter for read operations increments all eight ad- 
dress bits, allowing the entire memory contents of the 
current 256 word page to be serially read during one 
operation. If more than 256 words are read, the counter 
“rolls over’ and the X2404 continues to output data 
from the same 256 word page for each acknowledge 
received. Refer to Figure 9 for the address, acknowl- 
edge and data transfer sequence. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E2PROMs is approximately 
Y% million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 
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Figure 9: Sequential Read 
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Figure 10: Typical System Configuration 
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SYMBOL TABLE 


WAVEFORM INPUTS OUTPUTS 


Must be 
steady 


May change 
from Low to 
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Will change 

from High to 
Low 


Changing: 
State Not 
Known 


Center Line 
is High 
Impedance 
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Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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ADVANCED INFORMATION ®) 
Commercial X24C04 , 
= Industrial X24C04I Ste 
Electrically Erasable PROM 
TYPICAL FEATURES DESCRIPTION 
@ Low Power CMOS The X24C04 is a CMOS 4096 bit serial E7PROM, inter- 

—2 mA Active Current Typical nally organized as two 256 x 8 pages. The X24C04 fea- 

—60 vA Standby Current Typical tures a serial interface and software protocol allowing 
e Internally Organized as Two Pages operation on a two wire bus. 

—Each 256 x 8 Xicor E2PROMs are designed and tested for applica- 
¢ 2 Wire Serial Interface tions requiring extended endurance. Data retention is 
e Provides Bidirectional Data Transfer specified to be greater than 100 years. 

Protocol 


e Sixteen Byte Page Write Mode 
—Minimizes Total Write Time Per Byte 
© Self Timed Write Cycle 
—Typical Write Cycle Time of 5 ms 
e Data Retention Greater Than 100 Years 
@ 8 Pin Mini-DIP Package 


PIN CONFIGURATION FUNCTIONAL DIAGRAM 
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SSR ARLES EE LE TEER ANE DS TS NS I IE SAT SE ATES NET EB EST oI SSNS BS ESSERE TSS ESET RE ER SRLS A EEE. ES EE EU ERE SSE ROS ESS ISCEA 


ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias 


*COMMENT 


Stresses above those listed under ‘‘Absolute Maximum Rat- 


Rene s ooh hh eee cs dae nGade ees nen aca =s1ORG te +-85°C ings’”” may cause permanent damage to the device. This is a 
POG paren eaesl vindes-inbecaeaxeet =Go"C 10°F 135°C stress rating only and the functional operation of the device at 
Storage Temperature .................... =—bo'C to + 150°C these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
Respect tO Veg ..... eee cece cece ce eevee 1 OY i TV to absolute maximum rating conditions for extended periods 
D.C. QQUIOUT GUTS 16 cian cs ew ss ads nenceus Owes eee 5 mA may affect device reliability. 
Lead Temperature 
(Soldering, 10 Seconds) ............ 0.0... cee eee eee 300°C 


D.C. OPERATING CHARACTERISTICS 


X24C04 Ty = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X24C04I Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Limits 


Viso = OV 
Vin = OV 


Notes: (1) Typical values are for Ta = 25°C and nominal sup- 
ply voltage. 


(2) SDA and SCL require pull up resistor. 


(3) This parameter is periodically sampled and not 
100% tested. 
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A.C. CHARACTERISTICS LIMITS 


X24C04 Ta = 0°C to + 70°C, Vog = +5V +5%, unless otherwise specified. 
X24C04I Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Read & Write Cycle Limits 


Parameter | Ming 
Ptsca_(| SOL Glock Frequency SiS 
Constant at SCL, SDA Inputs 


Time the Bus Must Be Free 
Before a New Transmission 
Can Start 


50 


tsu:STA Start Condition Setup Time 4 
(for a Repeated Start Condition) 
Data In Hold Time 
SDA and SCL Rise Time 


SDA and SCL Fall Time 
Stop Condition Setup Time 
Data Out Hold Time 


tbH 


Bus Timing 


SCL 


SDA 
IN eee 


OUT KOAKXAXXAXXAXXM 


taur 
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Write Cycle Limits 


The write cycle time is the time from a valid stop condi- 
tion of a write sequence to the end of the internal 
erase/program cycle. During the write cycle, the 
X24C04 bus interface circuits are disabled, SDA is al- 
lowed to remain high, and the device does not respond 
to its slave address. 


Write Cycle Timing 


8th BIT 


STOP START X24C04 
CONDITION CONDITION ADDRESS 


PIN DESCRIPTIONS onto the bus as a transmitter, and the receiving device 
Serial Clock (SCL) as the receiver. The device controlling the transfer is a 
The SCL input is used to clock all data into and out of master and the device being controlled is the slave. 
the device. The master will always initiate data transfers, and pro- 

vide the clock for both transmit and receive operations. 
Serial Data (SDA) Therefore, the X24C04 will be considered a slave in all 


SDA is a bidirectional pin used to transfer data into and applications. 
out of the device. It is an open drain output and may be 


wire-ORed with any number of open drain or open col- Clock and Data Conventions 

lector outputs. Data states on the SDA line can change only during 
SCL LOW. SDA state changes during SCL HIGH are 

Address (Ao) reserved for indicating start and stop conditions. Refer 


Ao is unused by the X24C04, however, it must be tied to Figures 1 and 2. 


to Vss to insure proper device operation. 
Start Condition 


Address (Aj, Aa) All commands are preceded by the start condition, 
The Address inputs are used to set the least significant which is a HIGH to LOW transition of SDA when SCL is 
two bits of the six bit slave address. These inputs can HIGH. The X24C04 continuously monitors the SDA and 


be used static or driven. If used statically they mustbe — SC lines for the start condition and will not respond to 
tied to Vss or Vcc as appropriate. If driven they must — any command until this condition has been met. 
be driven by open collector outputs with resistor pull 


Note: (4) Typical values are for T, = 25°C and nominal supply 
ups to Vcc. voltage (5V). 


DEVICE OPERATION 


The X24C04 supports a bidirectional bus oriented pro- 
tocol. The protocol defines any device that sends data 
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Figure 1: Data Validity 
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Stop Condition 

All communications are terminated by a stop condition, 
which is a LOW to HIGH transition of SDA when SCL is 
HIGH. The stop condition is also used by the X24C04 
to place the device in the standby power mode. 


Acknowledge 

Acknowledge is a software convention used to indicate 
successful data transfers. The transmitting device, ei- 
ther master or slave, will release the bus after transmit- 
ting eight bits. During the ninth clock cycle the receiver 
will pull the SDA line LOW to acknowledge that it re- 
ceived the eight bits of data. Refer to Figure 3. 


The X24C04 will always respond with an acknowledge 
after recognition of a start condition and its slave 
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STOP BIT 


address. If both the device and a write operation have 
been selected, the X24C04 will respond with an ac- 
knowledge after the receipt of each subsequent eight 
bit word. 


In the read mode the X24C04 will transmit eight bits of 
data, release the SDA line and monitor the line for an 
acknowledge. If an acknowledge is detected and no 
stop condition is generated by the master, the X24C04 
will continue to transmit data. If an acknowledge is not 
detected, the X24C04 will terminate further data trans- 
missions and await the stop condition to return to the 
standby power mode. 
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Figure 3: Acknowledge Response From Receiver 
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DEVICE ADDRESSING 


Following a start condition the bus master must output 
the address of the slave it is accessing. The most sig- 
nificant four bits of the slave address are the device 
type identifier (see Figure 4). For the X24C04 this is 
fixed as 1010[B]. 


Figure 4: Slave Address 
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The next two significant bits address a particular de- 
vice. A system could have up to four X24C04 devices 
on the bus (see Figure 10). The four addresses are de- 
fined by the state of the A; and Ao inputs. 


The next bit of the slave address field (bit 1) is the 
page select bit. It is used by the host to toggle between 
the two 256 word pages of memory. This is, in effect 
the most significant bit for the word address. 


The last bit of the slave address defines the operation 
to be performed. When set to one a read operation 


ACKNOWLEDGE 


is selected, when set to zero a write operation is 
selected. 


Following the start condition, the X24C04 monitors the 
SDA bus comparing the slave address being transmit- 
ted with its address (device type and state of A; and 
Ao inputs). Upon a compare the X24C04 outputs an ac- 
knowledge on the SDA line. Depending on the state of 
the R/W bit, the X24C04 will execute a read or write 
operation. 


WRITE OPERATIONS 


Byte Write 

For a write operation, the X24C04 requires a second 
address field. This address field is the word address, 
comprised of eight bits, providing access to any one of 
the 256 words of memory. Upon receipt of the word 
address the X24C04 responds with an acknowledge, 
and awaits the next eight bits of data, again responding 
with an acknowledge. The master then terminates the 
transfer by generating a stop condition, at which time 
the X24C04 begins the internal write cycle to the non- 
volatile memory. While the internal write cycle is in 
progress the X24C04 inputs are disabled, and the de- 
vice will not respond to any requests from the master. 
Refer to Figure 5 for the address, acknowledge and 
data transfer sequence. 
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Figure 5: Byte Write 
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Page Write 

The X24C04 is capable of a sixteen byte page write 
operation. It is initiated in the same manner as the byte 
write operation, but instead of terminating the write cy- 
cle after the first data word is transferred, the master 
can transmit up to fifteen more words. After the receipt 
of each word, the X24C04 will respond with an 
acknowledge. 


After the receipt of each word, the four low order ad- 
dress bits are internally incremented by one. The high 
order five bits of the address remain constant. If the 
master should transmit more than sixteen words prior 
to generating the stop condition, the address counter 
will “roll over’ and the previously written data will be 
overwritten. As with the byte write operation, all inputs 
are disabled until completion of the internal write cycle. 
Refer to Figure 6 for the address, acknowledge and 
data transfer sequence. 


Acknowledge Polling 

The disabling of the inputs can be used to take advan- 
tage of the typical 5 ms write cycle time. Once the stop 
condition is issued to indicate the end of the host’s 
write operation the X24C04 initiates the internal write 
cycle. ACK polling can be initiated immediately. This in- 
volves issuing the start condition followed by the slave 


Figure 6: Page Write 
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address for a write operation. If the X24C04 is still busy 
with the write operation no ACK will be returned. If the 
X24C04 has completed the write operation an ACK will 
be returned and the host can then proceed with the 
next read or write operation. 


READ OPERATIONS 


Read operations are initiated in the same manner as 
write operations with the exception that the bit of the 
slave address is set to a one. There are three basic 
read operations: current address read, random read 
and sequential read. 


Current Address Read 

Internally the X24C04 contains an address counter that 
maintains the address of the last word accessed, incre- 
mented by one. Therefore, if the last access (either a 
read or write) was to address n, the next read opera- 
tion would access data from address n+ 1. Upon re- 
ceipt of the slave address with R/W set to one, the 
X24C04 issues an acknowledge and transmits the eight 
bit word. The master does not acknowledge the trans- 
fer but does generate a stop condition and the X24C04 
discontinues transmission. Refer to Figure 7 for the se- 
quence of address, acknowledge and data transfer. 


NOTE: In this example n = XXXX 0000(B); X = 1 or O 
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Figure 7: Current Address Read 
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Random Read 

Random read operations allow the master to access 
any memory location in a random manner. Prior to issu- 
ing the slave address with the R/W bit set to one, the 
master must first perform a “dummy” write operation. 
The master issues the start condition, and the slave 
address followed by the word address it is to read. Af- 
ter the word address acknowledge, the master immedi- 
ately reissues the start condition and the slave address 
with the R/W bit set to one. This will be followed by an 
acknowledge from the X24C04 and then by the eight 
bit word. The master does not acknowledge the trans- 
fer but does generate the stop condition and the 
X24C04 discontinues transmission. Refer to Figure 8 
for the address, acknowledge and data _ transfer 
sequence. 


Sequential Read 
Sequential reads can be initiated as either a current ad- 
dress read or random access read. The first word is 


Figure 8: Random Read 
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transmitted as with the other read modes, however, the 
master now responds with an acknowledge, indicating 
it requires additional data. The X24C04 continues to 
output data for each acknowledge received. The read 
operation is terminated by the master not responding 
with an acknowledge and generating a stop condition. 


The data output is sequential, with the data from ad- 
dress n followed by the data from n+1. The address 
counter for read operations increments all address bits, 
allowing the entire memory contents to be serially read 
during one operation. If more than 512 words are read, 
the counter ‘rolls over’ and the X24C04 continues to 
output data for each acknowledge received. Refer to 
Figure 9 for the address, acknowledge and data trans- 
fer sequence. 
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Figure 9: Sequential Read 
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Figure 10: Typical System Configuration 
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PRELIMINARY INFORMATION ® 
Commercial X24C16 
16K 2 Bit 
Industrial X24C 161 C889 
Electrically Erasable PROM 
TYPICAL FEATURES DESCRIPTION 
® Low Power CMOS The X24C16 is a CMOS 16,384 bit serial E2PROM, in- 

—2 mA Active Current Typical ternally organized as eight 256 x 8 pages. The X24C16 

—60 uA Standby Current Typical features a serial interface and software protocol allow- 
e Internally Organized as Eight Pages ing operation on a two wire bus. 

—Each 256 x 8 Xicor E@7PROMs are designed and tested for applica- 
® 2 Wire Serial Interface tions requiring extended endurance. Data retention is 
© Provides Bidirectional Data Transfer specified to be greater than 100 years. 
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® Sixteen Byte Page Write Mode 
—Minimizes Total Write Time Per Byte 
® Self Timed Write Cycle 
—Typical Write Cycle Time of 5 ms 
e Data Retention Greater Than 100 Years 
® 8 Pin Mini-DIP Package 


PIN CONFIGURATION FUNCTIONAL DIAGRAM 
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ABSOLUTE MAXIMUM RATINGS* 
Temperature Under Bias 


Bo Uwe Wak 2A aves een Se eS —10°C to + 85°C 
AAs fn 1d Mba eee Vote —65°C to + 135°C 
Storage Temperature ................005. —65°C to + 150°C 
Voltage on any Pin with 
eo Re Pe ee ee = 1 OV 10.76: 7V 
DG OU er CANTON 06665. ceid nsw vesaneye MI RRone wn 5 mA 
Lead Temperature 
PSOE, TO IROUINON) 5 fase sies es ee scsseaeeawares t 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


X24C16 Ta = 0°C to +70°C, Voc = +5V 45%, unless otherwise specified. 


Input Leakage Current 


Output Leakage Current 
Input Low Voltage 
Input High Voltage 


Output Low Voltage 


A.C. CONDITIONS OF TEST 


Input Pulse Levels Voc X0.1 to Voc 0.9 
Input Rise and 

Input and Output 

Timing Levels a ide 
Output Load 


Notes: (1) Typical values are for Ta = 25°C and nominal sup- 
ply voltage. 


(2) SDA and SCL require pull up resistor. 


(3) This parameter is periodicaliy sampled and not 
100% tested. 


1 TTL Gate and 
Ci = 100 pF 


lo. = 3mA 


[units | eonations 


X24C 16, X24C 161 


A.C. CHARACTERISTICS LIMITS 


X24016 Ta = 0°C to + 70°C, Vog = +5V +5%, unless otherwise specified. 
X240161 Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Read & Write Cycle Limits 
Symbol Parameter 
SCL Clock Frequency 
Ty Noise Suppression Time 
Constant at SCL, SDA Inputs 
(BUF 
Before a New Transmission 
Can Start 
tsu:STA Start Condition Setup Time 4.7 us 
(for a Repeated Start Condition) 


Stop Condition Setup Time 


Time the Bus Must Be Free 


Data Out Hold Time 


Bus Timing 


SCL 


SDA nae 
IN coe 


SDA 
out AXXXAXXXXXXXXXM 


taur 
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Write Cycle Limits 


Write Cycle Time 


The write cycle time is the time from a valid stop condi- 
tion of a write sequence to the end of the internal 
erase/program cycle. During the write cycle, the 
X24C16 bus interface circuits are disabled, SDA is al- 
lowed to remain high, and the device does not respond 
to its slave address. 


Write Cycle Timing 


8th BIT 


PIN DESCRIPTIONS 


Serial Clock (SCL) 
The SCL input is used to clock all data into and out of 
the device. 


Serial Data (SDA) 

SDA is a bidirectional pin used to transfer data into and 
out of the device. It is an open drain output and may be 
wire-ORed with any number of open drain or open col- 
lector outputs. 


Address (Ao, Aj, Az) 

The Ao, A; and Ap inputs are unused by the X24C16, 
however, they must be tied to Vsg to insure proper de- 
vice operation. 


DEVICE OPERATION 


The X24C16 supports a bidirectional bus oriented pro- 
tocol. The protocol defines any device that sends data 
onto the bus as a transmitter, and the receiving device 


STOP START 


CONDITION 


X24C16 


CONDITION ADDRESS 


as the receiver. The device controlling the transfer is a 
master and the device being controlled is the slave. 
The master will always initiate data transfers, and pro- 
vide the clock for both transmit and receive operations. 
Therefore, the X24C16 will be considered a slave in all 
applications. 


Clock and Data Conventions 

Data states on the SDA line can change only during 
SCL LOW. SDA state changes during SCL HIGH are 
reserved for indicating start and stop conditions. Refer 
to Figures 1 and 2. 


Start Condition 

All commands are preceded by the start condition, 
which is a HIGH to LOW transition of SDA when SCL is 
HIGH. The X24C16 continuously monitors the SDA and 
SCL lines for the start condition and will not respond to 
any command until this condition has been met. 


Note: (4) Typical values are for Ta = 25°C and nominal supply 
voltage (5V). 


X24C 16, X24C 16 


Figure 1: Data Validity 


DATA STABLE 


DATA 


CHANGE 


START BIT 


Stop Condition 

All communications are terminated by a stop condition, 
which is a LOW to HIGH transition of SDA when SCL is 
HIGH. The stop condition is also used by the X24C16 
to place the device in the standby power mode. 


Acknowledge 

Acknowledge is a software convention used to indicate 
successful data transfers. The transmitting device, ei- 
ther master or slave, will release the bus after transmit- 
ting eight bits. During the ninth clock cycle the receiver 
will pull the SDA line LOW to acknowledge that it re- 
ceived the eight bits of data. Refer to Figure 3. 


The X24C16 will always respond with an acknowledge 
after recognition of a start condition and its slave 
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STOP BIT 


address. If both the device and a write operation have 
been selected, the X24C16 will respond with an ac- 
knowledge after the receipt of each subsequent eight 
bit word. 


In the read mode the X24C16 will transmit eight bits of 
data, release the SDA line and monitor the line for an 
acknowledge. If an acknowledge is detected and no 
stop condition is generated by the master, the X24C16 
will continue to transmit data. If an acknowledge is not 
detected, the X24C16 will terminate further data trans- 
missions and await the stop condition to return to the 
standby power mode. 
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Figure 3: Acknowledge Response From Receiver 
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DEVICE ADDRESSING 


Following a start condition the bus master must output 
the address of the slave it is accessing. The most sig- 
nificant four bits of the slave address are the device 
type identifier (see Figure 4). For the X24C16 this is 
fixed as 1010[B]. 


Figure 4: Slave Address 


DEVICE TYPE 
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PAGE 
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The next three bits of the slave address field are the 
page select bits. They are used by the master device to 
select which of the eight 256 word pages of memory 
are to be accessed. These bits are, in effect, the three 
most significant bits of the word address. It should be 
noted, the protocol limits the size of memory to eight 
pages of 256 words; therefore, the protocol can sup- 
port only one X24C16 per system. 


The last bit of the slave address defines the operation 
to be performed. When set to one a read operation is 
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ACKNOWLEDGE 


selected, when set to zero a write operation is 
selected. 


Following the start condition, the X24C16 monitors the 
SDA bus comparing the slave address being transmit- 
ted with its slave address. Upon a compare the 
X24C16 outputs an acknowledge on the SDA line. De- 
pending on the state of the R/W bit, the X24C16 will 
execute a read or write operation. 


WRITE OPERATIONS 


Byte Write 

For a write operation, the X24C16 requires a second 
address field. This address field is the word address, 
comprised of eight bits, providing access to any one of 
the 256 words in the selected page of memory. Upon 
receipt of the word address the X24C16 responds with 
an acknowledge, and awaits the next eight bits of data, 
again responding with an acknowledge. The master 
then terminates the transfer by generating a stop con- 
dition, at which time the X24C16 begins the internal 
write cycle to the nonvolatile memory. While the inter- 
nal write cycle is in progress the X24C16 inputs are 
disabled, and the device will not respond to any re- 
quests from the master. Refer to Figure 5 for the ad- 
dress, acknowledge and data transfer sequence. 
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Figure 5: Byte Write 
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Page Write 

The X24C16 is capable of a sixteen byte page write 
operation. It is initiated in the same manner as the byte 
write operation, but instead of terminating the write cy- 
cle after the first data word is transferred, the master 
can transmit up to fifteen more words. After the receipt 
of each word, the X24C16 will respond with an 
acknowledge. 


After the receipt of each word, the four low order ad- 
dress bits are internally incremented by one. The high 
order seven bits of the word address remain constant. 
lf the master should transmit more than sixteen words 
prior to generating the stop condition, the address 
counter will ‘roll over’ and the previously written data 
will be overwritten. As with the byte write operation, all 
inputs are disabled until completion of the internal write 
cycle. Refer to Figure 6 for the address, acknowledge 
and data transfer sequence. 


Acknowledge Polling 

The disabling of the inputs can be used to take advan- 
tage of the typical 5 ms write cycle time. Once the stop 
condition is issued to indicate the end of the host’s 
write operation the X24C16 initiates the internal write 
cycle. ACK polling can be initiated immediately. This in- 
volves issuing the start condition followed by the slave 


Figure 6: Page Write 
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address for a write operation. If the X24C16 is still busy 
with the write operation no ACK will be returned. If the 
X24C16 has completed the write operation an ACK will 
be returned and the host can then proceed with the 
next read or write operation. 


READ OPERATIONS 


Read operations are initiated in the same manner as 
write operations with the exception that the R/W bit of 
the slave address is set to a one. There are three basic 
read operations: current address read, random read 
and sequential read. 


Current Address Read 

Internally the X24C16 contains an address counter that 
maintains the address of the last word accessed, incre- 
mented by one. Therefore, if the last access (either a 
read or write) was to address n, the next read opera- 
tion would access data from address n+ 1. Upon re- 
ceipt of the slave address with R/W set to one, the 
X24C16 issues an acknowledge and transmits the eight 
bit word. The master will not acknowledge the transfer 
but does generate a stop condition and the X24C16 
discontinues transmission. Refer to Figure 7 for the se- 
quence of address, acknowledge and data transfer. 


DATAn DATA n+1 DATAn + 15 


NOTE: In this example n = xxxx 0000(B); x = 1 or O 
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Figure 7: Current Address Read 


BUS ACTIVITY: 
MASTER 


SLAVE 
ADDRESS 


NE 


SDA LINE 


BUS ACTIVITY: 
X24C16 


Random Read 

Random read operations allow the master to access 
any memory location in a random manner. Prior to issu- 
ing the slave address with the R/W bit set to one, the 
master must first perform a “dummy” write operation. 
The master issues the start condition, and the slave 
address followed by the word address it is to read. Af- 
ter the word address acknowledge, the master immedi- 
ately reissues the start condition and the slave address 
with the R/W bit set to one. This will be followed by an 
acknowledge from the X24C16 and then by the eight 
bit word. The master will not acknowledge the transfer 
but does generate the stop condition and the X24C16 
discontinues transmission. Refer to Figure 8 for the ad- 
dress, acknowledge and data transfer sequence. 


Sequential Read 
Sequential reads can be initiated as either a current ad- 
dress read or random access read. The first word is 


Figure 8: Random Read 
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transmitted as with the other read modes, however, the 
master now responds with an acknowledge, indicating 
it requires additional data. The X24C16 continues to 
output data for each acknowledge received. The read 
operation is terminated by the master not responding 
with an acknowledge and generating a stop condition. 


The data output is sequential, with the data from ad- 
dress n followed by the data from n+ 1. The address 
counter for read operations increments all word ad- 
dress bits, allowing the entire memory contents to be 
serially read during one operation. If more than 2048 
words are read, the counter “rolls over’ and the 
X24C16 continues to output data for each acknowl- 
edge received. Refer to Figure 9 for the address, ac- 
knowledge and data transfer sequence. 
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Figure 9: Sequential Read 
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PRELIMINARY INFORMATION ®) 
16K Military X24C 16M 2048 x 8 Bit 
Electrically Erasable PROM 

TYPICAL FEATURES DESCRIPTION 
@ Low Power CMOS The X24C16 is a CMOS 16,384 bit serial E7PROM, in- 

—2 mA Active Current Typical ternally organized as eight 256 x 8 pages. The X24C16 

—60 yA Standby Current Typical features a serial interface and software protocol allow- 
e Internally Organized as Eight Pages ing operation on a two wire bus. 

—Each 256 x 8 Xicor E2PROMs are designed and tested for applica- 
@ 2 Wire Serial Interface tions requiring extended endurance. Data retention is 
e Provides Bidirectional Data Transfer specified to be greater than 100 years. 
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e Sixteen Byte Page Write Mode 
—Minimizes Total Write Time Per Byte 
e Self Timed Write Cycle 
—Typical Write Cycle Time of 5 ms 
@ Data Retention Greater Than 100 Years 
e 8 Pin Mini-DIP Package 


PIN CONFIGURATION FUNCTIONAL DIAGRAM 
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ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias.................. =6a-G io + hoe & 
Storage Temperature .................... ~65°C to: + 166°C 
Voltage on any Pin with 

bis nin 2 * er rr rer —1.0V to +7V 
DG NOUIDI CURIONI 8 vos bcced dab ona'sl ene yieas cw Soe ews 5 mA 
Lead Temperature 

(Soldering, 16 Seconds)... c0c..6 ced sc avedeeres vee: 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under “‘Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


icc | PowerSupply Current | 
rise® | Standby Curent | 
input Leakage Curent | 
[Output Leakage Current | 

Input Low Voltage 


Plo LO 


A.C. CONDITIONS OF TEST 


Input Pulse Levels Vcc X0.1 to Voc X0.9 


Input Rise and 
Input and Output 
Output Load 1 TTL Gate and 


C._ = 100 pF 
Notes: (1) Typical values are for Ta = 25°C and nominal sup- 
ply voltage. 


(2) SDA and SCL require pull up resistor. 


(3) This parameter is periodically sampled and not 
100% tested. 


X24C16M 


A.C. CHARACTERISTICS LIMITS 
Ta = —55°C to + 125°C, Voc = +5V 410%, unless otherwise specified. 


Read & Write Cycle Limits 


Time the Bus Must Be Free 
Before a New Transmission 
Can Start 


SDA and SCL Rise Time 
SDA and SCL Fall Time 


Stop Condition Setup Time 
Data Out Hold Time 


Bus Timing 


SCL 


tuD:STA tHD:DAT eee tsu:DAT ; 
SDA 


A | 


Sut RXXXAXXKAXXAAMM 
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Write Cycle Limits 


Symbol 


Parameter 


Write Cycle Time 


The write cycle time is the time from a valid stop condi- 
tion of a write sequence to the end of the internal 
erase/program cycle. During the write cycle, the 
X24C16 bus interface circuits are disabled, SDA is al- 
lowed to remain high, and the device does not respond 
to its slave address. 


Write Cycle Timing 


8th BIT 


PIN DESCRIPTIONS 


Serial Clock (SCL) 
The SCL input is used to clock all data into and out of 
the device. 


Serial Data (SDA) 

SDA is a bidirectional pin used to transfer data into and 
out of the device. It is an open drain output and may be 
wire-ORed with any number of open drain or open col- 
lector outputs. 


Address (Ao, Aj, Ao) 

The Ao, Ay and Ao inputs are unused by the X24C16, 
however, they must be tied to Vss to insure proper de- 
vice operation. 


DEVICE OPERATION 


The X24C16 supports a bidirectional bus oriented pro- 
tocol. The protocol defines any device that sends data 
onto the bus as a transmitter, and the receiving device 


STOP START 
CONDITION 


X24C16 


CONDITION ADDRESS 


as the receiver. The device controlling the transfer is a 
master and the device being controlled is the slave. 
The master will always initiate data transfers, and pro- 
vide the clock for both transmit and receive operations. 
Therefore, the X24C16 will be considered a slave in all 
applications. 


Clock and Data Conventions 

Data states on the SDA line can change only during 
SCL LOW. SDA state changes during SCL HIGH are 
reserved for indicating start and stop conditions. Refer 
to Figures 1 and 2. 


Start Condition 

All commands are preceded by the start condition, 
which is a HIGH to LOW transition of SDA when SCL is 
HIGH. The X24C16 continuously monitors the SDA and 
SCL lines for the start condition and will not respond to 
any command until this condition has been met. 


Note: (4) Typical values are for Ta = 25°C and nominal supply 
voltage (5V). 


X24C 16M 
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Figure 1: Data Validity 
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Stop Condition 

All communications are terminated by a stop condition, 
which is a LOW to HIGH transition of SDA when SCL is 
HIGH. The stop condition is also used by the X24C16 
to place the device in the standby power mode. 


Acknowledge 

Acknowledge is a software convention used to indicate 
successful data transfers. The transmitting device, ei- 
ther master or slave, will release the bus after transmit- 
ting eight bits. During the ninth clock cycle the receiver 
will pull the SDA line LOW to acknowledge that it re- 
ceived the eight bits of data. Refer to Figure 3. 


The X24C16 will always respond with an acknowledge 
after recognition of a start condition and its slave 


STOP BIT 


address. If both the device and a write operation have 
been selected, the X24C16 will respond with an ac- 
knowledge after the receipt of each subsequent eight 
bit word. 


In the read mode the X24C16 will transmit eight bits of 
data, release the SDA line and monitor the line for an 
acknowledge. If an acknowledge is detected and no 
stop condition is generated by the master, the X24C16 
will continue to transmit data. If an acknowledge is not 
detected, the X24C16 will terminate further data trans- 
missions and await the stop condition to return to the 
standby power mode. 


X24C 16M 


Figure 3: Acknowledge Response From Receiver 
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DEVICE ADDRESSING 

Following a start condition the bus master must output 
the address of the slave it is accessing. The most sig- 
nificant four bits of the slave address are the device 
type identifier (see Figure 4). For the X24C16 this is 
fixed as 1010[B]. 


Figure 4: Slave Address 
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The next three bits of the slave address field are the 
page select bits. They are used by the master device to 
select which of the eight 256 word pages of memory 
are to be accessed. These bits are, in effect, the three 
most significant bits of the word address. It should be 
noted, the protocol limits the size of memory to eight 
pages of 256 words; therefore, the protocol can sup- 
port only one X24C16 per system. 


The last bit of the slave address defines the operation 
to be performed. When set to one a read operation 


| 
' 
' 
| 
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ACKNOWLEDGE 


is selected, when set to zero a write operation is 
selected. 


Following the start condition, the X24C16 monitors the 
SDA bus comparing the slave address being transmit- 
ted with its slave address. Upon a compare the 
X24C16 outputs an acknowledge on the SDA line. De- 
pending on the state of the R/W bit, the X24C16 will 
execute a read or write operation. 


WRITE OPERATIONS 


Byte Write 

For a write operation, the X24C16 requires a second 
address field. This address field is the word address, 
comprised of eight bits, providing access to any one of 
the 256 words in the selected page of memory. Upon 
receipt of the word address the X24C16 responds with 
an acknowledge, and awaits the next eight bits of data, 
again responding with an acknowledge. The master 
then terminates the transfer by generating a stop con- 
dition, at which time the X24C16 begins the internal 
write cycle to the nonvolatile memory. While the inter- 
nal write cycle is in progress the X24C16 inputs are 
disabled, and the device will not respond to any re- 
quests from the master. Refer to Figure 5 for the ad- 
dress, acknowledge and data transfer sequence. 
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Figure 5: Byte Write 
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Page Write 

The X24C16 is capable of a sixteen byte page write 
operation. It is initiated in the same manner as the byte 
write operation, but instead of terminating the write cy- 
cle after the first data word is transferred, the master 
can transmit up to fifteen more words. After the receipt 
of each word, the X24C16 will respond with an 
acknowledge. 


After the receipt of each word, the four low order ad- 
dress bits are internally incremented by one. The high 
order seven bits of the word address remain constant. 
lf the master should transmit more than sixteen words 
prior to generating the stop condition, the address 
counter will ‘roll over’ and the previously written data 
will be overwritten. As with the byte write operation, all 
inputs are disabled until completion of the internal write 
cycle. Refer to Figure 6 for the address, acknowledge 
and data transfer sequence. 


Acknowledge Polling 

The disabling of the inputs can be used to take advan- 
tage of the typical 5 ms write cycle time. Once the stop 
condition is issued to indicate the end of the host’s 
write operation the X24C16 initiates the internal write 
cycle. ACK polling can be initiated immediately. This 
involves issuing the start condition followed by the 


Figure 6: Page Write 
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NOTE: In this example N = XXXX 0000(B); X = 1 or O 


slave address for a write operation. If the X24C16 is 
still busy with the write operation no ACK will be re- 
turned. If the X24C16 has completed the write opera- 
tion an ACK will be returned and the host can then pro- 
ceed with the next read or write operation. 


READ OPERATIONS 


Read operations are initiated in the same manner as 
write operations with the exception that the R/W bit of 
the slave address is set to a one. There are three basic 
read operations: current address read, random read 
and sequential read. 


Current Address Read 

Internally the X24C16 contains an address counter that 
maintains the address of the last word accessed, incre- 
mented by one. Therefore, if the last access (either a 
read or write) was to address n, the next read opera- 
tion would access data from address n+ 1. Upon re- 
ceipt of the slave address with R/W set to one, the 
X24C16 issues an acknowledge and transmits the eight 
bit word. The master will not acknowledge the transfer 
but does generate a stop condition and the X24C16 
discontinues transmission. Refer to Figure 7 for the se- 
quence of address, acknowledge and data transfer. 
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Figure 7: Current Address Read 
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Random Read 

Random read operations allow the master to access 
any memory location in a random manner. Prior to issu- 
ing the slave address with the R/W bit set to one, the 
master must first perform a “dummy” write operation. 
The master issues the start condition, and the slave 
address followed by the word address it is to read. Af- 
ter the word address acknowledge, the master immedi- 
ately reissues the start condition and the slave address 
with the R/W bit set to one. This will be followed by an 
acknowledge from the X24C16 and then by the eight 
bit word. The master will not acknowledge the transfer 
but does generate the stop condition and the X24C16 
discontinues transmission. Refer to Figure 8 for the ad- 
dress, acknowledge and data transfer sequence. 


Sequential Read 
Sequential reads can be initiated as either a current ad- 
dress read or random access read. The first word is 


Figure 8: Random Read 
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transmitted as with the other read modes, however, the 
master now responds with an acknowledge, indicating 
it requires additional data. The X24C16 continues to 
output data for each acknowledge received. The read 
operation is terminated by the master not responding 
with an acknowledge and generating a stop condition. 


The data output is sequential, with the data from ad- 
dress n followed by the data from n+ 1. The address 
counter for read operations increments all word ad- 
dress bits, allowing the entire memory contents to be 
serially read during one operation. If more than 2048 
words are read, the counter “rolls over’ and the 
X24C16 continues to output data for each acknowl- 
edge received. Refer to Figure 9 for the address, ac- 
knowledge and data transfer sequence. 
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Figure 9: Sequential Read 
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Figure 10: Typical System Configuration 
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WAVEFORM 
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May change 
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Don't Care: 
Changes 
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N/A 


RECEIVER 


OUTPUTS 
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Changing: 
State Not 
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Commercial X2804A . 
4K Industrial X2804Al 512 x 8 Bit 


Electrically Erasable PROM 


FEATURES DESCRIPTION 

e Simple Byte Write Operation The Xicor X2804A is a 512 x 8 E2PROM, fabricated 
—No High Voltages Necessary with the same reliable N-channel floating gate MOS 
—Single TTL Level WE Signal Modifies Data technology used in all Xicor 5V programmable nonvola- 
—Internally Latched Address and Data tile memories. The X2804A is compatible with the 
—Self Timed Write JEDEC approved pinout for byte-wide memories. 
—Noise Protected WE Pin Xicor E2PROMs are designed and tested for applica- 

e Reliable N-Channel Floating Gate MOS tions requiring extended endurance. Refer to Device 
Technology Operation for further endurance information. Data re- 

@ Single 5V Supply tention is specified to be greater than 100 years. 


e Byte Write Time: 10 ms Max. 

e Fast Access Time: 250 ns Max. 

@ Low Power Dissipation 
—Active Current: 80 mA Max. 
—Standby Current: 50 mA Max. 
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PIN CONFIGURATION FUNCTIONAL DIAGRAM 
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X2804A, X2804Al 


ieee 


ABSOLUTE MAXIMUM RATINGS* 
Temperature Under Bias 
X2804 


*COMMENT 
Stresses above those listed under ‘“‘Absolute Maximum Rat- 


D ‘icuiee sane tapenade pepeaedeatens —10°C to + 85°C ings” may cause permanent damage to the device. This is a 

MAN son.) chy eon ERGY ORES Ee hLORSe La —65°C to + 136°C stress rating only and the functional operation of the device at 
Storage Temperature .................... —65°G to +'150°C these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 

Respect to Ground....................0085 == 1.OY 19. 4-7 V to absolute maximum rating conditions for extended periods 
D.C, Output Current «0. ecg cs ccdcccevevaacceecelinds 5 mA may affect device reliability. 
Lead Temperature 

(Soldering, 10 Seconds)..............0 ccc. eee eee 300°C 


D.C. OPERATING CHARACTERISTICS 


X2804A Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X2804Al Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 


Test Conditions 


CE rd OE — Vit 
All !/O’s = Open 
Other Inputs = Vcc 


CE = Vip, OF = Vit 
All 1/O’s = Open 


ISB 
hal Other Inputs = Vcc 
Output Leakage Current a fans 


Vivo = OV 


Input Pulse Levels} OV to 3.0V vo | Power | 
input ise ae 


Input and Output 
Timing Levels H X X Standby and High Z Standby 
Write Inhibit 


1 TTL Gate and 
Output Load CL = 100 pF 


Note: (1) This parameter is periodically sampled and not 100% tested. 
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X2804A, X2804Al 


A.C. CHARACTERISTICS 


X2804A Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X2804AI Ta = —40°C to +85°C, Voc = +5V £10%, unless otherwise specified. 


Read Cycle Limits 


Parameter 


Address Access Time 


Output Enable Access Time 
Chip Enable to Output in Low Z 


ADDRESS 


<— | 2—_> tonz 
ie torz <—— tuz 


pata iyo SH OOK pawn KX KOK vara vat) 


~y—_—_—t,, ——_-_ > 


WE 


Note: (2) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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Write Cycle Limits 


X2804A-25 X2804A X2804A-35 | X2804A-45 
Symbol Parameter X2804AI-25 X2804Al X2804AI-35 | X2804AlI-45 


Max. | 
, ean 0- 
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X2804A, X2804Al 


PIN DESCRIPTIONS 


Addresses (Ap-Ag) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O 9-1/07) 
Data is written to or read from the X2804A through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2804A. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2804A supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. 
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A byte write operation, once initiated, will automatically 
continue to completion, typically within 5 ms. In order 
to take advantage of the typical write time as opposed 
to the maximum specified time, the user can poll the 
X2804A. The I/O pins are placed in the high imped- 
ance state during the internal programming cycle. Once 
the internal cycle is complete, the X2804A may be ac- 
cessed without any limitations. Therefore, the host can 
poll an address with known data (preferably with ze- 
roes), aS soon as a compare is true, the X2804A is 
ready for another write cycle. 


WRITE PROTECTION 


There are three features that protect the nonvolatile 
data from inadvertent writes. 


© Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 


@ Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E2PROMs is approximately 
Y% million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 


X2804A, X2804Al 


SYSTEM CONSIDERATIONS 


Because the X2804A is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
|/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2804A has two power modes, standby 
and active, proper decoupling of the memory array is 


3-7 


of prime concern. Enabling CE will cause transient cur- 
rent spikes. The magnitude of these spikes is depen- 
dent on the output capacitive loading of the I/Os. 
Therefore, the larger the array sharing a common bus, 
the larger the transient spikes. The voltage peaks as- 
sociated with the current transients can be suppressed 
by the proper selection and placement of decoupling 
capacitors. AS a minimum, it is recommended that a 
0.1 uF high frequency ceramic capacitor be used be- 
tween Vcc and GND at each device. Depending on the 
size of the array, the value of the capacitor may have 
to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Voc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 
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Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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® 
4K Military X2804AM 512 x 8 Bit 
Electrically Erasable PROM 
FEATURES DESCRIPTION 
e Simple Byte Write Operation The Xicor X2804A is a 512 x 8 E2PROM, fabricated 
—No High Voltages Necessary with the same reliable N-channel floating gate MOS 
—Single TTL Level WE Signal Modifies Data technology used in all Xicor 5V programmable nonvola- 
—Internally Latched Address and Data tile memories. The X2804A is compatible with the 
—Self Timed Write JEDEC approved pinout for byte-wide memories. 
—Noise Protected WE Pin Xicor E2PROMs are designed and tested for applica- 
@ Reliable N-Channel Floating Gate MOS tions requiring extended endurance. Refer to Device 
Technology Operation for further endurance information. Data re- 
® Single 5V Supply tention is specified to be greater than 100 years. 


e Byte Write Time: 10 ms Max. 

e Fast Access Time: 300 ns Max. 

@ Low Power Dissipation 
—Active Current: 100 mA Max. 
—Standby Current: 60 mA Max. 


PIN CONFIGURATION FUNCTIONAL DIAGRAM 
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ABSOLUTE MAXIMUM RATINGS* 


*COMMENT 


Temperature Under Bias.................. ~6SCA10 + 135°C Stresses above those listed under “Absolute Maximum Rat- 

Storage Temperature .................45. —65°C to .4+ 150°C ings” may cause permanent damage to the device. This is a 

Voltage on any Pin with stress rating only and the functional operation of the device at 
Respect to Ground.................. ce eee =O 16 +7V these or any other conditions above those indicated in the op- 

FG, SUE UNG ois ee eka Ho xo eed acwande Pease ness 5 mA erational sections of this specification is not implied. Exposure 

Lead Temperature to absolute maximum rating conditions for extended periods 
(SOlOGHhNG, 10 SOCONIS) «onc cas nvasavan onus vdes tees 300°C may affect device reliability. 

D.C. OPERATING CHARACTERISTICS 

Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


Test Conditions 


CE = OE = Vi_ 
All |/O’s = Open 
Other Inputs = Voc 
CE = Vig OF = Vi. 
All 1/O’s = Open 
Other Inputs = Voc 


aid cada 
Met |v | Sonne 
ee 


Icc mA 


Voc Current (Active) 


Input Leakage Current ft 
Output Leakage Current CP a! 


Eo pee 


IL 
Input High Voltage 
O Output Low Voltage 
Output High Voltage 


Input/Output Capacitance 
Input Capacitance 


lo. = 2.1mA 


lIoH = —400 pA 


Input Pulse Levels| OV to 3.0V 
Input Rise and 
Input and Output 1.5V 
Timing Levels 

1 TTL Gate and 
Output Load C, = 100 pF 


Write Inhibit 


| Mode | =O | Power _ 
Standby and High Z Standby 
Write Inhibit 


Twiteinnit | — | 
ot [| — | — 


Note: (1) This parameter is periodically sampled and not 100% tested. 


X2804AM 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Vog = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


300 
0 


300 


WE 
<q——t_ z—_»> 
—_ toiz ~<— tuz 


DATA 1/0 OOK bam KX IOK bata vat p 


<——_——_—_-t, , ——_—_—_—>> 


Note: (2) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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Write Cycle Limits 
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E Controlled Write Cycle 
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PIN DESCRIPTIONS 


Addresses (Ap-Ag) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O 9-1/07) 
Data is written to or read from the X2804A through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2804A. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2804A supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. 
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A byte write operation, once initiated, will automatically 
continue to completion, typically within 5 ms. In order 
to take advantage of the typical write time as opposed 
to the maximum specified time, the user can poll the 
X2804A. The |/O pins are placed in the high imped- 
ance state during the internal programming cycle. Once 
the internal cycle is complete, the X2804A may be ac- 
cessed without any limitations. Therefore, the host can 
poll an address with known data (preferably with ze- 
roes), aS soon aS a compare is true, the X2804A is 
ready for another write cycle. 


WRITE PROTECTION 


There are three features that protect the nonvolatile 
data from inadvertent writes. 


® Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 


® Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E7PROMs is approximately 
Yo million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 


X2804AM 


SYSTEM CONSIDERATIONS 


Because the X2804A is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
I/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2804A has two power modes, standby 
and active, proper decoupling of the memory array is 
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of prime concern. Enabling CE will cause transient cur- 
rent spikes. The magnitude of these spikes is depen- 
dent on the output capacitive loading of the I/Os. 
Therefore, the larger the array sharing a common bus, 
the larger the transient spikes. The voltage peaks as- 
sociated with the current transients can be suppressed 
by the proper selection and placement of decoupling 
capacitors. AS a minimum, it is recommended that a 
0.1 uF high frequency ceramic capacitor be used be- 
tween Vcc and GND at each device. Depending on the 
size of the array, the value of the capacitor may have 
to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 


Center Line 
is High 
Impedance 


X2804AM 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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Normalized Access Time 
vs. Ambient Temperature 
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icor 


DATA SHEET SUPPLEMENT 


4K Mil-Std-883C X2804AMB 512 x 8 Bit 


Electrically Erasable PROM 


A.C. AND D.C. REQUIREMENTS FOR CHIP ERASE With the exception of Vog, all device A.C. and D.C. pa- 
The X2804AMB provides a mode of operation that rameters are the same as those for normal operation. 


erases the entire contents of the memory in one write The chip erase operation is only guaranteed on Mil- 
cycle. This mode is entered by raising OE to between Std-883C product 


+20V and + 22V, placing all |/Os at Vj and perform- 
ing a standard write operation. The erasure will be 
completed in 10 ms. 


A.C. CHIP ERASE CHARACTERISTICS 


esd Ee WESep Tine tO 
a 
[DataoisTime SS 

0 

10 

10 

ene 


Voge Setup Time 
on Voge Hold Time 


D.C. CHARACTERISTIC FOR Voge 


Chip Erase Cycle 


Vec = 5V +10% 
Voc INPUT 


1/Oo.7 


Note: All timing is referenced to WE edges. 
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NOTES 


ibOP 


® 
Commercial X2816A , 
16K Industrial X2816Al 2048 x 8 Bit 
Electrically Erasable PROM 
FEATURES DESCRIPTION 


e Simple Byte Write Operation 
—No High Voltages Necessary 
—Single TTL Level WE Signal Modifies Data 
—Internally Latched Address and Data 
—Self Timed Write 
—Noise Protected WE Pin 

e Reliable N-Channel Floating Gate MOS 
Technology 

@ Single 5V Supply 

® Byte Write Time: 10 ms Max. 

® Fast Access Time: 250 ns Max. 

@ Low Power Dissipation 
—Active Current: 110 mA Max. 
—Standby Current: 50 mA Max. 

e JEDEC Approved Byte-Wide Pinout 


The Xicor X2816A is a 2K x 8 E2PROM, fabricated with 
the same reliable N-channel floating gate MOS tech- 
nology used in all Xicor 5V programmable nonvolatile 
memories. The X2816A features the JEDEC approved 
pinout for byte-wide memories, compatible with industry 
standard RAMs, ROMs, and EPROMs. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Refer to Device 
Operation for further endurance information. Data re- 
tention is specified to be greater than 100 years. 


PIN CONFIGURATIONS 


Ay NC NC NC Vcc WE NC 


X2816A 


(TOP VIEW) 


/O1 /O2 Vss NC 1/03 1/04 Os 
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PIN NAMES 


Ao-A10 
I/Og-|/O7 
WE 

CE 


Address Inputs 
Data Input/Output 
Write Enable 

Chip Enable 
Output Enable 
Sv 

Ground 

No Connect 


OE 
VCE 


Vss 
NC 


FUNCTIONAL DIAGRAM 


x 
BUFFERS 
LATCHES 
AND 
DECODER 


16,384-BiT 
E2 PROM 
ARRAY 


Ao-A10 
ADDRESS 
INPUTS 
Y 
rel 1/O BUFFERS 
pre AND LATCHES 
DECODER 
CE 
pen CONTROL 
OE LOGIC 
WE 1/Op-1/07 
DATA INPUTS/OUTPUTS 
Vcc Oo-—> 
Vss O—> 
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X2816A, X2816Al 


ABSOLUTE MAXIMUM RATINGS* *COMMENT 
Temperature Under Bias Stresses above those listed under ‘‘Absolute Maximum Rat- 
BEOIOR. 36 5 Fikes boast oes esseaneh seas — 10°C to +85°C ings” may cause permanent damage to the device. This is a 
pt Soa Oe a ee ee eee re eae —65°C to + 135°C stress rating only and the functional operation of the device at 
Storage Temperature ..................5. = Gol io- Jou these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
FIOSBECTIO CIOUNG 2... ccc eevee ria cawvens = 40V.10 +7 V to absolute maximum rating conditions for extended periods 
DG, Out CuUrentc. .. oo. ecedvavewecseen ds een iM 5 mA may affect device reliability. 
Lead Temperature 
(CISTI, Fr SPMOOMMIS) ork cy cas s Cie cecdasessesbas 300°C 


D.C. OPERATING CHARACTERISTICS 


X2816A Ta = O°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X2816Al Ta = —40°C to +85°C, Vcoco = +5V +10%, unless otherwise specified. 


aS X2816A Limits X2816Al Limits Uris pon ais v 
loc Vcc Current (Active) 110 140 mA | CE= OE=Vi, 
All 1/O’s = Open 

Other Inputs = Voc 

° an |b ee avo Oo 


All 1/O’s = Open 
Other Inputs = Voc 
Output Leakage Current ST ae Vout = GND to Voc 


aseees Ee Si 
(2a Ct ae 


10 
| Oe cational 
4 


lon = —400 pA 
CAPACITANCE Ta = 25°C, f = 1.0 MHz, Voc = 5V 


Vin = OV 


[we [weds | vo | Power 
a eae 
[2 | wite Fone | ate 
x 


Symbol Test 


A.C. CONDITIONS OF TEST MODE SELECTION 


Input Pulse Levels} OV to 3.0V 
Input Rise and 
Input and Output 
se 1.5V 
Timing Levels 
1 TTL Gate and 
Output Load C. = 100 pF 


© iy fa @ 


Standby and High Z Standby 
Write Inhibit 


Note: (1) This parameter is periodically sampled and not 100% tested. 
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X2816A, X2816Al 


A.C. CHARACTERISTICS 


X2816A Ta = 0°C to +70°C, Voc = +5V +5%, unless otherwise specified. 
X2816Al Ta = —40°C to + 85°C, Vog = +5V £+10%, unless otherwise specified. 


Read Cycle Limits 


Read Cycle Time 250 


00 [10 | too [10 | 180 [10 | 150 | ne 
root tet [aol [aol |r 


ADDRESS 


<q—— t >—_ tonz 
—— > toiz —_— tyz 


DATA 1/0 ee KKXOK_para vation) 


WE 


Note: (2) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the outputs 
are no longer driven. 
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X2816A, X2816AI 


Write Cycle Limits 


X2816A-25 X2816A X2816A-35 | X2816A-45 
X2816AlI-25 X2816Al X2816AI-35 | X2816Al-45 
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E Controlled Write Cycle 


ADDRESS OX DKOOOOOOOOOOOOEX 


<< tas ——_ > |< —_t ,,, —_> 


So . fe 


eG As 2) ee 


<< lors— toEH |<— > 


A: Se, 5 See ec 


SOE 
eS — ie 
ms eee ae! : . = XXXKY KXXXX-— 


<< tos -———— a toy 


ina ec 


f 
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DATA IN 


X2816A, X2816Al 


E Controlled Write Cycle 


twe 
ADDRESS Rain ib aig ett AS TSs a ORK OOOO 


<e——_——t yg —— =m ta, 


) SES 


vet by py 


SEN SN 


DATAIN XXXKKKKKRKKOY KKK lprere oe 


| 9g. —-—_ ~@— toy 


HIGH Z 
DATA OUT 


X2816A, X2816Al 
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PIN DESCRIPTIONS 


Addresses (Ap-Aj0) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O9-1/07) 
Data is written to or read from the X2816A through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2816A. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2816A supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. 


3-24 


A byte write operation, once initiated, will automatically 
continue to completion, typically within 5 ms. In order 
to take advantage of the typical write time as opposed 
to the maximum specified time, the user can poll the 
X2816A. The I/O pins are placed in the high imped- 
ance state during the internal programming cycle. Once 
the internal cycle is complete, the X2816A may be ac- 
cessed without any limitations. Therefore, the host can 
poll an address with known data (preferably with ze- 
roes), aS soon as a compare is true, the X2816A is 
ready for another write cycle. 


WRITE PROTECTION 


There are three features that protect the nonvolatile 
data from inadvertent writes. 


® Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
<38V, typically. 


® Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E7PROMs is approximately 
% million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 


X2816A, X2816Al 


SYSTEM CONSIDERATIONS 


Because the X2816A is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
|/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2816A has two power modes, standby 
and active, proper decoupling of the memory array is 
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of prime concern. Enabling CE will cause transient cur- 
rent spikes. The magnitude of these spikes is depen- 
dent on the output capacitive loading of the I/Os. 
Therefore, the larger the array sharing a common bus, 
the larger the transient spikes. The voltage peaks as- 
sociated with the current transients can be suppressed 
by the proper selection and placement of decoupling 
capacitors. As a minimum, it is recommended that a 
0.1 uF high frequency ceramic capacitor be used be- 
tween Vcc and GND at each device. Depending on the 
size of the array, the value of the capacitor may have 
to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2816A, X2816Al 
SSS 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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vs. Ambient Temperature 
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® 
16K Military X2816AM 2048 x 8 Bit 
Electrically Erasable PROM 
FEATURES DESCRIPTION 


e Simple Byte Write Operation 
—No High Voltages Necessary 
—Single TTL Level WE Signal Modifies Data 
—Internally Latched Address and Data 
—Self Timed Write 
—Noise Protected WE Pin 

® Reliable N-Channel Floating Gate MOS 
Technology 

e Single 5V Supply 

e Byte Write Time: 10 ms Max. 

e Fast Access Time: 300 ns Max. 

@ Low Power Dissipation 
—Active Current: 140 mA Max. 
—Standby Current: 60 mA Max. 

e JEDEC Approved Byte-Wide Pinout 


The Xicor X2816A is a 2K x 8 E2PROM, fabricated with 
the same reliable N-channel floating gate MOS tech- 
nology used in all Xicor 5V programmable nonvolatile 
memories. The X2816A features the JEDEC approved 
pinout for byte-wide memories, compatible with industry 
standard RAMs, ROMs, and EPROMs. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Refer to Device 
Operation for further endurance information. Data re- 


tention is specified to be greater than 100 years. 


PIN CONFIGURATIONS 


Ay NC NC NC Vcc WE NC 


X2816A 


(TOP VIEW) 


°  X2816A 
7 18 


VO; /O2 Vss NC 1/03 1/0, /Os 
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PIN NAMES 


Ao-At1o 
|/O9-!/O7 
WE 

CE 


Address Inputs 
Data Input/Output 
Write Enable 

Chip Enable 
Output Enable 
+5V 

Ground 

No Connect 


OE 
Voc 


Vss 
NC 


FUNCTIONAL DIAGRAM 


X 
BUFFERS 
LATCHES 

AND 
DECODER 


16,384-BIT 
E2 PROM 
ARRAY 


Ap-Ai0 
ADDRESS 
INPUTS 
Y 
filet 1/0 BUFFERS 
Bens AND LATCHES 
DECODER 
CE 
eal CONTROL 
Oe LOGIC 
WE 1/O9-1/07 
DATA INPUTS/OUTPUTS 
Vcc Oo-—> 
Vss Oe 
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X2816AM 


ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias.................. =65'C'O: + 136°C 
Storage Temperature .................... —65°C to + 150°C 
Voltage on any Pin with 

PIOSOEGr IO CHOURG. cy ctsssc--ccrccets tees. —1.0V to +7V 
Oy Ci OMI APG 9 cod ss 6 spe 4d ood ko Ve nes oRaacen ceed 5 mA 
Lead Temperature 

(eomearing, IO Seconds)... ok vn sc kad x ved sweets 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under ‘Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 


Ta = —55°C to + 125°C, Vocg = +5V +10%, unless otherwise specified. 


Input Leakage Current 


Output Leakage Current 


Input Pulse Levels} OV to 3.0V 
Input Rise and 
Input and Output 
re 1.5V 
Timing Levels 
1 TTL Gate and 
Output Load C. = 100 pF 


H 


pele 


may affect device reliability. 
Test Conditions 


CE = OF = Vi, 
All 1/O’s = Open 
Other Inputs = Voc 
CE = Vin, OE = Vi 
All 1/O’s = Open 
Other Inputs = Voc 


Note: (1) This parameter is periodically sampled and not 100% tested. 


X2816AM 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


wax. | win, | Max. 
|| aso || a0 
aa 


0 
00 
10 


Chip Disable to Output inHighZ | 10 | 100 | 
rian | OvpatEnaietoOumuintowZ [so || 0 |_| | 
ton [ Oeste tom Adres Garge [eo | [20 | 


Read Cycle 


ADDRESS 


<q—_— tl >—_> tonz 
> toiz =< tuz 


pata iyo SH 0:6 GEE 0:0:6:¢, GNA 


WE 


Note: (2) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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X2816AM 


Write Cycle Limits 


X2816AM X2816AM-35 X2816AM-45 


we | witeGeotime | to Pa 
as | Adress Soup Time | to | 
tAH 


Pw | Adress HoldTime (| tof 
tes | witesouptims [0 | 
cn | witeHoidtime +o |) 
cw | Chip Enabio to End of We nput | 160 
toes | OutputEnatioSetupTine | 10 
10 
= 


Output Enable Hold Time 
Write Pulse Width 


t 
Data Setup Time 135 


WE Controlled Write Cycle 


aDppREGS | OOOO eee 


—t—_$—§ tas ———_ > |< —_ tn, , —_> 


CS ees my SPO OIA 


es SG okt SAN 


<—loes—> toeH |< 


+ @—@_—— ! wp ——_—______» 


See 
SSRI oes 
DATA IN XXX Kaa vaio >*KX KKK RXKKX-— 


+ —_—_ tos —___> toy— 


HIGH Z 
BA TALOUT: SRD NO 


0055-5 
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X2816AM 


CE Controlled Write Cycle 


ADDRESS Gr GT FOO OC QOS 


<e—_——t p , ———__> = m—_—_ ta, 


<q toy 


cE | Se 
<«¢——_ twey ——> 
~<«—tors—> <> 


TP TRU SN 


we —~<\ ALT RALY (AGEs 


para in XXXXXKXKKXX XXKK/[KXXXK 
—<+§_\ tps ——_ > | <«— tn 


HIGH Z 


DATA OUT 
0055-6 
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X2816AM 


Ss ssessesssssusssesssses 


PIN DESCRIPTIONS 


Addresses (Ag-Aj9) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (1/O9-1/07) 
Data is written to or read from the X2816A through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2816A. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2816A supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. 
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A byte write operation, once initiated, will automatically 
continue to completion, typically within 5 ms. In order 
to take advantage of the typical write time as opposed 
to the maximum specified time, the user can poll the 
X2816A. The I/O pins are placed in the high imped- 
ance state during the internal programming cycle. Once 
the internal cycle is complete, the X2816A may be ac- 
cessed without any limitations. Therefore, the host can 
poll an address with known data (preferably with ze- 
roes), aS soon as a compare is true, the X2816A is 
ready for another write cycle. 


WRITE PROTECTION 


There are three features that protect the nonvolatile 
data from inadvertent writes. 


® Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


° Vcc Sense—All functions are inhibited when Vcc is 
<8V, typically. 


® Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E2PROMs is approximately 
Ye million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 


X2816AM 
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SYSTEM CONSIDERATIONS 


Because the X2816A is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
1/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2816A has two power modes, standby 
and active, proper decoupling of the memory array is 


of prime concern. Enabling CE will cause transient cur- 
rent spikes. The magnitude of these spikes is depen- 
dent on the output capacitive loading of the |/Os. 
Therefore, the larger the array sharing a common bus, 
the larger the transient spikes. The voltage peaks as- 
sociated with the current transients can be suppressed 
by the proper selection and placement of decoupling 
capacitors. As a minimum, it is recommended that a 
0.1 uF high frequency ceramic capacitor be used be- 
tween Vcc and GND at each device. Depending on the 
size of the array, the value of the capacitor may have 
to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 
from Low to 
High 

Will change 
from High to 
Low 
Changing : 
State Not 
Known 
Center Line 
is High 
Impedance 
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Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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ICOM 


PRELIMINARY INFORMATION ®) 
Commercial X2816B ; 
16K Industrial X2816BI 2048 x & Bit 
Electrically Erasable PROM 
FEATURES DESCRIPTION 


e 250 ns Access Time 
e High Performance Advanced NMOS 
Technology 
e Fast Write Cycle Times 
—16-Byte Page Write Operation 
—Byte or Page Write Cycle: 5 ms Typical 
—Complete Memory Rewrite: 640 ms 
Typical 
—Effective Byte Write Cycle Time of 300 us 
Typical 
@ DATA Polling 
—Allows User to Minimize Write Cycle Time 
e Simple Byte and Page Write 
—Single TTL Level WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 
e JEDEC Approved Byte-Wide Pinout 


The Xicor X2816B is a 2K x 8 E2PROM, fabricated with 
an advanced, high performance N-channel floating 
gate MOS technology. Like all Xicor programmable 
nonvolatile memories it is a 5V only device. The 
X2816B features the JEDEC approved pinout for byte- 
wide memories, compatible with industry standard 
RAMs, ROMs and EPROMs. 


The X2816B supports a 16-byte page write operation, 
typically providing a 300 ys/byte write cycle, enabling 
the entire memory to be written in less than 640 ms. 
The X2816B also features DATA Polling, a system soft- 
ware support scheme used to indicate the early com- 
pletion of a write cycle. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 100 years. 
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PIN CONFIGURATIONS 


; ‘a X2816B 
| X2816B 


(TOP VIEW) 
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PIN NAMES 


Address Inputs 
[/O9-!/O7 Data Input/Output 
WE Write Enable 
CE Chip Enable 


OE Output Enable 
Voc + 5V 

Vss Ground 

NC No Connect 


FUNCTIONAL DIAGRAM 


xX 
BUFFERS 
LATCHES 


16,384-BIT 
E? PROM 
ARRAY 


AND 
DECODER 


Ao-Aio 
ADDRESS 
INPUTS 
Y 
pears 10 BUFFERS 
Ans AND LATCHES 
DECODER 
CE 
ae CONTROL 
OE LOGIC ent AO he Bae 
WE 1/O-1/0; 
DATA INPUTS/OUTPUTS 
Veo O-™ 
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SS SSS SSS SSS ES 


ABSOLUTE MAXIMUM RATINGS* 
Temperature Under Bias 


POO ewd dd ssw keka vee van che oan ee ees —10°C to + 85°C 

Pee is Pe xi ain dnd «68a aloe =< 1 Pare te 
Storage Temperature .................... =o. lout 
Voltage on any Pin with 

Respect to Ground.....................05. —1.0V to +7V 
D.C OUT CUBS oe aise cada edav new ceed od eat ee beae 5 mA 
Lead Temperature 

(oorcenig, 10 seconds)... Sree res 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under ‘Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


X2816B Ta = 0°C to + 70°C, Voc = +5V +10%, unless otherwise specified. 


X2816Bl Ta = —40°C to + 85°C, Vcc = +5V +10%, unless otherwise specified. 


Parameter 


Symbol 


Voc Current (Active) 


Vcc Current (Standby) 


Output Leakage Current 


Min [Input High Voltage | 2.0 || 
Vor _|OutputLow Voltage | [| 
Vox _[OutputHigh Voltage | 24 [| 


Parameter 


ii i 


Test Conditions 


CE = OF = Vit 
All |/O’s = Open 
Other Inputs = Voc 
CE = Vip, OE = Vi. 
All 1/O’s = Open 
Other Inputs = Voc 


| | 10 | A [Vin = GND to Voc 


Vout =_GND 
to Voc, CE = Vin 


Power-Up to Read Operation 


Input Pulse Levels 
Input Rise and 
Input and Output 1.5V 
Timing Levels 

1 TTL Gate and 
Output Load C. = 100 pF 


Standby and 
Write Inhibit 


Write Inhibit 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 


X2816B, X2816Bl 


A.C. CHARACTERISTICS 


X2816B Ta = 0°C to + 70°C, Voc = +5V +10%, unless otherwise specified. 
X2816BI Ta = —40°C to +85°C, Vcc = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


Symbol Parameter 


in. 
a 


pte | hi 
aes 
cot cea 
| See bomen 

Output Disable to Output in High Z 
: 


tCE 
taa 
toE 
{Lz 
Read Cycle 


ADDRESS 


WE 


en ee 
—_— > toiz <— 


pataivo S42 OOK prawns XXX KOK Sara vaso) 


——__—_—t , , ———___> 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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Write Cycle Limits 
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WE Controlled Write Cycle 
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Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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X2816B, X2816BI 


E Controlled Write Cycie 
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Page Mode Write Cycle 
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*For each successive write within the page write operation, Ag—Aj;9 should be the same or 
writes to an unknown address could occur. 
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X2816B, X2816BI 


DATA Polling Timing Diagram 
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X2816B, X2816Bl 


PIN DESCRIPTIONS 


Addresses (Ap-Aji0) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O 9-1/07) 
Data is written to or read from the X2816B through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2816B. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2816B supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X2816B allows the entire 
memory to be typically written in 640 ms. Page write 
allows two to sixteen bytes of data to be consecutively 
written to the X2816B prior to the commencement of 
the internal programming cycle. Although the host sys- 
tem may read data from any location in the system to 
transfer to the X2816B, the destination page address 
of the X2816B should be the same on each subse- 
quent strobe of the WE and CE inputs. That is, Aq 
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through Ajo must be the same for each transfer of data 
to the X2816B during a page write cycle. 


The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to fifteen bytes in the same 
manner as the first byte was written. Each successive 
byte load cycle, started by the WE HIGH to LOW tran- 
sition, must begin within 20 us of the falling edge of the 
preceding WE. If a subsequent WE HIGH to LOW tran- 
sition is not detected within 20 ys, the internal auto- 
matic programming cycle will commence. There is no 
page write window limitation. The page write window is 
infinitely wide, so long as the host continues to access 
the device within the byte load cycle time of 20 us. 


DATA Polling 

The X2816B features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2816B, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
Oxxx Xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. 


WRITE PROTECTION 


There are three features that protect the nonvolatile 
data from inadvertent writes. 


@ Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
<38V, typically. 


@ Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E27PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E2PROMs is approximately 
1% million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 


X2816B, X2816Bl 


SYSTEM CONSIDERATIONS 


Because the X2816B is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
|/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2816B has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 wF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2816B, X2816BI 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 


re) co 
a n 
Q Q 
Ld ee 
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ae | wad 
<< < 
= = 
a ac 
oO oO 
= = 


+125 +25 +125 
AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 


Normalized Access Time 
vs. Ambient Temperature 


~) 


NORMALIZED Ty 


#125 


AMBIENT TEMPERATURE (°C) 
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NOTES 


PRELIMINARY INFORMATION 


® 


16K Military X2816BM 2048 x 8 Bit 
Electrically Erasable PROM 
FEATURES DESCRIPTION 


e 250 ns Access Time 
® High Performance Advanced NMOS 
Technology 
© Fast Write Cycle Times 
—16-Byte Page Write Operation 
—Byte or Page Write Cycle: 5 ms Typical 
—Complete Memory Rewrite: 640 ms 
Typical 
—Effective Byte Write Cycle Time of 300 us 
Typical 
© DATA Polling 
—Allows User to Minimize Write Cycle Time 
© Simple Byte and Page Write 
—Single TTL Level WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 
e JEDEC Approved Byte-Wide Pinout 


The Xicor X2816B is a 2K x 8 E2PROM, fabricated with 
an advanced, high performance N-channel floating 
gate MOS technology. Like all Xicor programmable 
nonvolatile memories it is a 5V only device. The 
X2816B features the JEDEC approved pinout for byte- 
wide memories, compatible with industry standard 
RAMs, ROMs and EPROMs. 


The X2816B supports a 16-byte page write operation, 
typically providing a 300 ys/byte write cycle, enabling 
the entire memory to be written in less than 640 ms. 
The X2816B also features DATA Polling, a system soft- 
ware support scheme used to indicate the early com- 
pletion of a write cycle. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 100 years. 


PIN CONFIGURATIONS 


Ay NC NC NC Vcc WE NC 


X2816B 


(TOP VIEW) 


6 19 
X2816B 


PIN NAMES 


Address Inputs 
Data Input/Output 
WE Write Enable 

CE Chip Enable 


1/O9-1/07 
WE 


OE Output Enable 
Vcc + OV 

Vss Ground 

NC No Connect 
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FUNCTIONAL DIAGRAM 
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X2816BM 


ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias.................. =—65O10°+ 134°C 
Storage Temperature .................... —65°C to + 150°C 
Voltage on any Pin with 

PIGSDCCT IC CN OUIR) ces rec ces ecccestieeens ST lor re 
DAO GUE so anda ule ue Paden e bes Ves aeew ree 5 mA 
Lead Temperature 

(Soldering, 10 Seconds)... 6.65.6 can es cud tertste abies 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Ta = —55°C to + 125°C, Vocg = +5V +10%, unless otherwise specified. 


Input Low Voltage 


TYPICAL POWER-UP TIMING 


Symbol 


Parameter 


Synibel ior te 
Cin. [ Tye.) | Max. 

Icc 

ee : 


a aera 
[Input High Voltage | 20 | 
cee Cae 
Be, seed 


< 
OQ 
?) 

a 

-) 


Test Conditions 


CE = OE = Vi_ 
All |/O’s = Open 
Other Inputs = Vcc 
CE = Vip, OE = Vi 
All !/O’s = Open 
Other Inputs = Vcc 


10 Vin = GND to Voc 


Power-Up to Read Operation 


Power-Up to Write Operation 


CAPACITANCE Ta = 25°C, f = 1.0 MHz, Vcc = 5V 


Input Pulse Levels| OV to3.0V 


Input Rise and 


Fall Times 


Input and Output 
dai 1.5V 
Timing Levels 


1 TTL Gate and 
Cy = 100 pF 


Output Load 


| Di | Active 


High Z Standby 


| VO | Power _| 


Standby and 
Write Inhibit 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 


X2816BM 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Vocg = +5V £10%, unless otherwise specified. 


X2816BM-25 X2816BM 


Read Cycle Limits 


oy 
ne EC STE 
Pe 


Output Enable Access Time 
uz | Chipenableto OutputintowZ | 1 | ‘| 10 


ADDRESS 


WE 


tuz 


pata io S82 OK para vatio XX XOK oa vaio} 


+t, ,9 ——___> 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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X2816BM 


Write Cycle Limits 


Symbol 


Delay to Next Write 500 


WE Controlled Write Cycle 


a Ss XXX KKK XXKXX 
eS, Gia Mio OIL ILA 
Rana 
22 ae ~ [a SSSSSg 
a <—<______twp——______» TT 
KXXXX-— 


two 
tas 
taH 
tcs 
ICH 
tcw 
twp 
tov 
tps 
tDH 
tow 


——— (yoga 


DATA IN QKKOOK Daa vaLiD KOKO 


$a to —__—_> << toy-—_ 


DNTAOUT SO a 
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Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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X2816BM 


CE Controlled Write Cycle 
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Page Mode Write Cycle 
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*For each successive write within the page write operation, Ag—Aj9 should be the same or 
writes to an unknown address could occur. 
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X2816BM 


DATA Polling Timing Diagram 


nooress as XXXXN) OO HH) RXR 
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X2816BM 


PIN DESCRIPTIONS 


Addresses (Ap-Aj0) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O9-1/07) 
Data is written to or read from the X2816B through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2816B. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2816B supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X2816B allows the entire 
memory to be typically written in 640 ms. Page write 
allows two to sixteen bytes of data to be consecutively 
written to the X2816B prior to the commencement of 
the internal programming cycle. Although the host sys- 
tem may read data from any location in the system to 
transfer to the X2816B, the destination page address 
of the X2816B should be the same on each subse- 
quent strobe of the WE and CE inputs. That is, A, 


through Ag must be the same for each transfer of data 
to the X2816B during a page write cycle. 


The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to fifteen bytes in the same 
manner as the first byte was written. Each successive 
byte load cycle, started by the WE HIGH to LOW tran- 
sition, must begin within 20 us of the falling edge of the 
preceding WE. If a subsequent WE HIGH to LOW tran- 
sition is not detected within 20 us, the internal auto- 
matic programming cycle will commence. There is no 
page write window limitation. The page write window is 
infinitely wide, so long as the host continues to access 
the device within the byte load cycle time of 20 ps. 


DATA Polling 

The X2816B features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2816B, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/Q7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. 


WRITE PROTECTION 


There are three features that protect the nonvolatile 
data from inadvertent writes. 


@ Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 


® Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E2PROMs is approximately 
1% million cycles, as documented in RR504, the Xicor 
Reliability Report on Endurance. \ncluded in that report 
is a method for determining the expected endurance of 
the device based upon the specific application environ- 
ment. RR504 and additional reliability reports are avail- 
able from Xicor. 


X2816BM 


SYSTEM CONSIDERATIONS 


Because the X2816B is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
I/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2816B has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 
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Normalized Active Supply Current 
vs. Ambient Temperature 
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Normalized Standby Supply Current 
vs. Ambient Temperature 


NORMALIZED Icp 


| 
#125 


AMBIENT TEMPERATURE (°C) 


NOTES 


ILOP 


® 


DATA SHEET SUPPLEMENT 


16K Mil-Std-883C X2816BMB 2048 x 8 Bit 


Electrically Erasable PROM 


A.C. AND D.C. REQUIREMENTS FOR CHIP ERASE With the exception of Vog, all device A.C. and D.C. pa- 
The X2816BMB provides a mode of operation that rameters are the same as those for normal operation. 
erases the entire contents of the memory in one write 
cycle. This mode is entered by raising OE to between 
+20V and + 22V, placing all |/Os at Vj and perform- 
ing a standard write operation. The erasure will be 
completed in 10 ms. 


A.C. CHIP ERASE CHARACTERISTICS 


The chip erase operation is only guaranteed on Mil- 
Std-883C product. 


Tee 


OE Chip Erase Voltage + 20 


Chip Erase Cycle 
Voe 
tos —__ toeH 
twe <a 
~~ | ° i 


Vec = 5V +10% 
Veco INPUT 


/Oo-7 


Note: All timing is referenced to WE edges. 
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NOTES 


iCOr 


® 
Commercial X2864A : 
64K Industrial X2864Al 8192 x 8 Bit 
Electrically Erasable PROM 
FEATURES DESCRIPTION 


e 250 ns Access Time 
e Fast Write Cycle Times 
—16-Byte Page Write Operation 
—Byte or Page Write Cycle: 5 ms Typical 
—Complete Memory Rewrite: 2.6 Sec. 
Typical 
—Effective Byte Write Cycle Time of 300 us 
Typical 
© DATA Polling 
—Allows User to Minimize Write Cycle Time 
e Simple Byte and Page Write 
—Single TTL Level WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 
e JEDEC Approved Byte-Wide Pinout 


The Xicor X2864A is a 8K x 8 E2PROM, fabricated with 
the same reliable N-channel floating gate MOS tech- 
nology used in all Xicor 5V programmable nonvolatile 
memories. The X2864A features the JEDEC approved 
pinout for byte-wide memories, compatible with industry 
standard RAMs, ROMs and EPROMs. 


The X2864A supports a 16-byte page write operation, 
effectively providing a 300 ys/byte write and enabling 
the entire memory to be written in less than 2.6 sec- 
onds. The X2864A also features DATA Polling, a sys- 
tem software support scheme used to indicate the ear- 
ly completion of a write cycle. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Refer to Device 
Operation for further endurance information. Data re- 
tention is specified to be greater than 100 years. 


PIN CONFIGURATIONS 
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PIN NAMES 


Address Inputs 
Data Input/Output 
Write Enable 

Chip Enable 
Output Enable 

+ 5V 

Ground 

No Connect 


1/O9-1/07 
WE 


CE 


OE 
Voc 


Vss 
NC 


FUNCTIONAL DIAGRAM 


X 
BUFFERS 
LATCHES 


65,536-BIT 
E2PROM 


AND ARRAY 
RaecRic DECODER 
ADORESS - 
INPUTS 
Y 
pees 1/0 BUFFERS 
AND AND LATCHES 
DECODER 
ee 
OE AND 09-107 
WE TIMING DATA INPUTS/OUTPUTS 
Vcc OS 
Vss C-——- 
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X2864A, X2864Al 
EN ee 


ABSOLUTE MAXIMUM RATINGS* *COMMENT 
Temperature Under Bias Stresses above those listed under ‘‘Absolute Maximum Rat- 
pe | eS a een nner FT =10°C toe. + 85°C ings” may cause permanent damage to the device. This is a 
pe Ie ee ne ee ER eta a, —65°C to + 185°C stress rating only and the functional operation of the device at 
Storage Temperature .................... =67 0 + 150°C these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
5 eke is): rr =J,0V to + 7V to absolute maximum rating conditions for extended periods 
EIT 6 ins avd 5 ie hice Sos moe 29 RSE ERS 5 mA may affect device reliability. 
Lead Temperature 
Se TTN FU TOORIIIG) noe av ect ss ke cae e cc cmanns 300°C 


D.C. OPERATING CHARACTERISTICS 


X2864A Ta = 0°C to +70°C, Voc = +5V +5%, unless otherwise specified. 
X2864Al Ta = —40°C to + 85°C, Voc = +5V +10%, unless otherwise specified. 
C 
S 


‘Symbot] Parameter X2864A Limits | X2864Al Limits Tesi anenan 
B 
IL 


140 


Voc Current (Standby) 


ok, 
& 
2) 


Vcc Current (Active) CE = OF = Vi, 


| 
All 1/O’s = Open 
Other Inputs = Voc 

| CE = VIH; OE = VIL 
All |/O’s = Open 

Input Leakage Current 

Output Leakage Current 

Input Low Voltage — 

Input High Voltage 


Other Inputs = Voc 
Vin = GND to Vcc 
Vout = GND to Vcc, CE = Vip 


10 


Nh 
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3 
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<Be| 3| 2] 8. 


io) 


Pe ees 
oe te) 
Ol 


cc +0. co FT. 


N Mis 
< 


lon = 2.1 mA 
en Fe Ee a 


TYPICAL POWER-UP TIMING 


Symbol Parameter Typ.(1) 
Power-Up to Read Operation 
Power-Up to Write Operation 


CAPACITANCE Ta = 25°C, f = 1.0 MHz, Voc = 5V 


Mo 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 


| _-Mode | 0 | Power _| 
| Write | Dw | Active 


nes 
H 
Write Iahibit 
a Ee. = SS 
He ee a 


X Write Inhibit =| — 
Write Inhibit | — | 
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X2864A, X2864Al 


A.C. CHARACTERISTICS 


X2864A Ta = 0°C to +70°C, Voc = +5V +5%, unless otherwise specified. 
X2864Al Ta = —40°C to +85°C, Voc = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


X2864A-25 X2864A X2864A-35 X2864A-45 
X2864AI-25 X2864Al X2864AI-35 | X2864AI-45 
Ei 5 tin, | Max. | win. | Max. | Min, | Max. | Min. | Max. | 


‘tao | ReadGyciotime ———~«dt aso | goo] | aso] | 50 || ne 
‘ice | ChipEnable AccessTime | | 260 | | 900] | a60| | 450 | ns 
Tua | Address Access Time —+| | 260 | 900 | | a50| | #50 | ne 
[toe | OutputEnable Access Time |_| too |_| 100 |_| 100 |__| 100 | ns _| 
[uz | GhipenabietoOuputintowz | | |v] || |i] | ne 
‘tz | Chip Disable to OutputinighZ | 10 | 60 | 10 | e0 | 10 | a0 | 10 | 100| ne 
to{ [wo] fof fw] | ns 
Output Disable to Output in High Z -40--| 60: |-10°-|--80-| 10. |-80-|-t0 | 100° |~--ne~+ 
‘ton | OutputHoidtromAddress Change | 10 | | 10 | [10 | [10] | ns 


Read Cycle 


ADDRESS 


WE 


DATA 1/0 ——— OOK Bara vatio OK XK OK _para vaio 


ee ee 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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X2864A, X2864Al 


Write Cycle Limits 


Address Hold Time 
Write Setup Time 
Write Hold Time 


WE Controlled Write Cycle 


twe 
ADDRESS XK KK KOO KD 


—t—§_ las ——_ > | tg > 


Se, eee OU LAI 


AOA i OK 


<— toes — toeH |<—> 


—+_£§$§$_—_—_ twp ——_—_______» 


5 Oe 


——— tween 


oye XXKKXOK ovat XX XX KY KXKKX-— 


A tps ———> |< t,, —> 


HIGH Z 
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X2864A, X2864Al 


CE Controlled Write Cycle 


twe 
ADDRESS COOK KKKE 
<—_t pg ——__ > | —__t ,,, > 


<“—q——________——- {cy 


KAAN 


<@— twen ——> 
aii -- 


SP SRECLT/ ARTS 


DATAIN XXXXKKXXXXX XXX) [KXXXX 


ef 9 os ———— a@—tpy 


HIGH Z 
DATA OUT 


Page Mode Write Cycle 


<=_ SP 
sappress——X_ XX ff XX XX | FRX 


BYTEO BYTE1 BYTEZ BYTE n BYTE D+1 BYTE n+2 


twe —— > 


*Eor each successive write within the page write operation, A4—A12 should be the same or 
writes to an unknown address could occur. 
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X2864A, X2864Al 


DATA Polling Timing Diagram 


ADDRESS An 910,050, 0 GEE CD 4°00, \RN650 0, QCD 40050000 


3-62 


X2864A, X2864Al 


pe 


PIN DESCRIPTIONS 


Addresses (Ap-Aj2) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O 9-1/07) 
Data is written to or read from the X2864A through the 
|/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2864A. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2864A supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X2864A allows the entire 
memory to be written in 2.6 seconds. Page write allows 
two to sixteen bytes of data to be consecutively written 
to the X2864A prior to the commencement of the inter- 
nal programming cycle. The destination addresses for 
a page write operation must reside on the same page; 
that is, Aq through Az2 must not change. 
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The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to fifteen bytes in the same 
manner as the first byte was written. Each successive 
byte write cycle must begin within 20 us of the falling 
edge of WE of the preceding cycle. If a subsequent 
WE HIGH to LOW transition is not detected within 
20 ps the internal automatic programming cycle will 
commence. 


DATA Polling 

The X2864A features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2864A, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, !/O7 will reflect true data. 


WRITE PROTECTION 


There are three features that protect the nonvolatile 
data from inadvertent writes. 


® Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 


® Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E7PROMs is documented in 
RR504, the Xicor Reliability Report on Endurance. \n- 
cluded in that report is a method for determining the 
expected endurance of the device based upon the spe- 
cific application environment. RR504 and additional re- 
liability reports are available from Xicor. 


X2864A, X2864Al 


On 


SYSTEM CONSIDERATIONS 


Because the X2864A is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
I/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2864A has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2864A, X2864Al 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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#125 


#125 


AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 


Normalized Access Time 
vs. Ambient Temperature 


NORMALIZED Tag 


#125 


AMBIENT TEMPERATURE (°C) 
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NOTES 
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ILOP 


® 
64K Military X2864AM 8192 x 8 Bit 
Electrically Erasable PROM 
FEATURES DESCRIPTION 


® 250 ns Access Time 
e Fast Write Cycle Times 
—16-Byte Page Write Operation 
—Byte or Page Write Cycle: 5 ms Typical 
—Complete Memory Rewrite: 2.6 Sec. 
Typical 
—Effective Byte Write Cycle Time of 300 us 
Typical 
® DATA Polling 
—Allows User to Minimize Write Cycle Time 
e Simple Byte and Page Write 
—Single TTL Level WE Signal 
—Iinternally Latched Address and Data 
—Automatic Write Timing 
e JEDEC Approved Byte-Wide Pinout 


The Xicor X2864A is a 8K x 8 E2PROM, fabricated with 
the same reliable N-channel floating gate MOS tech- 
nology used in all Xicor 5V programmable nonvolatile 
memories. The X2864A features the JEDEC approved 
pinout for byte-wide memories, compatible with industry 
standard RAMs, ROMs and EPROMs. 


The X2864A supports a 16-byte page write operation, 
effectively providing a 300 us/byte write and enabling 
the entire memory to be written in less than 2.6 sec- 
onds. The X2864A also features DATA Polling, a sys- 
tem software support scheme used to indicate the ear- 
ly completion of a write cycle. 


Xicor E27PROMs are designed and tested for applica- 
tions requiring extended endurance. Refer to Device 
Operation for further endurance information. Data re- 
tention is specified to be greater than 100 years. 


PIN CONFIGURATIONS 


Ar Aiz2 NC NC Vcc WE NC 


X2864A 


7 22 (TOP VIEW) 
X2864A 


VO; /O2 Vss NC 1/03 1/04 VOs 


0069-2 


0069-1 


PIN NAMES 


Ag-Aj42 
\/O9-1/07 
WE 

CE 


Address Inputs 
Data Input/Output 
Write Enable 

Chip Enable 
Output Enable 
4+-5V 

Ground 

No Connect 


OE 
Voc 


Vss 
NC 


FUNCTIONAL DIAGRAM 


X 
BUFFERS 
LATCHES 


65,536-BIT 
E2PROM 
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ae DECODER 
ADDRESS 
INPUTS 
Y 
BurrFeRs | | 110 aurrers 
Anh AND LATCHES 
DECODER 
CE eee 
OE AND 1/O9-/07 
WE TIMING DATA INPUTS/OUTPUTS 
Vcc O-—? 
Vss OB 
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X2864AM 
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ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias.................. =65°C to=+ 138°C 
Storage Temperature .................... ~65°C fo + 150°C 
Voltage on any Pin with 

MGSpeCrr COON eer ic =TOV to FTV 
D.C. Output Carrent cc. ccc ccc ec ee ccusweencsdeuveets 5 mA 
Lead Temperature 

(Soldering, 10. SOCONGS) ... 66.0065 dcseneedee eecttee 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under ‘Absolute Maximum Rat- 
ings’ may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


loc Voc Current (Active) 


Isp Vcc Current (Standby) 


Input Leakage Current 


Output Leakage Current 


| 

Input Low Voltage ee BS, 

Input High Voltage 2.0 
2.4 


Output Low Voltage 
VOH Output High Voltage 


TYPICAL POWER-UP TIMING 


ad 
‘SN 


Parameter 


| 


= = 
> > 


Voc + 1.0 


Test Conditions 


CE = OF = Vi, 
All |/O’s = Open 
Other Inputs = Voc 
CE = Vin, OE = Vit 
All |/O’s = Open 
Other Inputs = Voc 


nA Vin = GND to Voc 
pA Vout = GND to Vcc, CE = Vip 


lo. = 2.1mA 
loH = —400 pA 


Power-Up to Read Operation 
Power-Up to Write Operation 


CAPACITANCE Ty, = 25°C, f = 1.0 MHz, Voc = 5V 


WE | Mode | vo | 

Active 

Active 
High Z 


|X | Write Inhibit, | 
| HH | Writeinhibit | | 


X Standby and 
Write Inhibit 


Standby 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 


X2864AM 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Vocg = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


symbol Parameter X2864AM-35 
wee tee eee 


ing [ReadGyciotime i aso | | soo | | oso | | 450] | ne 
ice |ChipEnationccesstime | | 250] | so | | o60 | | «60 | ne 


ADDRESS 


Vin 


WE 


<q—_t_ ,—_»> 
--—— he toiz <j 


paratro GHz OOK pareve KX OK owe vaso) 


<—y¥§—__—_——-t, , ———_> 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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X2864AM 


Write Cycle Limits 


Symbol 


a 
r 
twp 


a 

[wits odTine =| 

ee ee EE 

Re a ee ee ee 

eh a ee 
[tow | Deleytonoawite | oo [SS 


WE Controlled Write Cycle 


ADDRESS. MO KIKI 
| OES Vieae Mase DOGS SA 
Boel oe fet) 
eg" aS: eee 
WE ee ~S 
KXXX- 


DATA IN RXQOOOK Data vALID KK KX 


32 — tos | tp, 


BAUER 


0069-5 
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X2864AM 


CE Controlled Write Cycle 


twe 


ADDRESS OOOO EEREXREX] 


—+—_§|_ tags ——_ > | +—__1 ,,, ——> 


—¢-_—_—_—_——_tcw 


KAAN/ 


ee» —_— > 
ad td 


=e en 
See MN 770 04/ 07M 


pata in XXXXXXKX ae XXX] [XXXKX 


A$$ tos—— > | — I py, 


HIGH Z 
DATA OUT 


Page Mode Write Cycle 


‘appress XX Xf X__ XX XXX 


BYTEO BYTE1 BYTE 2 BYTE n BYTE n+1 BYTE n+2 
two ————> 


*For each successive write within the page write operation, Ag—A;2 should be the same or 
writes to an unknown address could occur. 
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X2864AM 


DATA Polling Timing Diagram 


ADDRESS An OW) XX) OX OOK 
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X2864AM 


PIN DESCRIPTIONS 


Addresses (Ap-Aj42) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I1/O9-1/07) 
Data is written to or read from the X2864A through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2864A. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2864A supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X2864A allows the entire 
memory to be written in 2.6 seconds. Page write allows 
two to sixteen bytes of data to be consecutively written 
to the X2864A prior to the commencement of the inter- 
nal programming cycle. The destination addresses for 
a page write operation must reside on the same page; 
that is, Ag through A;2 must not change. 
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The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to fifteen bytes in the same 
manner as the first byte was written. Each successive 
byte write cycle must begin within 20 us of the falling 
edge of WE of the preceding cycle. If a subsequent 
WE HIGH to LOW transition is not detected within 
20 us the internal automatic programming cycle will 
commence. 


DATA Polling 

The X2864A features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2864A, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
OXxxx Xxxx, read data = 1Xxxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. 


WRITE PROTECTION 


There are three features that protect the nonvolatile 
data from inadvertent writes. 


© Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3V, typically. 


@ Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E7PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E7PROMs is documented in 
RR504, the Xicor Reliability Report on Endurance. \n- 
cluded in that report is a method for determining the 
expected endurance of the device based upon the spe- 
cific application environment. RR504 and additional re- 
liability reports are available from Xicor. 


X2864AM 


SYSTEM CONSIDERATIONS 


Because the X2864A is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
1/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2864A has two power modes, standby 
and active, proper decoupling of the memory array is of 


3-74 


prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 wF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2864AM 
sss 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 
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AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
0069-10 


Normalized Access Time 
vs. Ambient Temperature 


NORMALIZED Ty, 


AMBIENT TEMPERATURE (°C) 
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NOTES 


DATA SHEET SUPPLEMENT 


ee 
Lor 
®) 


64K Mil-Std-883C 


X2864AMB 


8192 x 8 Bit 


Electrically Erasable PROM 


A.C. AND D.C. REQUIREMENTS FOR CHIP ERASE 


CHIP ERASE FUNCTIONALITY WILL BE GUARANTEED VIA C-SPEC ONLY. ADD C6600 TO XICOR PART 


NUMBER WHEN ORDERING. 

The X2864AMB provides a mode of operation that 
erases the entire contents of the memory in one write 
cycle. This mode is entered by raising OE to between 
+18V and + 22V, placing all |/Os at Viy and perform- 
ing a standard write operation. The erasure will be 
completed in 10 ms. 


A.C. CHIP ERASE CHARACTERISTICS 


Parameter 


Voge Setup Time 
VOE Hold Time 


tw 


D.C. CHARACTERISTIC FOR Vor 


ee tine |e 


With the exception of Vog, all device A.C. and D.C. pa- 
rameters are the same as those for normal operation. 


The chip erase operation is only guaranteed on Mil- 
Std-883C product. 


Limits 


| Voe OE Chip Erase Voltage 


Chip Erase Cycle 


Voc INPUT 


1/Oo_7 


Note: All timing is referenced to WE edges. 
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Vec = 5V +10% 


May 1987 


NOTES 
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®) 
Ultra High | : 
64K Temperature X2864AT 8192 x 8 Bit 
Electrically Erasable PROM 
FEATURES DESCRIPTION 


@ 350 ns Access Time 
e Fast Write Cycle Times 
—16-Byte Page Write Operation 
—Byte or Page Write Cycle: 10 ms Typical 
—Complete Memory Rewrite: 5.2 Sec. 
Typical 
—Effective Byte Write Cycle Timé of 600 us 
Typical 
® DATA Polling 
—Allows User to Minimize Write Cycle Time 
® Simple Byte and Page Write 
—Single TTL Level WE Signal 
—Iinternally Latched Address and Data 
—Automatic Write Timing 
e JEDEC Approved Byte-Wide Pinout 


The Xicor X2864A is a 8K x 8 E2PROM, fabricated with 
the same reliable N-channel floating gate MOS tech- 
nology used in all Xicor 5V programmable nonvolatile 
memories. The X2864A features the JEDEC approved 
pinout for byte-wide memories, compatible with industry 
standard RAMs, ROMs and EPROMs. 


The X2864A supports a 16-byte page write operation, 
effectively providing a 600 ws/byte write and enabling 
the entire memory to be written in less than 5.2 sec- 
onds. The X2864A also features DATA Polling, a sys- 
tem software support scheme used to indicate the ear- 
ly completion of a write cycle. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Refer to Device 
Operation for further endurance information. Data re- 
tention is specified to be greater than 100 years. 


PIN CONFIGURATIONS 


X2864A 
(TOP VIEW) 


7 22 
X2864A 


1/0; WO2 Vss NC 1/03 1/04 /Os 
0066-2 


PIN NAMES 


Address Inputs 
Data Input/Output 
Write Enable 

Chip Enable 
Output Enable 
+-5V 

Ground 

No Connect 


\/O9-1/07 
WE 
CE 


OE 
Vcc 


Vss 
NC 


FUNCTIONAL DIAGRAM 


X 
BUFFERS 
LATCHES 


65 ,536-BIT 
E2PROM 


AND ARRAY 
nates DECODER 
ADORESS - 
INPUTS 
Y 
BUFF 
paenee 1/0 BUFFERS 
AND AND LATCHES 
DECODER 
See ieee Bee 
OE AND 1/O9-/07 
WE TIMING DATA INPUTS/OUTPUTS 
Vcc Oo-——> 
Vss O—» 
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X2864AT 


ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias.................. —10°C to + 160°C 
Storage Temperature .................... -CE2C.10-+- 160°C 
Voltage on any Pin with 

PIGS OOCL (0 CHOUING 5 5 cosa acevee cas 0aees se es —1.0V-1o F7V 
i. SUE CANTON 4.6 Give sda ckk sa <ngu Pasa bees ewes 5 mA 
Lead Temperature 

(Soldering, 10 Seconds) .............. 0.00. e eee ee 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under ‘Absolute Maximum Rat- 
ings’ may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Ta = 0°C to + 150°C, Voc = +5V +5%, unless otherwise specified. 


Voc Current (Active) 


Voc Current (Standby) 


Pp Input Leakage Current 


Vi | Input Low Voltage 
| Vin | InputHigh Voltage 
| Vor | Output Low Voltage | 


Output High Voltage 


ne) 
£ 


— | 
oar) S 


on 


0 
2.4 


TYPICAL POWER-UP TIMING 


Symbol 


Parameter 


11 


co tT 0. 


io) 
on 


Test Conditions 


CE = OF = Vi. 
All |1/O’s = Open 
Other Inputs = Vcc 
CE = Vin, OE = Vit 
All 1/O’s = Open 
Other Inputs = Voc 


A Vout = GND to Voc, CE = Viy 


lo. = 2.1mA 
loH = —400 pA 


Power-Up to Read Operation 


Power-Up to Write Operation 


CAPACITANCE Ta, = 25°C, f = 1.0 MHz, Voc = 5V 


apie 
rier 


| WE | 
(aa ae 
pot | Write | Dy 
Lae 


Write Inhibit 


Active 


Standby and High Z 
Write Inhibit 


| Write Inhibit | — | 
bit | 


Standby 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 


X2864AT 


A.C. CHARACTERISTICS 
Ta = 0°C to + 150°C, Voc = +5V +5%, unless otherwise specified. 


Read Cycle Limits 


ex | Min | oe 
oa 


Min | 

| tce | GhipEnableAccesstime || 50_ | | 450 | 
a a! 
ae 


RC 
E 

, 

Chip Disable to Output in High Z 150 150 
(3) Output Disable to Output in High Z 150 150 


ADDRESS 


WE 


<«—_t_z—> 
— ie torz —-—— 


para io HSH? OOK errant XXX IOK oma va) 


——_—_—t,, ————_> 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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X2864AT 


Write Cycle Limits 


Symbol 


ee ee 
a 
[es | Wits setuptine | 0 
ge 
: 

twp 


20 


car aR 
rouge 
Ses 
ores 
a a 
Sees 
Eset 
ee 
ake | eee | we eo 
i Re eS 


WE Controlled Write Cycle 


us 


00 
40 


ADDRESS OK KKK KKK KKK 


—t—— tas > |< —_ tp — 


SS as SOS ES 


Lee 2 CS ees EN 


<«—tors—> toeH |<— > 


—+—_§|_§__—_\_ twp ——_______» 


5 ee 


—_—— twee ———— 


DATA IN CCCCC) TT SD COCO [COCCI 


A tps ——— > |< tp, —> 


HIGH 
DATA OUT ox SS oT SS 
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X2864AT 


CE Controlled Write Cycle 


twe 


ADDRESS OO OOKEE IKK 


hy at —t,a—_ 


<—-—__-—--—— tow 


KAAN/ 


EE was 
——_a | 


he aang 
Se ms TL ZZ ZZ LZZZ 


pata in SOX est — an XXX [OOK 


9 6 —-— egy 


HIGH Z 
DATA OUT 


Page Mode Write Cycle 


-avoness — XXX XX 


1 OXXKXXXXKRX XX X___—C*FXtAST BYTE) 


BYTEO BYTE1 BYTE 2 BYTE n BYTE n+1 BYTE n+2 
twe —————— > 


*For each successive write within the page write operation, Ag—A;2 should be the same or 
writes to an unknown address could occur. 
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X2864AT 


DATA Polling Timing Diagram 


ADDRESS An QO An DK OX 
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X2864AT 


PIN DESCRIPTIONS 


Addresses (Ag-Aj92) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I1/O9-1/07) 
Data is written to or read from the X2864A through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2864A. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2864A supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 10 ms. 


Page Write Operation 

The page write feature of the X2864A allows the entire 
memory to be written in 5.2 seconds. Page write allows 
two to sixteen bytes of data to be consecutively written 
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to the X2864A prior to the commencement of the inter- 
nal programming cycle. The destination addresses for 
a page write operation must reside on the same page; 
that is, Ag through Aj. must not change. 


The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to fifteen bytes in the same 
manner as the first byte was written. Each successive 
byte write cycle must begin within 20 ys of the falling 
edge of WE of the preceding cycle. If a subsequent 
WE HIGH to LOW transition is not detected within 
20 ps the internal automatic programming cycle will 
commence. 


DATA Polling 

The X2864A features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2864A, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. 


WRITE PROTECTION 


There are two features that protect the nonvolatile data 
from inadvertent writes. 


® Noise Protection—A WE pulse of less than 20 ns will 
not initiate a write cycle. 


¢ Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


ENDURANCE 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. The process aver- 
age for endurance of Xicor E7PROMs is documented in 
RR504, the Xicor Reliability Report on Endurance. \n- 
cluded in that report is a method for determining the 
expected endurance of the device based upon the spe- 
cific application environment. RR504 and additional re- 
liability reports are available from Xicor. 


X2864AT 


Neen SSS SSS SSS 


SYSTEM CONSIDERATIONS 


Because the X2864A is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
1/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2864A has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the |/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 pF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X2864AT 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 


ce) co 
2 Nn 
Q Q 
rt) ry) 
N N 
ll “Al 
< < 
= = 
a a 
oO oO 
= Zz 


#75 #125 4175 


Ty (°C) 


+75 #125 +175 


Ty (°C) 
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ICOM 


PRELIMINARY INFORMATION ®) 
Commercial X2864B . 
ons Industrial X2864BI 8192 x 8 Bit 


Electrically Erasable PROM 


TYPICAL FEATURES 
e 120 ns Access Time 
e High Performance Scaled NMOS 
Technology 
e Fast Write Cycle Times 
—32-Byte Page Write Operation 
—Byte or Page Write Cycle: 3 ms Typical 
—Complete Memory Rewrite: 750 ms 
Typical 
—Effective Byte Write Cycle Time of 95 ys 
Typical 
@ DATA Polling 
—Allows User to Minimize Write Cycle Time 
e Simple Byte and Page Write 
—Single TTL Level WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 
e JEDEC Approved Byte-Wide Pinout 


PIN CONFIGURATIONS 


Ar Ai2 NC NC Vcc WE NC 


<cenqe” = ay Ly Jereiees, Wa geess 


ES A ort 


a 


So 


AS re 


ie Ar ys i X2864B "3 OE 
7 x2Mmoe-~§~—6©=~<.iC.SOCTOP VIEW). 
; X2864B Ar Yio} (TOP VIEW) Pa Aro 
Ao Vij CE 


a a 


‘ 
vt «aS 
Cn ee a a a ee Pee Te PS 


VO; /O2 Vss NC 1/03 1/04 Os 
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PIN NAMES 


Ao-Ai2 Address Inputs 


1/O9-!/07 Data Input/Output 
WE Write Enable 

CE Chip Enable 

OE Output Enable 
Voc Oy 

Vss Ground 


NC No Connect 


DESCRIPTION 


The Xicor X2864B is a 8K x 8 E2PROM, fabricated with 
an advanced, high performance N-channel floating 
gate MOS technology. Like all Xicor programmable 
nonvolatile memories it is a 5V only device. The 
X2864B features the JEDEC approved pinout for byte- 
wide memories, compatible with industry standard 
RAMs, ROMs and EPROMs. 


The X2864B supports a 32-byte page write operation, 
effectively providing a 95 yws/byte write cycle and en- 
abling the entire memory to be written in less than 
750 ms. The X2864B also features DATA Polling, a 
system software support scheme used to indicate the 
early completion of a write cycle. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 10 years. 


FUNCTIONAL DIAGRAM 


x 
BUFFERS 
LATCHES 


65,536-BIT 
E2PROM 


AND ARRAY 
hee tes DECODER 
ADDRESS 
INPUTS 
Y 
BUFFER 
Se 1/0 BUFFERS 
ANG AND LATCHES 
DECODER 
eee || — 
OE AND 1/O9-V07 
WE TIMING DATA INPUTS/OUTPUTS 
Vcc OS 
Vss OS 
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X2864B, X2864BI 


ABSOLUTE MAXIMUM RATINGS* *COMMENT 
Temperature Under Bias Stresses above those listed under ‘Absolute Maximum Rat- 
PO oe cn vac ae vn cle eae one os Be eee 16 4aSC ings” may cause permanent damage to the device. This is a 
PM Ge 55.55 bonds deere“. s Sge've ee —65°C to + 135°C stress rating only and the functional operation of the device at 
Storage Temperature .................... “OSC to 150°C these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
Respect to Ground.................00c000. —1,0V to 7V to absolute maximum rating conditions for extended periods 
CoM GE UNI oi see eve cae s bv ne nny ER 5 mA may affect device reliability. 
Lead Temperature 
(soldenng 70 Seconds) = =. 7.0 2 A OS 300°C 


D.C. OPERATING CHARACTERISTICS 


X2864B Ta = 0°C to + 70°C, Vcc = +5V +5%, unless otherwise specified. 
X2864Bl Ta = —40°C to +85°C, Vog = +5V +5%, unless otherwise specified. 


Limits res 
rae Parameter | ___tite Test Goriditions 
[emet Min. | Typ.) ae] Unie | Teeteonatone 
loc 150 mA CE = OF = Vi. 
All 1/O’s = Open 
Other Inputs = Voc 
Isp mA CE = Vin, OE = VIL 
All 1/O’s = Open 
Other Inputs = Voc 
Input Leakage Current | | | 10] wA_| Vin = GND to Voc 
OutputLeakage Current || | 10 | wA_| Vour = GND to Vcc, CE = Vin 
pee tenvetgge | | te ee | 
Input High Voltage 2.0 Meg t0:| Vi 
lo = 2.1 mA 


Output Low Voltage 
VOH Output High Voltage 


TYPICAL POWER-UP TIMING 


Symbol Parameter 
Power-Up to Read Operation 
Power-Up to Write Operation 


Input/Output Capacitance 
Input Capacitance 


Input Pulse Levels} 0.4V to 2.4V 


Input Rise and 


Input and Output 


Vio = OV 
Vin = OV 


| WE | Mode [| vo | Power _| 


mae 0.8V and 2.0V X Standby and High Z Standby 
Write Inhibit 


Timing Levels 
x | & | x | wWriteinniot [oT = | 
a 


1 TTL Gate and ; a: 
Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 
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X2864B, X2864BI 


A.C. CHARACTERISTICS 


X2864B Ta = 0°C to + 70°C, Voc = +5V £5%, unless otherwise specified. 
X2864BI Ta = —40°C to + 85°C, Voc = +5V +5%, unless otherwise specified. 


Read Cycle Limits 


ee — =p 

Sabadssbor X2864Bl-12 X2864BI-15 X2864Bl-18 

| Min, | Max. | Min, | Max. | Min, | Max. | 
at 2 eee 


aa | Adress Access Tine i 

ioe | Output Enable Access Tine [| 50 

Tur | TE Lowto Active Gusto 

Ctouz | OE Lowto active Out | 0 

Fz) | CE High to righz Output ‘| 0 
oe 


OE High to High Z Output 
Output Hold from Address Change 


Read Cycle 


ADDRESS 


touz 
tou tuz 


DATA 1/0 (XX eaTa vatio___XXXXXXKX ora var 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 


X2864B, X2864Bl 


Write Cycle Limits 


Write Cycle Time 


Address Setup Time 5 
Address Hold Time 50 
ee a 
Write Hold Time oF 
| 100 


Typ.(4) 


ED 
” 


= — 
” ” ” 


=) a] 3 
” ” nN 


=, 


= 


” 


S 
CE Pulse Width 100 


Data Setup 50 
Data Hold : 


Byte Load Cycle 1 
WE Controlled Write Cycle 


NS 


—h, 
-) 
co) 


tis 
~” ~” 


— 
oO 


Ls 


=) 
” 


casks 
>) 
wo 


0 pe 


twe 
ADDRESS XXX XXX XXXKXXXX KKK 
tAH 
tou 


PILLLLLLLL) 
SINNANNNAANANA 


tocH 


DATA IN XXX ________CDATAVALID, = OK XXX 
ine one 


HIGH Z 
BAA OUT i ee ee 
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Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 


X2864B, X2864Bl 


E Controlled Write Cycle 


twe 
: WAV AV AVAVAVAVAVAVAVAVAVAVAVAVAVAVAVAVAVAVAN, 
ADDRESS a |. se! DER RX NOX XXXXXKKXKXKKKKKKN 
tas taH 
tow 


tors a ‘OEH 


oF L////L) SINNANANAAAAN Ty 


ITITTTILLINNLLLLTLN 


DATA IN. XXXXXXXXE 
DATA OUT 


Page Mode Write Cycle 


saooness XX XXX EX TFN 


yo SXXRRKKX XX FX ED 


BYTE O BYTE 1 BYTE 2 BYTE n BYTE n+1 BYTE n+2 
twe 


*For each successive write within the page write operation, As—A7;2 should be the same or 
writes to an unknown address could occur. 
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X2864B, X2864BI 


DATA Polling Timing Diagram 


ADDRESS An KA XN XXX An (XXX 


X2864B, X2864Bl 


eS SY 


PIN DESCRIPTIONS 


Addresses (Ap-Aj42) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O9-1/07) 
Data is written to or read from the X2864B through the 
1/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2864B. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2864B supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 3 ms. 


Page Write Operation 
The page write feature of the X2864B allows the entire 
memory to be written in 750 ms. Page write allows two 
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to thirty-two bytes of data to be consecutively written to 
the X2864B prior to the commencement of the internal 
programming cycle. The destination addresses for a 
page write operation must reside on the same page; 
that is, As through Ajo must not change. 


The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to thirty-one bytes in the 
same manner as the first byte was written. Each suc- 
cessive byte load cycle, started by the WE HIGH to 
LOW transition, must begin within 100 ys of the falling 
edge of the preceding WE. If a subsequent WE HIGH 
to LOW transition is not detected within 100 ys the in- 
ternal automatic programming cycle will commence. 
There is no page write window limitation. The page 
write window is infinitely wide so long as the host con- 
tinues to access the device within the byte load cycle 
time of 100 ps. 


DATA Polling 

The X2864B features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2864B, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.¢e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. 


WRITE PROTECTION 


There are two features that protect the nonvolatile data 
from inadvertent writes. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3.5V. 


® Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


X2864B, X2864BI 


a SS... 


SYSTEM CONSIDERATIONS 


Because the X2864B is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
1/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2864B has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


PRELIMINARY INFORMATION 


iCOr 


® 


64K Military 


X2864BM 


8192 x 8 Bit 


Electrically Erasable PROM 


TYPICAL FEATURES 
@ 120 ns Access Time 
e High Performance Scaled NMOS 
Technology 
e Fast Write Cycle Times 
—32-Byte Page Write Operation 
—Byte or Page Write Cycle: 3 ms Typical 
—Complete Memory Rewrite: 750 ms 
Typical 
—Effective Byte Write Cycle Time of 95 us 
Typical 
@ DATA Polling 
—Allows User to Minimize Write Cycle Time 
e Simple Byte and Page Write 
—Single TTL Level WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 
e JEDEC Approved Byte-Wide Pinout 


PIN CONFIGURATIONS 


7 22 
P X2864B 
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NC 70} 


VOo F332 

Ca 
t LA! iu tam! Sond font LA! 
1/0; /O2 Vss NC 1/03 1/04 I/Os 
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PIN NAMES 


Address Inputs 


1/Og-1/07 ~~ Data Input/Output 
WE Write Enable 

CE Chip Enable 

OE Output Enable 
Voc + 5V 

Vss Ground 


NC No Connect 


DESCRIPTION 


The Xicor X2864B is an 8K x 8 E2PROM, fabricated 
with an advanced, high performance N-channel floating 
gate MOS technology. Like all Xicor programmable 
nonvolatile memories it is a 5V only device. The 
X2864B features the JEDEC approved pinout for byte- 
wide memories, compatible with industry standard 
RAMs, ROMs and EPROMs. 


The X2864B supports a 32-byte page write operation, 
effectively providing a 95 ws/byte write cycle and en- 
abling the entire memory to be written in less than 
750 ms. The X2864B also features DATA Polling, a 
system software support scheme used to indicate the 
early completion of a write cycle. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 10 years. 


FUNCTIONAL DIAGRAM 


x 
BUFFERS 
LATCHES 


65,536-BIT 
E2PROM 


AND ARRAY 
a oe DECODER 
ADDRESS - 
INPUTS 
Y 
BUFFER 
mrotinite 1/0 BUFFERS 
AND AND LATCHES 
DECODER 
oe oes ie ee ee 
OE AND 1/O9-/07 
WE TIMING DATA INPUTS/OUTPUTS 
Vcc Oe 
Vss Oo 
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ABSOLUTE MAXIMUM RATINGS* 


*COMMENT 


Temperature Under Bias.................. -66°C to + 135°C Stresses above those listed under ‘Absolute Maximum Rat- 

Storage Temperature .................... - 65°C. to. + 150°C ings” may cause permanent damage to the device. This is a 

Voltage on any Pin with stress rating only and the functional operation of the device at 
Mespectte Ground: rete rs =—F:0V-1o-F7V¥ these or any other conditions above those indicated in the op- 

DM CUMS CAMO ooo bb dys ck bows bud baekecdea bce 5mA erational sections of this specification is not implied. Exposure 

Lead Temperature to absolute maximum rating conditions for extended periods 
(Soldering, 10:-Seconds) ...........6503.4 aes 300°C may affect device reliability. 


D.C. OPERATING CHARACTERISTICS 
Ta = —55°C to + 125°C, Vog = +5V +5%, unless otherwise specified. 


Input Leakage Current 
Output Leakage Current 
Input Low Voltage Pei 
Input High Voltage = ae Voo +10 
al oe 


|Vo. | OutputLowVoltage | 


Test Conditions 


CE = OF = Vy, 
All !/O’s = Open 

Other Inputs = Voc 
CE = Vin, OE = Vi 
All |/O’s = Open 


Parameter 
Power-Up to Read Operation 
Power-Up to Write Operation 


Input Pulse Levels} 0.4V to 2.4V 


pel | OW | OL |) Write" adpeeA | Acthe 


Input Rise and 
X Standby and High Z 
Write Inhibit 


Input and Output Standb 

Timing Levels Sait kidd 

Ouiputiiaad. |), TIE Sate and Write Inhibit [= | 
a Writeinhibit, | — | — | 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 


= 
x< 
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X2864BM 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Voc = +5V +5%, unless otherwise specified. 


Read Cycle Limits 


Parameter 


Read Cycle 


ADDRESS 


taa tonz 
ton tuz 


DATA 1/0 COX DATA VALID KXXXXXKK Data vaio) 


Note: (3) tz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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Write Cycle Limits 


[symbot [Parameter =| Min 
[wo | Wite oytotime 
[tos | wits soup tins | 0 
Pte 
=“ 


[won | WEigh Recovery | 500 | 
a 0 
ro 
tbH | os | 
: ik las aia 
ple ott 


Delay to Next Write 


WE Controlled Write Cycle 


twe 
ADDRESS XXX XXX 


tcH 


NAAN (TITIILTZD 
fe 
77} AANNNAANANAAN 


toes toeH 


YVYVY 
OATA IN XXXKXK KXAN SKKXKKL— 
HIGH Z 
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Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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X2864BM 


E Controlled Write Cycle 


twe 
ADDRESS = MM KK XXXXXXXKXXXXXXXKKXAAKN 
tas taH 
tow 


tors tOEH 


% 777) UNNNNNNNANANN GNNANUNNNYZAM 


tes tcH 


NWN (TITTIES 


DATA IN: XXXXXXXXMXAY ROX 


DATA OUT 


Page Mode Write Cycle 


«e—  \LA LA ADR ZA ZA AM 


twp tBLc 
WE 
tweH 


saooness "XX X_N X On S050; 


vo SERXRKEX XX >> ED 


BYTE 1 BYTE n BYTE n+1 BYTE n#2 
twe 


*For each successive write within the page write operation, As5-A;2 should be the same or 
writes to an unknown address could occur. 
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X2864BM 


DATA Polling Timing Diagram 


YWWVV VV CYVV YWVVVV 
ADDRESS An XX KAN XXXK An XXX 
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X2864BM 


PIN DESCRIPTIONS 


Addresses (Ap-Aj42) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and Is used to initiate read operations. 


Data In/Data Out (I1/O9-1/07) 
Data is written to or read from the X2864B through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2864B. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2864B supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 3 ms. 


Page Write Operation 
The page write feature of the X2864B allows the entire 
memory to be written in 750 ms. Page write allows two 
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to thirty-two bytes of data to be consecutively written to 
the X2864B prior to the commencement of the internal 
programming cycle. The destination addresses for a 
page write operation must reside on the same page; 
that is, As through Ajo must not change. 


The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to thirty-one bytes in the 
same manner as the first byte was written. Each suc- 
cessive byte load cycle, started by the WE HIGH to 
LOW transition, must begin within 100 ys of the falling 
edge of the preceding WE. If a subsequent WE HIGH 
to LOW transition is not detected within 100 ps, the 
internal automatic programming cycle will commence. 
There is no page write window limitation. The page 
write window is infinitely wide, so long as the host con- 
tinues to access the device within the byte load cycle 
time of 100 ys. 


DATA Polling 

The X2864B features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2864B, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
OXxx Xxxx, read data = 1Xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. 


WRITE PROTECTION 
There are two features that protect the nonvolatile data 
from inadvertent writes. 


® Vcc Sense—All functions are inhibited when Vcc is 
<3.5V. 


@ Write Inhibit—Holding either OE LOW, WE HIGH or 
CE HIGH during power-on and power-off, will inhibit 
inadvertent writes. 


X2864BM 


SYSTEM CONSIDERATIONS 


Because the X2864B is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
I/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2864B has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 wF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


iCOP 


PRELIMINARY INFORMATION ® 
Commercial X2864H 
64K 
Industrial X2864HI Si9ex eu 
Electrically Erasable PROM 
TYPICAL FEATURES DESCRIPTION 
e 70 ns Access Time The Xicor X2864H is a high speed 8K x 8 E2PROM, 
© High Performance Scaled NMOS fabricated with Xicor’s proprietary, high performance, 
Technology N-channel floating gate MOS technology. Like all Xicor 
e Fast Write Cycle Times programmable nonvolatile memories it is a 5V only de- 
—32-Byte Page Write Operation vice. The X2864H features the JEDEC approved pinout 


for byte-wide memories, compatible with industry stan- 


—Byte or Page Writ le: 3 ms Typical 
at g ue wyC ta dai dard RAMs, ROMs, and EPROMs. 


—Complete Memory Rewrite: 750 ms 


Typical The X2864H supports a 32-byte page write operation, 
—Effective Byte Write Cycle Time of 95 us effectively providing a 95 us/byte write cycle and en- 
Typical abling the entire memory to be written in less than 

® DATA Polling 750 ms. The X2864H also features DATA Polling, a 


system software support scheme used to indicate the 


—Allows User to Minimize Write Cycle Time 
early completion of a write cycle. 


e Simple Byte and Page Write 


—Single TTL Level WE Signal Xicor E7PROMs are designed and tested for applica- 
—Internally Latched Address and Data tions requiring extended endurance. Data retention is 
—Automatic Write Timing specified to be greater than 10 years. 


e JEDEC Approved Byte-Wide Pinout 


PIN CONFIGURATIONS FUNCTIONAL DIAGRAM 


A7 Ariz NC NC Vcc WE NC 


at Rt ee i a Se 


ee ee ea 
see i a A ae gn a, ee 
=4 bed be 


X 


we OO geese 


SS Pe} 


gee = as ‘~ BUFFERS 65,536-BIT 
ay vee olan LATCHES E?PROM 
eee son i AND ARRAY 
aye; X2B64H— rd OE Ao -Ay PECOBES 

7 2 ayy (TOP VIEW) rit ar ADDRESS » 

X2864H EE oe SNe. | 

: "tJ * ho Vii} ra Ce INPUTS 
NC YE} CH vo y 
WOoys > 1/06 


BUFFERS 
LATCHES 
AND 


1/0 BUFFERS 
AND LATCHES 


Ad id hd hd dC 


1/0; 1/02 Vss NC W/O3 1/04 V/Os 


0034-2 DECODER 
CE CONTROL 
aa LOGIC ea eet 
PIN NAMES bes AND 1/O9-1/07 
WE TIMING DATA INPUTS/OUTPUTS 
Address Inputs en Becomes 
1/O9-1/07 ~=Data Input/Output Vss O—> 
WE Write Enable noaaiae 


CE Chip Enable 


OE Output Enable 
Voc oy 

Vss Ground 

NC No Connect 
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ABSOLUTE MAXIMUM RATINGS* 
Temperature Under Bias 


*COMMENT 
Stresses above those listed under “‘Absolute Maximum Rat- 


pic i= | Ra a man ees ee neem arn I —10°C to + 85°C ings” may cause permanent damage to the device. This is a 
Ce 5 Se ee ee eee ee —65°C to + 135°C stress rating only and the functional operation of the device at 
Storage Temperature .................06. —65°C to + 150°C these or any other conditions above those indicated in the op- 
Voltage on any Pin with erational sections of this specification is not implied. Exposure 
MEBDEGL IO GKOUNG 6. ood enn da ese eeneie dens = 709 10: 7 to absolute maximum rating conditions for extended periods 
DG CURE CUROIE 6 os ei iced kd ces ale nae wed Oe Be eet 5 mA may affect device reliability. 
Lead Temperature 
(eOIGGhhO, 10 SOCONUS) fun. < Secs ais ocaceeuceeeesss 300°C 


D.C. OPERATING CHARACTERISTICS 


X2864H Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X2864HI Ta = —40°C to + 85°C, Voc = +5V +5%, unless otherwise specified. 


Limits 
Symbol Parameter Pe a Elenite bee Test Conditions 
a | Min. | Typ.) a on MRI 


Voc Current (Active) 


CE = OE = Vi_ 
All 1/O’s = Open 
Other Inputs = Voc 


All |/O’s = Open 
Other Inputs = Voc 
|InputLeakage Current | | | 10 | WA | Viv=GNDtoVeo 
ro eee ee Vout = GND to Voo, CE = Vin 
Vie | tnputhowNotage: Sep eto tei | os | Vv | solitiee aiee ana 
ee CS ee ee ee eee 
|Vor_| OutputLowVoltage | | | | tg = 2tmA 
Vor Gens yp oligo Tv Le 


TYPICAL POWER-UP TIMING 
Typ) | Units 


Parameter 
Power-Up to Read Operation 


Power-Up to Write Operation 
CAPACITANCE Ta = 25°C, f = 1.0 MHz, Voc = 5V 


Symbol | Test. =| Max. | Units | Conditions 
Input/Output Capacitance 
Cin@) Input Capacitance ia EE es ee 


A.C. CONDITIONS OF TEST 


Input Pulse Levels} 0.4V to 2.4V 
Input Rise and 

Input and Output 

Timing Levels 0.8V and 2.0V 


tpuw?) 


MODE SELECTION 


Standby and High Z Standby 
Write Inhibit 
Output Load We a eS eS Write Inhibit fee cee, 
: Write Inhibit, | o— =| — | 


Notes: (1) Typical values are for T, = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 
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X2864H, X2864HI 


A.C. CHARACTERISTICS 


X2864H Ta = 0°C to + 70°C, Veo = +5V +5%, unless otherwise specified. 
X2864HI Ta = —40°C to + 85°C, Vocg = +5V +5%, unless otherwise specified. 


Read Cycle Limits 


poe | oe 
Symbol Parameter X2864HI-70 X2864HI-90 
70 
70 
70 
35 


a 
tce pons 
tA | yee | 
toe ne | 
tLz 


7 [| 
Tice | chipenabie ccessTine ——~| de 
Twa | Adress access Time «YS | 
toe | Outputenabie aocesstine | «das 
uz | CEtowtorctveoupat —~(| 0 | *dt 

oz | GE towtoAcive ouput —+(| 0 | +i 0 
tov | GEMigntorignZOuiput (| 0 | ao) 0 
ton | OutputHtd rom adress Change | 0 | | 0 


Read Cycle 


a 
ae eae 
_ 40 | ns 
| 40 | ns 
a a 


tre 


ADDRESS Dinter 


toe 


tz taa touz 
toLz ton tuz 


DATA 1/0 (XK Dare VALID KXXXKKKK DATA vat?) 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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X2864H, X2864HI 


Write Cycle Limits 


Parameter 


Symbol 
Write Cycle Time ms 
Le oe 


tas 
tAH 


ADDRESS 


tes tc 


| 
AS DILLLLLLLLD 


0 L/L ey SINNNNNANNNANN 


DATA IN 


DATA OUT 
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X2864H, X2864HI 


E Controlled Write Cycle 


twe 
ADDRESS & SKK XXXXXXXXXXXXXKKKKKKKN 
tas taH 
tow 


tors — tOEH 


% 77777} UNNNNANANANANG NANNNANNY AT 


tes tc 


NNN ITTTITITTINV LLL 


DATA IN 


DATA OUT 


Page Mode Write Cycle 


a \_SIXN_ SIX LAX LA 7X LEXY 


twp tBLc 


WE 
tweH 


sanoness XXX NX G00. 


yo SXXRRERX XX >1F FE 


BYTE O BYTE 1 BYTE 2 BYTE n BYTE n+1 BYTE n#2 
twe 


*For each successive write within the page write operation, As—A;2 should be the same or 
writes to an unknown address could occur. 


3-109 


X2864H, X2864Hi 


DATA Polling Timing Diagram 


aooress mm XXX) qeralweres OK 
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X2864H, X2864HI 


PIN DESCRIPTIONS 


Addresses (Ap-Aj2) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O 9-1/07) 
Data is written to or read from the X2864H through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2864H. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2864H supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 3 ms. 


Page Write Operation 
The page write feature of the X2864H allows the entire 
memory to be written in 750 ms. Page write allows two 
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to thirty-two bytes of data to be consecutively written to 
the X2864H prior to the commencement of the internal 
programming cycle. The destination addresses for a 
page write operation must reside on the same page; 
that is, As through Aj2 must not change. 


The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to thirty-one bytes in the 
same manner as the first byte was written. Each suc- 
cessive byte load cycle, started by the WE HIGH to 
LOW transition, must begin within 100 ys of the falling 
edge of the preceding WE. If a subsequent WE HIGH 
to LOW transition is not detected within 100 us, the 
internal automatic programming cycle will commence. 
There is no page write window limitation. Effectively the 
page write window is infinitely wide, so long as the host 
continues to access the device within the 100 us byte 
load cycle time. 


DATA Polling 

The X2864H features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2864H, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. 


WRITE PROTECTION 


There are two features that protect the nonvolatile data 
from inadvertent writes. 


® Vcc Sense—All functions are inhibited when Vcc is 
<4.0V. 


@ Write Inhibit—Holding OE LOW, WE HIGH or CE 
HIGH during power-on and power-off, will inhibit inad- 
vertent writes. 


X2864H, X2864HI 


REE RE SERRE RES EASE II SCE IC GLY SLES DEM DST SY SEL LIT SBA TE EEE TEE SIDE ES CDH LIE GIES TELE SLI HELE EPIL PES NEES B TE ELE NG CEE EG STS DICED SIE LT SNE ETUC ILE 


SYSTEM CONSIDERATIONS 


Because the X2864H is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
|/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2864H has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 pF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 
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PRELIMINARY INFORMATION ®) 
64K Military X2864HM 8192 x 8 Bit 
Electrically Erasable PROM 

TYPICAL FEATURES DESCRIPTION 

e 90 ns Access Time The Xicor X2864H is a high speed 8K x 8 E2PROM, 

e High Performance Scaled NMOS fabricated with Xicor’s proprietary, high performance, 
Technology N-channel floating gate MOS technology. Like all Xicor 

® Fast Write Cycle Times programmable nonvolatile memories it is a 5V only de- 
—32-Byte Page Write Operation vice. The X2864H features the JEDEC approved pinout 


for byte-wide memories, compatible with industry stan- 


von r Wri : i 
Byte or Page Write Cycle: 3 ms Typical dard RAMs, ROMs and EPROMs. 


—Complete Memory Rewrite: 750 ms 


Typical The X2864H supports a 32-byte page write operation, 
—Effective Byte Write Cycle Time of 95 us effectively providing a 95 ws/byte write cycle and en- 
Typical abling the entire memory to be written in less than 

@ DATA Polling 750 ms. The X2864H also features DATA Polling, a 


system software support scheme used to indicate the 


—Allows User to Minimize Write Cycle Time . 
early completion of a write cycle. 


e Simple Byte and Page Write 


—Single TTL Level WE Signal Xicor E2PROMs are designed and tested for applica- 
—Internally Latched Address and Data tions requiring extended endurance. Data retention is 
—Automatic Write Timing specified to be greater than 10 years. 


e JEDEC Approved Byte-Wide Pinout 


PIN CONFIGURATIONS FUNCTIONAL DIAGRAM 


Ar Ai2 NC NC Vcc WE NC 


X 


acoege’) eee a gem  ganen 


ne rr 


ae am BUFFERS 65,536-BIT 
eon ane LATCHES E2PROM 
gles eee AND ARRAY 
oi ahs; X2864H redo Ao -Ai2 DEV GUER 
” yo864H ~ asi} (TOP VIEW) rxi¢ aro ADDRESS 
Ao V8} 3 CE INPUTS 
NC “2C U0 


Y 


WOo )43- 127 WO6 FF 
TOBA RRE pues /O BUFFERS 
1/0; VO2 Vss NC 1/03 /O« 1/05 AND AND LATCHES 
0033-2 DECODER 
0033-1 CE CONTROL 
oe LOGIC mage FS eer Te 
PIN NAMES OE AND 1/O09-1/07 
WE TIMING DATA INPUTS/OUTPUTS 
Address Inputs Vic O— 
|/O9-|/O7 Data Input/Output Yao O—— 
WE Write Enable 0033-3 


CE Chip Enable 


OE Output Enable 
Vcc + 5V 

Vss Ground 

NC No Connect 


eee eee reer SSK 
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X2864HM 


ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias.................. =6o'C 16 + 139°O 
Storage Temperature .................... —65°C to + 150°C 
Voltage on Any Pin with 

PIOSHOCE 10 (TOFOUNG. occ cece ccc cnetedass —1.0V to +7V 
D:G, OUBUP GUE 6. once cc cas eedseetscvbsecwaweres 5 mA 
Lead Temperature 

(Soldering, 10 Seconds) .............. 0c cece eee eee 300°C 


D.C. OPERATING CHARACTERISTICS 


Ta = —55°C to + 125°C, Voc = +5V +5%, unless otherwise specified. 


I Input Leakage Current 


to ___| Output Leakage Current | 
|u| inputLow voltage | ~1.0 | 
/Vin | InputHigh Voltage | 2.0 | 
Vor | OutputLow Voltage || 
Vou 


TYPICAL POWER-UP TIMING 


Symbol 


CAPACITANCE Ta = 25°C, f = 1.0 MHz, Voc = 5V 


Parameter 


= 
oO 
> 


an ae ee 
oO };oO 


Voc + 1.0 


i) 
a 
<< 


Power-Up to Read Operation 
Power-Up to Write Operation 


*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Test Conditions 


CE = OF = Vi, 
All |/O’s = Open 
Other Inputs = Voc 


CE = Vin, OE = Vit 
All !1/O’s = Open 
Other Inputs = Voc 


pA Vin = GND to Vcc 
A Vout = GND to Vcc, CE = Viy 


lo. = 2.1mA 
lIoH = —400 pA 


3 
> 


= |< s 


Input Pulse Levels| 0.4V to 2.4V 


Input Rise and 


npUbang GUIBME || 6 evend doy 
Timing Levels 


1 TTL Gate and 
Output Load C. = 30 pF 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 
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X2864HM 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Vocg = +5V +5%, unless otherwise specified. 


Read Cycle Limits 


[symbol [SSeS 

[tne Read Gyciotime ——SSSC*dtCi‘ia 

[tes | Chip Enable AccessTine 

[tan oss Access Time 

[toe | Ouputenabe accessing | | 

a so 
— 
—o 
—. 
3 


CE High to High Z Output 
OE High to High Z Output 


toH Output Hold from Address Change 


Read Cycle 


ADDRESS 


tyz 


DATA 1/0 OX oem vane KKK rw) 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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Write Cycle Limits 


WE Pulse Width 
Data Valid 


WE Controlled Write Cycle 


twe 
appress Ms] KX XXXXXXXXXXXXXXXXXXKKX 
tas taH 
tes tcH 


AAAS ALLLLLLLLLD 


scat mac cieercaet as 
& 7777} ANNNNANNNNANN 


toes toeH 


DATA IN KXXXX\ 


HIGH Z 
HAS Sa 


0033-5 
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E Controlled Write Cycle 


twe 
appresS | KXAN 
tas AH 
tow 


tors iia! toEH 


% TT) NUNNNNANNANNAN NNANNNNNY AM 


tes tcH 


NNN TITTLE TILES 
pata W XXXXKKKXXKKKO PATA VALI XXX JRXKKXKKKKK 
ica ae 


DATA OUT 


Page Mode Write Cycle 


#——\_LA_ JN _ LAX /7A\_ /7X_ LXV 


twp tBLe 
WE 
twPH 


saooness "XX X__\\ XD 0.050 


yo SXRXRRRX XX EXE EEE 


BYTE O BYTE 1 BYTE 2 BYTE n BYTE n+1 BYTE n#2 
twe 


*For each succcessive write within the page write operation, As-A;2 should be the same or 
writes to an unknown address could occur. 
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X2864HM 


DATA Polling Timing Diagram 


ADDRESS XX XX NV XXX OOK 
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PIN DESCRIPTIONS 


Addresses (Ap-Aj92) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O 9-1/07) 
Data is written to or read from the X2864H through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X2864H. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X2864H supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 3 ms. 


Page Write Operation 
The page write feature of the X2864H allows the entire 
memory to be written in 750 ms. Page write allows two 


3-119 


to thirty-two bytes of data to be consecutively written to 
the X2864H prior to the commencement of the internal 
programming cycle. The destination addresses for a 
page write operation must reside on the same page; 
that is, As through Aj2 must not change. 


The page write mode can be entered during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to thirty-one bytes in the 
same manner as the first byte was written. Each suc- 
cessive byte load cycle, started by the WE HIGH to 
LOW transition, must begin within 100 ys of the falling 
edge of the preceding WE. If a subsequent WE HIGH 
to LOW transition is not detected within 100 ps, the 
internal automatic programming cycle will commence. 
There is no page write window limitation. Effectively the 
page write window is infinitely wide, so long as the host . 
continues to access the device within the 100 us byte 
load cycle time. 


DATA Polling 

The X2864H features DATA Polling as a method to in- 
dicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X2864H, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. 


WRITE PROTECTION 


There are two features that protect the nonvolatile data 
from inadvertent writes. 


® Vcc Sense—All functions are inhibited when Vcc is 
<4.0V. 


® Write Inhibit—Holding OE LOW, WE HIGH or CE 
HIGH during power-on and power-off, will inhibit inad- 
vertent writes. 


X2864HM 
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SYSTEM CONSIDERATIONS 


Because the X2864H is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
|/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X2864H has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


PRELIMINARY INFORMATION 


® 


o56K Commercial 


Industrial 


X28256 
X28256l 


32K x 8 Bit 


FEATURES 
@ 250 ns Access Time 
e Fast Write Cycle Times 


Electrically Erasable PROM 


DESCRIPTION 


The Xicor X28256 is a 32K x 8 E2PROM, fabricated 
with Xicor’s proprietary, high performance, N-channel 


—64-Byte Page Write Operation floating gate MOS technology. Like all Xicor program- 


—Byte or Page Write Cycle: 5 ms Typical mable nonvolatile memories the X28256 is a 5V only 
—Complete Memory Rewrite: 2.5 Sec. device. The X28256 features the JEDEC approved pin- 
out for byte-wide memories, compatible with industry 


ili tandard RAM 
—Effective Byte Write Cycle Time: 78 js a = 
Typical The X28256 supports a 64-byte page write operation, 


e Software Data Protection effectively providing a 78 ws/byte write cycle and en- 
e End of Write Detection abling the entire memory to be typically written in less 
—DATA Polling than 2.5 seconds. The X28256 also features DATA 
Polling, a system software support scheme used to in- 
: ’ dicate the early completion of a write cycle. In addition, 
® 
Simple Byte and Page Write the X28256 includes a user-optional software data pro- 


—Single TTL Level WE Signal tection mode that further enhances Xicor’s hardware 
—Internally Latched Address and Data write protect capability. 


—Automatic Write Timing 
e Upward Compatible with X2864A 
e JEDEC Approved Byte-Wide Pinout 


—Toggle Bit 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 10 years. 


PIN CONFIGURATIONS FUNCTIONAL DIAGRAM 


Ar Ai2 Ara NC Voc WE Ais 


X 


BUFFERS 256K-BIT 
LATCHES E2PROM 

AND ARRAY 
DECODER 


X28256 : ae Ao-A14 
(TOP VIEW) J, ADDRESS 


ae INPUTS 
X28256 
Y 
ge dins 1/O BUFFERS 
aie AND LATCHES 
1/01 VO2 Vss NC WO3 04 V/Os 
DECODER 
0029-2 
Be ames a: | 2 eee 
OE AND 1/09-/07 
WE TIMING DATA INPUTS/OUTPUTS 
PIN NAMES Vcc O— 
Vss OS 


Address Inputs 
\/O9-!/O7 Data Input/Output 
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WE Write Enable 
CE Chip Enable 
OE Output Enable 
Voc ou 

Vss Ground 

NC No Connect 


Ee 


May 1987 
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ABSOLUTE MAXIMUM RATINGS* 
Temperature Under Bias 
X2825 


Miia Gh £EeSS Me Seen eneendtteas = 10°C to: +85°C 
Pe si 5s sons dill e $9 a msi-sny a —65°C to + 195°C 
Storage Temperature ..................0.0. —65°C to + 150°C 
Voltage on any Pin with 
Respect to Ground...............0...0000. —TOV to +7 
D5, uUIpul CUE «65s c ss dvcevenstvesccaade 5 Seleiel 5 mA 
Lead Temperature 
(Sondoring: TO SeCONdS).;.. 6... ea cosa ccde ct ess 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


X28256 Ta = 0°C to + 70°C, Voo = +5V +5%, unless otherwise specified. 
X282561 Ta = —40°C to + 85°C, Voc = +5V +5%, unless otherwise specified. 


loc 


Input Leakage Current 


ILo 
=1. 
2.0 


Output High Voltage 


Voc Current (Active) 


Vcc Current (Standby) 


oa, 
=) 


2.4 


TYPICAL POWER-UP TIMING 


Symbol 


Parameter 


EE 
or 
—_— | oh rc 
a\o Ss 
= 
> 


— 
@) 
O 
a 
oO 
on 
re 


Test Conditions 


CE = OF = Vi, 
All 1/O’s = Open 
Other Inputs = Voc 


CE = Vin, OE = Vi, 
All |/O’s = Open 
Other Inputs = Vcc 


pA Vin = GND to Voc 
Vout = GND to Vcc, CE = Vip 


lo. = 2.1 mA 
loH = —400 pA 


mA 


Power-Up to Read Operation 
Power-Up to Write Operation 


CAPACITANCE Ty, = 25°C, f = 1.0 MHz, Voc = 5V 


Input Pulse Levels| OV to 3.0V 
Input Rise and 
Input and Output 1.5V 
Timing Levels 

1 TTL Gate and 
Output Load CL = 100 pF 


Standby 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 
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A.C. CHARACTERISTICS 


X28256 Ta = 0°C to + 70°C, Voc = +5V +5%, unless otherwise specified. 
X282561 Ta = —40°C to + 85°C, Voc = +5V +5%, unless otherwise specified. 


X28256-25 X28256 X28256-35 
X282561-25 X28256l X282561-35 


Read Cycle Limits 


Output Enable Access Time 
CE Low to Active Output 
OE Low to Active Output 


CE High to High Z Output 
OE High to High Z Output 


toH Output Hold from 
Address Change 


Read Cycle 


ADDRESS 


WE 


—_—_ > toiz =< 


pata iyo —USH2 OOK oma vanio —_ XX KOK vara vaio} 


$$  , ,»§ —-——— 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the outputs 
are no longer driven. 
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Write Cycle Limits 


Write Cycle Time 
Address Setup Time 


Typ.(4) 


— 


pa 


= 
a 


Address Hold Time 150 
Write Setup Time 
Write Hold Time 
tcw 
WP 


r 
r 
| 
tow 


—) 
” ” 


= 
199) 


>) 
” 2) 


30 


JS 


— 
On 


Data Hold 
Delay to Next Write 


0 


oO 


— 
O 


R= 
” 


WE Controlled Write Cycle 


ADDRESS XK KKK KKK OOK 


—a—_§_ tas ———_ > | —_ t .,,;§ —_> 


SE el ils SRE LSL 


GS te 


—e-loes— toeH |<—> 


+t yp —________ > 


DATA IN Cee 


es = 
tye 
XXX XXXXYKXXKXX— 


3a —__—_ tos —__—_——_—> t—to4— 


SS | 
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Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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CE Controlled Write Cycle 


twc 


ADDRESS a ROOD ANOOY 


<—___$t 4, ——_> |<+——_t ,,, —_—> 


<——____--_—-— tow 


KAAAS 


niet -<s 
al 


—_ aang 
<e en TY ZZZZAY ZZ ZN 


DATA IN XXX eke XXX] [XXXXX 


<™@—$—$— | 95 ———— > | <— [py 


HIGH Z 
DATA OUT 


Page Write Cycle 


‘appness XXX ff XX ____ X | KX 


BYTEO BYTE1 BYTE 2 BYTE n BYTE n+1 BYTE n+2 
two ———> 


*For each successive write within the page write operation, Ag—A14 
should be the same or writes to an unknown address could occur. 
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DATA Polling Timing Diagram 


ADDRESS An QO An XXX VOX An OXXXXKKX 


Toggle Bit Timing Diagram 


twe 


“Beginning and ending state of I/Og will vary. 
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aca, 


PIN DESCRIPTIONS 


Addresses (Ap-A14) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I1/O9-1/07) 
Data is written to or read from the X28256 through the 
1/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X28256. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X28256 supports both a 
CE and WE controlled write cycle. That is, the address 
is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X28256 allows the entire 
memory to be written in 2.5 seconds. Page write allows 
two to sixty-four bytes of data to be consecutively writ- 
ten to the X28256 prior to the commencement of the 
internal programming cycle. The host can fetch data 
from another location within the system during a page 
write operation (change the source address), but the 
page address (Ag through A;4) for each subsequent 
valid write cycle to the part during this operation must 
be the same as the initial page address. 


The page write mode can be initiated during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to sixty-three bytes in the 
same manner as the first byte was written. Each suc- 
cessive byte load cycle, started by the WE HIGH to 
LOW transition, must begin within 100 ys of the falling 
edge of the preceding WE. If a subsequent WE HIGH 
to LOW transition is not detected within 100 ps, the 
internal automatic programming cycle will commence. 
There is no page write window limitation. Effectively the 
page write window is infinitely wide, so long as the host 
continues to access the device within the byte load cy- 
cle time of 100 us. 


Write Operation Status Bits 
The X28256 provides the user two write operation 
status bits. These can be used to optimize a system 
write cycle time. The status bits are mapped onto the 
|/O bus as shown in Figure 1. 


Figure 1: Status Bit Assignment 


vo [orlwe[s[*le[eli]o 
| | RESERVED | 
TOGGLE BIT 


DATA POLLING 


DATA Polling (1/07) 

The X28256 features DATA Polling as a method to indi- 
cate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X28256, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on I/O7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. Note: 
lf the X28256 is in the protected state and an illegal 
write operation is attempted DATA Polling will not 
operate. 


Toggle Bit (1/Og) 

The X28256 also provides another method for deter- 
mining when the internal write cycle is complete. Dur- 
ing the internal programming cycle |/Og will toggle from 
one to zero and zero to one on subsequent attempts to 
read the device. When the internal cycle is complete 
the toggling will cease and the device will be accessi- 
ble for additional read or write operations. 


ew 
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DATA POLLING 1/07 
Figure 2a: DATA Polling Bus Sequence 


<—— Von 


X28256 


READY 


Figure 2b: DATA Polling Software Flow DATA Polling can effectively halve the time for writing 


to the X28256. The timing diagram in Figure 2a illus- 
i 
COMPLETE? 


trates the sequence of events on the bus. The software 
YES 


flow diagram in Figure 2b illustrates one method of im- 
SAVE LAST DATA 
AND ADDRESS 


plementing the routine. 
READ LAST 
ADDRESS 
V0, 
COMPARE? 
YES 
X28256 
READY 
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RS ENERGETIC SE EEE LOE SELES ETT ELE LED DEEDS ELLIE LEE L ELLE ELL EEO LE LE LE LEE L DEEL IEEE 


THE TOGGLE BIT I/O¢ 
Figure 3a: Toggle Bit Bus Sequence 


X28256 
READY 


*Beginning and ending state of |/Og will vary. 


Figure 3b: Toggle Bit Software Flow The Toggle Bit can eliminate the software housekeep- 
ing chore of saving and fetching the last address and 


data written to a device in order to implement DATA 
Polling. This can be especially helpful in an array com- 


prised of multiple X28256 memories that is frequently 
updated. The timing diagram in Figure 3a illustrates the 
sequence of events on the bus. The software flow dia- 


gram in Figure 3b illustrates a method for testing the 
LOAD ACCUM j 
FROM ADDR n Toggle Bit. 


COMPARE 
ACCUM WITH 


ADDR n 


COMPARE 
OK 
YES 
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HARDWARE DATA PROTECTION 


The X28256 provides three hardware features (com- 
patible with X2864A) that protect nonvolatile data from 
inadvertent writes. 


® Noise Protection—A WE pulse less than 20 ns will 
not initiate a write cycle. 


® Default Voc Sense—All functions are inhibited when 
Voc is <3V, typically. 


@ Write Inhibit—Holding either OE LOW, WE HIGH, or 
CE HIGH will prevent an inadvertent write cycle dur- 
ing power-on and power-off, maintaining data 
integrity. 


SOFTWARE DATA PROTECTION 


The X28256 offers a software controlled data protec- 
tion feature. The X28256 is shipped from Xicor with the 
software data protection NOT ENABLED; that is, the 
device will be in the standard operating mode. In this 
mode data should be protected during power-up/-down 
operations through the use of external circuits. The 
host would then have open read and write access of 
the device once Vcc was stable. 
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The X28256 can be automatically protected during 
power-up and power-down without the need for exter- 
nal circuits by employing the software data protection 
feature. The internal software data protection circuit is 
enabled after the first write operation utilizing the soft- 
ware algorithm. This circuit is nonvolatile and will re- 
main set for the life of the device unless the reset com- 
mand is issued. 


Once the software protection is enabled, the X28256 is 
also protected from inadvertent and accidental writes 
in the powered-on state. That is, the software algorithm 
must be issued prior to writing additional data to the 
device. 


SOFTWARE ALGORITHM 


Selecting the software data protection mode requires 
the host system to precede data write operations by a 
series of three write operations to three specific ad- 
dresses. Refer to Figure 4a and 4b for the sequence. 
The three byte sequence opens the page write window 
enabling the host to write from one to sixty-four bytes 
of data.(5) Once the page load cycle has been complet- 
ed, the device will automatically be returned to the data 
protected state. 


Note: (5) Once the three byte sequence is issued it must be 
followed by a valid byte or page write operation. 
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SOFTWARE DATA PROTECTION 
Figure 4a: Timing Sequence—Byte or Page Write 


Vec 


V 
DATA AA 55 
ADDRESS 5555 2AAA WRITE 


WRITES PROTECTED 


Figure 4b: Write Sequence for Regardless of whether the device has previously been 
JOR WATS DAG EFOLSCtION protected or not, once the software data protected al- 
gorithm is used and data has been written, the X28256 
will automatically disable further writes unless another 
command is issued to cancel it. If no further commands 
are issued the X28256 will be write protected during 
power-down and after any subsequent power-up. 


WRITE DATA AA 


ADDRESS 5555 


Note: Once initiated, the sequence of write opera- 
WRITE DATA 55 


TO tions should not be interrupted. 
ADDRESS 2AAA 


WRITE DATA AO 
ADDRESS 5555 


BYTE/PAGE LOAD 
ENABLED 


WRITE DATA XX 


TO 
ANY ADDRESS 


WRITE LAST BYTE 


LAST ADDRESS 


AFTER twc 
RE-ENTERS DATA 
PROTECTED STATE 
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RESETTING SOFTWARE DATA PROTECTION 
Figure 5a: Reset Software Data Protection Timing Sequence 


! ave 


DATA AA 55 80 AA 55 20 ~on TANDARD 
ADDRESS 5555 2AAA 5555 5555 2AAA 5555 OPERATING 


aT a aa 


a i 
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Figure Sb: Software Sequence to Deactivate In the event the user wants to deactivate the software 
Software Data Protection data protection feature for testing or reprogramming in 
an E2PROM programmer, the following six step algo- 
rithm will reset the internal protection circuit. The next 
time the X28256 is powered-up the device will be in the 
standard operating mode. 


WRITE DATA AA 


ADDRESS 5555 


Note: Once initiated, the sequence of write opera- 


tions should not be interrupted. 
WRITE DATA 55 

TO 
ADDRESS 2AAA 


WRITE DATA 80 
TO 
ADDRESS 5555 


WRITE DATA AA 
TO 
ADDRESS 5555 


WRITE DATA 55 


ADDRESS 2AAA 


WRITE DATA 20 
TO 
ADDRESS 5555 
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SYSTEM CONSIDERATIONS 


Because the X28256 is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
|/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X28256 has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 pF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 F electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X28256, X28256l 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 


© oO 
ue n 
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ry ry 
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AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
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PRELIMINARY INFORMATION ®) 
256K Military X28256M 32K x 8 Bit 
Electrically Erasable PROM 

FEATURES DESCRIPTION 


@ 250 ns Access Time 
® Fast Write Cycle Times 
—64-Byte Page Write Operation 
—Byte or Page Write Cycle: 5 ms Typical 
—Complete Memory Rewrite: 2.5 Sec. 
Typical 
—Effective Byte Write Cycle Time: 78 us 
Typical 
® Software Data Protection 
e End of Write Detection 
—DATA Polling 
—Toggle Bit 
e Simple Byte and Page Write 
—Single TTL Level WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 
© Upward Compatible with X2864A 
e JEDEC Approved Byte-Wide Pinout 


PIN CONFIGURATIONS 


Ar Ar2 Ara NC Vcc WE Ais 


X28256 


(TOP VIEW) 


7 22 
X28256 


1/0; /O2 Vss NC 1/03 1/04 V/Os 
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PIN NAMES 


Address Inputs 
Data Input/Output 
Write Enable 

Chip Enable 
Output Enable 
+5V 

Ground 

No Connect 


1/O9-1/07 
WE 


CE 


OE 
Voc 


Vss 
NC 
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The Xicor X28256 is a 32K x 8 E2PROM, fabricated 
with Xicor’s proprietary, high performance, N-channel 
floating gate MOS technology. Like all Xicor program- 
mable nonvolatile memories the X28256 is a 5V only 
device. The X28256 features the JEDEC approved pin- 
out for byte-wide memories, compatible with industry 
standard RAMs. 


The X28256 supports a 64-byte page write operation, 
effectively providing a 78 yws/byte write cycle and en- 
abling the entire memory to be typically written in less 
than 2.5 seconds. The X28256 also features DATA 
Polling, a system software support scheme used to in- 
dicate the early completion of a write cycle. In addition, 
the X28256 includes a user-optional software data pro- 
tection mode that further enhances Xicor’s hardware 
write protect capability. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 10 years. 


FUNCTIONAL DIAGRAM 


X 
BUFFERS 
LATCHES 


256K-BIT 
E2PROM 


AND ARRAY 
Ao-Ara DECODER 
ADDRESS 
INPUTS 
Y 
Terence 1/0 BUFFERS 
pee AND LATCHES 
DECODER 
a CONTROL 
SE LOGIC SS 
bed AND /Oo-/07 
WE TIMING DATA INPUTS/OUTPUTS 
Vcc O—> 
Vss Oo 
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X28256M 


ABSOLUTE MAXIMUM RATINGS* 


Temperature Under Bias.................. =Go oT 1a5 GC 
Storage Temperature ..................5. =65°C:lo.+ 150°C 
Voltage on any Pin with 

Fisspect tO GIGUAG.. 5 oo. ccc ccc eee cewees =—TAOV ory 
DS GRADU CUNGH «ev eaccdcaeetnewdeu dee eds weeds os 5 mA 
Lead Temperature 

(Soldering, 10 Seconds) .....5...000.0008. 535500898 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Ta = —55°C to +125°C, Voc = +5V +5%, unless otherwise specified. 


Input Leakage Current 


Output Leakage Current 


Output Low Voltage 


Output High Voltage 


Parameter 


CE = OE = VIL 
All |/O’s = Open 
Other Inputs = Voc 
CE = Vin, OE = Vit 
All !/O’s = Open 
Other Inputs = Voc 


Power-Up to Read Operation 


Input Rise and 
Fall Times 


Input and Output 


Timing Levels 


1 TTL Gate and 


Output Load C. = 100 pF 


We 
eae 

Tt | wrte [Ow | Active 
Mae 


Write Inhibit 


[vo | Power 


Read 


Standby and High Z Standby 
Write Inhibit 


Write Inhibit 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 
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X28256M 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Voc = +5V +5%, unless otherwise specified. 


Read Cycle Limits 


Symbol Parameter /_x28256M = 
cee ee | 
| | soo | | 850 


Read Cycle Time 

[tac | ReadCycleTime | 250 
ee ae ee ere 
tua | Address Access Time | ———=«;s0 | «| a0 | «| 50 | ns 
toc | OutputEnable Access Time | | too | | 100 | | 100 | ne 
Paz | CEtowtorciveoust | o | | o | | o]| | _ 
Moz | CEtowtorciveouwut | o | | o | | o | | m= 
2 | CEHightotighZOuput | _o | 60 | o | e | 0 | 00 | ms 
touz® | OEHightorighZOupu | 0 | a0 | o | eo | o | 00 | ne 
[ton | OutputHoldtromAddress Change | 0 | = | 0 | | o | | ns | 


Read Cycle 


ADDRESS 


WE 


oes ea tonz 
—) to.7 tuz 


amas OK arava KKK oma vaio p 


<¢-—__——t , , ——__> 


Note: (3) tz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the 
outputs are no longer driven. 
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X28256M 


Write Cycle Limits 


tAH 
tcs 
CH 
tcw 
twp 
tov 
tps 
tDH 
tow 


ia 
teOnieTine | 
me [0 
[ty | Adeess oid Tine [150 
[tos |__Witeseup tine [0 
ee 
[tow | Ce Pus wath itso 
[toes | CE High SetpTine | 10 
[osu | OE High HotdTime | 10 
[we | WEPuse wath | 50 
[tne | WE High Recovery [1 
ay | me 
[tos | ata Soup Sd 
[on atatios ——t 
[toy | _Detaytonectwite | 10 


WE Controlled Write Cycle 


appress KX) SCO XXX KK KKK KKK 
fe OO was SILOS * 
aa 
98 ae __ oy 
— ENS cee SS 
XXXX- 


DATA IN QXRROOK DaTavaLiD KOKO 


SS 
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Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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X28256M 


E Controlled Write Cycle 


twe 
ADDRESS Geen eh chai o.°.9.5.6.9.0.6 OOOO, 
<—_——t ps ——_—__ > |< ____t Aq 
—+_—__—_———-tcw 
cE KA NON 
<a—— wey ——> 
—t—toes—> ——— 


TH PERE RET/ AVY A 


DATAIN XXXKKKKKKAOO QXOXKX] IXXXXX 


—<——— ! ps —— > | <— ty, 


HIGH Z 


DATA OUT 
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Page Write Cycle 


ip 
rappresS XX Xf XX ____X | ___ JXXXKX 


1/0 XXXXXXXKKX XX ___—Of—X___—=*FX tas BvTE) 


BYTEO BYTE1 BYTE 2 BYTE n BYTE n+1 BYTE n+2 


twe 


“For each successive write within the page write operation, Ag~A;4 should be the same or 
writes to an unknown address could occur. 
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X28256M 


DATA Polling Timing Diagram 


An OOK tn XO OOK 


twe 


*Beginning and ending state of |/Og will vary. 
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X28256M 


PIN DESCRIPTIONS 


Addresses (Ag-Aj4) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O 9-1/07) 
Data is written to or read from the X28256 through the 
I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X28256. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X28256 supports both a 
CE and WE controlled write cycle. That is, the address 
is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X28256 allows the entire 
memory to be written in 2.5 seconds. Page write allows 
two to sixty-four bytes of data to be consecutively writ- 
ten to the X28256 prior to the commencement of the 
internal programming cycle. The host can fetch data 
from another location within the system during a page 
write operation (change the source address), but the 
page address (Ag through Aj,4) for each subsequent 
valid write cycle to the part during this operation must 
be the same as the initial page address. 


The page write mode can be initiated during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to sixty-three bytes in the 
same manner as the first byte was written. Each suc- 
cessive byte load cycle, started by the WE HIGH to 
LOW transition, must begin within 100 us of the falling 
edge of the preceding WE. If a subsequent WE HIGH 
to LOW transition is not detected within 100 us, the 
internal automatic programming cycle will commence. 
There is no page write window limitation. Effectively the 
page write window is infinitely wide, so long as the host 
continues to access the device within the byte load cy- 
cle time of 100 us. 


Write Operation Status Bits 
The X28256 provides the user two write operation 
status bits. These can be used to optimize a system 
write cycle time. The status bits are mapped onto the 
|/O bus as shown in Figure 1. 


Figure 1: Status Bit Assignment 


v0 CORTES EER ESERED 


eon | __RESERVED —i| 
TOGGLE BIT 


DATA POLLING 
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DATA Polling (1/07) 

The X28256 features DATA Polling as a method to indi- 
cate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X28256, eliminating additional interrupt inputs or exter- 
nal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. Note: 
If the X28256 is in the protected state and an illegal 
write operation is attempted DATA Polling will not 
operate. 


Toggle Bit (I/Og) 

The X28256 also provides another method for deter- 
mining when the internal write cycle is complete. Dur- 
ing the internal programming cycle |/Og will toggle from 
one to zero and zero to one on subsequent attempts to 
read the device. When the internal cycle is complete 
the toggling will cease and the device will be accessi- 
ble for additional read or write operations. 


X28256M 


DATA POLLING 1I/07 
Figure 2a: DATA Polling Bus Sequence 


V0, HIGH Z Vt | Vou 
Vor 


X28256 


READY 


Figure 2b: DATA Polling Software Flow DATA Polling can effectively halve the time for writing 
to the X28256. The timing diagram in Figure 2a illus- 


trates the sequence of events on the bus. The software 
WRITE DATA flow diagram in Figure 2b illustrates one method of im- 
: plementing the routine. 
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WRITES 
COMPLETE? 


YES 


SAVE LAST DATA 
AND ADDRESS 


READ LAST 
ADDRESS 


1/0, 
COMPARE? 


YES 
X28256 
READY 
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X28256M 


THE TOGGLE BIT I/O¢ 
Figure 3a: Toggle Bit Bus Sequence 


X28256 
READY 


*Beginning and ending state of |/Og will vary. 


Figure 3b: Toggle Bit Software Flow The Toggle Bit can eliminate the software housekeep- 
ing chore of saving and fetching the last address and 
data written to a device in order to implement DATA 

Polling. This can be especially helpful in an array com- 
prised of multiple X28256 memories that is frequently 


updated. The timing diagram in Figure 3a illustrates the 
sequence of events on the bus. The software flow dia- 


LOAD ACCUM gram in Figure 3b illustrates a method for testing the 
FROM ADDR n Toggle Bit. 


COMPARE 
ACCUM WITH 
ADDR n 


COMPARE 
OK 
YES 
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X28256M 


ee 


HARDWARE DATA PROTECTION 


The X28256 provides three hardware features (com- 
patible with X2864A) that protect nonvolatile data from 
inadvertent writes. 


@ Noise Protection—A WE pulse less than 20 ns will 
not initiate a write cycle. 


® Default Vcc Sense—All functions are inhibited when 
Vcc is <8V, typically. 


@ Write Inhibit—Holding either OE LOW, WE HIGH, or 
CE HIGH will prevent an inadvertent write cycle dur- 
ing power-on and power-off, maintaining data 
integrity. 


SOFTWARE DATA PROTECTION 


The X28256 offers a software controlled data protec- 
tion feature. The X28256 is shipped from Xicor with the 
software data protection NOT ENABLED; that is, the 
device will be in the standard operating mode. In this 
mode data should be protected during power-up/-down 
operations through the use of external circuits. The 
host would then have open read and write access of 
the device once Vcc was stable. 
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The X28256 can be automatically protected during 
power-up and power-down without the need for exter- 
nal circuits by employing the software data protection 
feature. The internal software data protection circuit is 
enabled after the first write operation utilizing the soft- 
ware algorithm. This circuit is nonvolatile and will re- 
main set for the life of the device unless the reset com- 
mand is issued. 


Once the software data protection is enabled, the 
X28256 is also protected from inadvertent and acci- 
dental writes in the powered-on state. That is, the soft- 
ware algorithm must be issued prior to writing addition- 
al data to the device. 


SOFTWARE ALGORITHM 


Selecting the software data protection mode requires 
the host system to precede data write operations by a 
series of three write operations to three specific ad- 
dresses. Refer to Figure 4a and 4b for the sequence. 
The three byte sequence opens the page write window 
enabling the host to write from one to sixty-four bytes 
of data.(5) Once the page load cycle has been complet- 
ed, the device will automatically be returned to the data 
protected state. 


Note: (5) Once the three byte sequence is issued it must be 
followed by a valid byte or page write operation. 


X28256M 


SOFTWARE DATA PROTECTION 
Figure 4a: Timing Sequence—Byte or Page Write 


Vec 
ov 
DATA AA 55 


ADDRESS 5555 2AAA 
WRITES WRITE 


| PROTECTED 
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gue 4b: Write Sequence for Software Regardless of whether the device has previously been 
ata Protection protected or not, once the software data protected al- 
gorithm is used and data has been written, the X28256 
WRITE DATA AA will automatically disable further writes unless another 
TO command is issued to cancel it. If no further commands 
ADDRESS 5555 
are issued the X28256 will be write protected during 
power-down and after any subsequent power-up. 


WRITE DATA 55 Note: Once initiated, the sequence of write opera- 


TO tions should not be interrupted. 
ADDRESS 2AAA 


WRITE DATA AO 
TO 
ADDRESS 5555 


BYTE/PAGE LOAD 
ENABLED 


WRITE DATA XX 
TO 
ANY ADDRESS 


WRITE LAST BYTE 
TO 
LAST ADDRESS 


AFTER twc 
RE-ENTERS DATA 
PROTECTED STATE 
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X28256M 


RESETTING SOFTWARE DATA PROTECTION 
Figure 5a: Reset Software Data Protection Timing Sequence 


i yl, 


DATA AA 55 80 AA 55 20 ties TANDARD 
ADDRESS 5555 2AAA 5555 5555 2AAA 5555 : OPERATING 


xT ge ei 
wed, aes | ia 


Figure 5b: Software Sequence to Deactivate In the event the user wants to deactivate the software 


Software Data Protection data protection feature for testing or reprogramming in 


an E*PROM programmer, the following six step algo- 
WRITE DATA AA rithm will reset the internal protection circuit. The next 
TO time the X28256 is powered-up the device will be in the 


ADDRESS 5555 
standard operating mode. 


Note: Once initiated, the sequence of write opera- 
WRITE DATA 55 tions should not be interrupted. 


ADDRESS 2AAA 


WRITE DATA 80 
TO 


ADDRESS 5555 


WRITE DATA AA 
TO 
ADDRESS 5555 


WRITE DATA 55 


ADDRESS 2AAA 


WRITE DATA 20 
TO 
ADDRESS 5555 
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X28256M 


SYSTEM CONSIDERATIONS 


Because the X28256 is frequently used in large memo- 
ry arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
I/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X28256 has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 wF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


X28256M 
SS 


Normalized Active Supply Current Normalized Standby Supply Current 
vs. Ambient Temperature vs. Ambient Temperature 


oO ea) 
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Q Qa 
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AMBIENT TEMPERATURE (°C) AMBIENT TEMPERATURE (°C) 
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PRELIMINARY INFORMATION ®) 
Commercial X28C256 ; 
256K — industrial X28C 2561 32K x 8 Bit 


Electrically Erasable PROM 


FEATURES 

e LOW Power CMOS 
—60 mA Active Current Max. 
—200 A Standby Current Max. 

e Fast Write Cycle Times 
—64-Byte Page Write Operation 
—Byte or Page Write Cycle: 5 ms Typical 
—Complete Memory Rewrite: 2.5 Sec. 

Typical 
—Effective Byte Write Cycle Time: 78 us 
Typical 

e Software Data Protection 

e End of Write Detection 
—DATA Polling 
—Toggle Bit 

e Simple Byte and Page Write 
—Single TTL Compatible WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 

e Upward Compatible with X2864A 

e JEDEC Approved Byte-Wide Pinout 


PIN CONFIGURATIONS 


Ay Ai2 Ara NC Voc WE Ais 


X28C256 


(TOP VIEW) 


7 22 
X28C256 


1/0; O02 Vss NC 1/03 1/04 I/Os 
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PIN NAMES 


Address Inputs 
|/Op-|/O7 Data Input/Output 
WE Write Enable 
CE Chip Enable 


OE Output Enable 
Vcc ov 

Vss Ground 

NC No Connect 


DESCRIPTION 


The Xicor X28C256 is a 32K x 8 E2PROM, fabricated 
with Xicor’s proprietary, high performance, floating gate 
CMOS technology. Like all Xicor programmable non- 
volatile memories the X28C256 is a 5V only device. 
The X28C256 features the JEDEC approved pinout for 
byte-wide memories, compatible with industry standard 
RAMs. 


The X28C256 supports a 64-byte page write operation, 
effectively providing a 78 ws/byte write cycle and en- 
abling the entire memory to be typically written in less 
than 2.5 seconds. The X28C256 also features DATA 
Polling, a system software support scheme used to in- 
dicate the early completion of a write cycle. In addition, 
the X28C256 includes a user-optional software data 
protection mode that further enhances Xicor’s hard- 
ware write protect capability. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 10 years. 


FUNCTIONAL DIAGRAM 


X 
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LATCHES 


256K-BIT 
E2PROM 


AND ARRAY 
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ADDRESS 
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Y 
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SS LOGIC Ne 
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X28C256, X28C2561 


EE SPE ETT CN ET ES TESS EOE TS ES OE SSS PES SE CE SEE SI ESSER SESE 


ABSOLUTE MAXIMUM RATINGS* 


Pics cp aes Bay oes aon se JOG to +-8S°C 
ps) Bo! | Sg —65°C to + 135°C 
Storage Temperature .................... —65°C 16 + 150 C 
Voltage on any Pin with 
MGSNGGIIG GIOUNG a. 5. ccc csesvsceodas =1.0V-10--+-7V 
DC. SIU BGE GUITA o ss io se ee eo cu cnn va Flee DERE 5 mA 
Lead Temperature 
(Soidering: TO Seconds) ..5.665. 5.2 Sl eS 300°C 


D.C. OPERATING CHARACTERISTICS 


*COMMENT 


Stresses above those listed under “‘Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


X28C256 Ta = 0°C to + 70°C, Voc = +5V +10%, unless otherwise specified. 
X28C2561 Ta = —40°C to +85°C, Voc = +5V +10%, unless otherwise specified. 


loc Voc Current (Active) 
(TTL Inputs) 

IsB, Voc Current (Standby) 
(TTL Inputs) 

ISBo Voc Current (Standby) 
(CMOS Inputs) 


Input Leakage Current 


TYPICAL POWER-UP TIMING 


Symbol 


CAPACITANCE Ty, = 25°C, f = 1.0 MHz, Voc = 5V 


A.C. CONDITIONS OF TEST 


Input Pulse Levels} OV to 3.0V 

Input Rise and 

Input and Output 

Output Load 1 TTL Gate and 
Cy. = 100 pF 


Symbol Parameter 
Typ.(1) 


= 3 3 


Ee TE 


@) 
he 


oO 
SN 


aes SS ee ce 
Power-UptoRead Operation | 100 


Power-Up to Write Operation 


Symbol 
Input/Output Capacitance 
Input Capacitance 


Test Conditions 


CE = OE = Vit. WE = Vin 

All 1/O’s = Open 

Address Inputs = TTL Levels @ f = 5 MHz 
CE = Vin: OE = VIL 
All 1/O’s = Open, Other Inputs = Vj 
CE = Vi, OF = Vi. 
All 1/O’s = Open, Other Inputs = Vcc 
Vin = GND to Voc 


Vout = GND to Vcc, CE = Viy 


= 


< 


lon = —400 pA 


Standby and 
Write Inhibit 


Notes: (1) Typical values are for Ta = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 
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X28C256, X28C256l 


A.C. CHARACTERISTICS 


X28C256 Ta = 0°C to +70°C, Voc = +5V +10%, unless otherwise specified. 
X28C256l Ta = —40°C to +85°C, Voco = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


X28C256-25 
X28C2561-25 


ADDRESS 


WE 


a tonz 
—|Aqz tuz 


paraiso 2st? OOK paravaure XXX OK vara vaio —_p 


<< t,, 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the outputs 
are no longer driven. 
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X28C256, X28C256I 


Write Cycle Limits 


Parameter Typ.(4) 


w 
< 
oy 
°o 


two Write Cycle Time 


= | 
” 


Address Setup Time 
tay Address Hold Time 150 
Write Setup Time 
tcH Write Hold Time 
tow CE Pulse Width 


OE High Setup Time 


OE High Hold Time 


HT] H] He 


:— 


=) 


ak 
(o) 


shabb 


‘ 
n 


+ + 
| 
” ” 


— — 


=D 
” 


100 


=) 
” 


otk “look 
oO [oS 


=) 
” 


twp WE Pulse Width 100 ns 


tov Data Valid ru 


tps Data Setup 

Data Hold 

Delay to Next Write 
Byte Load Cycle 


oO 
co) 


tow 
100 


n= 
” 


tBLc 


E Controlled Write Cycle 


ADDRESS Xt KKK KK KOKO 


+ tas —_ > |<< t ., —_> 


Sosa: Se aa SOIL LA 


he iO ROO 


~<t—tocs—> toeH <p 


+ —_— twp ——_—______» 


pee 


—_— twee ———- 


Poel 


DATA IN QOQDXOOK ata vain >KXKXKN 


—t—§| tos ———— > |< tp, —> 


DATAOUT KOKO 
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Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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CE Controlled Write Cycle 
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Page Write Cycle 


“ADDRESS Say PX 
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*For each successive write within the page write operation, Ag—A;4 should be the same or 
writes to an unknown address could occur. 
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DATA Polling Timing Diagram 


ADDRESS An OK An XN XK An (OX XXKKKX 


Nn 


Toggle Bit Timing Diagram 
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*I/Og will start at Logic ‘‘1”’. Ending state will vary, depending upon actual twc. 
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PIN DESCRIPTIONS 


Addresses (Ap-Aj44) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I1/O9-1/07) 
Data is written to or read from the X28C256 through 
the I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X28C256. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X28C256 supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X28C256 allows the en- 
tire memory to be written in 2.5 seconds. Page write 
allows two to sixty-four bytes of data to be consecu- 
tively written to the X28C256 prior to the commence- 
ment of the internal programming cycle. The host can 
fetch data from another location within the system dur- 
ing a page write operation (change the source ad- 
dress), but the page address (Ag through A;,4) for each 
subsequent valid write cycle to the part during this op- 
eration must be the same as the initial page address. 


The page write mode can be initiated during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to sixty-three bytes in the 
same manner as the first byte was written. Each suc- 
cessive byte load cycle, started by the WE HIGH to 
LOW transition, must begin within 100 ys of the falling 
edge of the preceding WE. If a subsequent WE HIGH 
to LOW transition is not detected within 100 us, the 
internal automatic programming cycle will commence. 
There is no page write window limitation. Effectively the 
page write window is infinitely wide, so long as the host 
continues to access the device within the byte load cy- 
cle time of 100 us. 


Write Operation Status Bits 
The X28C256 provides the user two write operation 
status bits. These can be used to optimize a system 
write cycle time. The status bits are mapped onto the 
|/O bus as shown in Figure 1. 


Figure 1: Status Bit Assignment 
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TOGGLE BIT 


DATA POLLING 
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DATA Polling (1/07) 

The X28C256 features DATA Polling as a method to 
indicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X28C256, eliminating additional interrupt inputs or ex- 
ternal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. Note: 
If the X28C256 is in the protected state and an illegal 
write operation is attempted DATA Polling will not 
operate. 


Toggle Bit (I1/Og) 

The X28C256 also provides another method for deter- 
mining when the internal write cycle is complete. Dur- 
ing the internal programming cycle |/Og will toggle from 
one to zero and zero to one on subsequent attempts to 
read the device. When the internal cycle is complete 
the toggling will cease and the device will be accessi- 
ble for additional read or write operations. 
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DATA POLLING 1/07 
Figure 2a: DATA Polling Bus Sequence 


<—— Vou 


X28C256 


READY 


Figure 2b: DATA Polling Software Flow DATA Polling can effectively halve the time for writing 
to the X28C256. The timing diagram in Figure 2a illus- 


trates the sequence of events on the bus. The software 
ii aes ue flow diagram in Figure 2b illustrates one method of im- 
plementing the routine. 


WRITES 
COMPLETE? 


YES 


SAVE LAST DATA 
AND ADDRESS 


READ LAST 
ADDRESS 


VO, 
COMPARE? 


YES 
X28C256 
READY 
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THE TOGGLE BIT I/Og 
Figure 3a: Toggle Bit Bus Sequence 


Vo. X28C256 
READY 
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*Beginning and ending state of I/Og will vary. 


Figure 3b: Toggle Bit Software Flow The Toggle Bit can eliminate the software housekeep- 
ing chore of saving and fetching the last address and 
data written to a device in order to implement DATA 

LAST WRITE Polling. This can be especially helpful in an array com- 
prised of multiple X28C256 memories that is frequently 


updated. The timing diagram in Figure 3a illustrates the 
sequence of events on the bus. The software flow dia- 


gram in Figure 3b illustrates a method for testing the 
LOAD ACCUM . 
FROM ADDR n Toggle Bit. 


COMPARE 
ACCUM WITH 


ADDR n 
COMPARE 
OK 

YES 
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HARDWARE DATA PROTECTION 


The X28C256 provides three hardware features (com- 
patible with X2864A) that protect nonvolatile data from 
inadvertent writes. 


® Noise Protection—A WE pulse less than 20 ns will 
not initiate a write cycle. 


® Default Vcc Sense—All functions are inhibited when 
Voc is <8V, typically. 


® Write Inhibit—Holding either OE LOW, WE HIGH, or 
CE HIGH will prevent an inadvertent write cycle 
during power-on and power-off, maintaining data 
integrity. 


SOFTWARE DATA PROTECTION 


The X28C256 offers a software controlled data protec- 
tion feature. The X28C256 is shipped from Xicor with 
the software data protection NOT ENABLED; that is, 
the device will be in the standard operating mode. In 
this mode data should be protected during power-up/- 
down operations through the use of external circuits. 
The host would then have open read and write access 
of the device once Vcc was stable. 
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The X28C256 can be automatically protected during 
power-up and power-down without the need for exter- 
nal circuits by employing the software data protection 
feature. The internal software data protection circuit is 
enabled after the first write operation utilizing the soft- 
ware algorithm. This circuit is nonvolatile and will re- 
main set for the life of the device unless the reset com- 
mand is issued. 


Once the software protection is enabled, the X28C256 
is also protected from inadvertent and accidental writes 
in the powered-on state. That is, the software algorithm 
must be issued prior to writing additional data to the 
device. 


SOFTWARE ALGORITHM 


Selecting the software data protection mode requires 
the host system to precede data write operations by a 
series of three write operations to three specific ad- 
dresses. Refer to Figure 4a and 4b for the sequence. 
The three byte sequence opens the page write window 
enabling the host to write from one to sixty-four bytes 
of data.(5) Once the page load cycle has been complet- 
ed, the device will automatically be returned to the data 
protected state. 


Note: (5) Once the three byte sequence is issued it must be 
followed by a valid byte or page write operation. 
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SOFTWARE DATA PROTECTION 
Figure 4a: Timing Sequence—Byte or Page Write 
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DATA AA 55 
ADDRESS 5555 2AAA WRITE 


WRITE 
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Figure 4b: Write Sequence for Regardless of whether the device has previously been 
Software Data Protection protected or not, once the software data protected al- 
gorithm is used and data has been written, the 
X28C256 will automatically disable further writes unless 


WRITE DATA AA pare 
another command is issued to cancel it. If no further 


ADDRESS 27? commands are issued the X28C256 will be write pro- 
tected during power-down and after any subsequent 
power-up. 

iad ‘is Note: Once initiated, the sequence of write opera- 

ADDRESS 2AAA tions should not be interrupted. 


WRITE DATA AO 
TO 
ADDRESS 5555 


BYTE/PAGE LOAD 
ENABLED 


WRITE DATA XX 


TO 
ANY ADDRESS 


WRITE LAST BYTE 


TO 
LAST ADDRESS 


AFTER two 
RE-ENTERS DATA 
PROTECTED STATE 
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RESETTING SOFTWARE DATA PROTECTION 


Figure 5a: Reset Software Data Protection Timing Sequence 


S| Ss as eee reese | 


DATA AA 55 80 AA 
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Figure 5b: Software Sequence to Deactivate 
Software Data Protection 


WRITE DATA AA 
TO 
ADDRESS 5555 


WRITE DATA 55 
TO 
ADDRESS 2AAA 


WRITE DATA 80 


ADDRESS 5555 


WRITE DATA AA 
TO 
ADDRESS 5555 


WRITE DATA 55 


ADDRESS 2AAA 


WRITE DATA 20 


ADDRESS 5555 
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20 STANDARD 
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5555 twc OPERATING 
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In the event the user wants to deactivate the software 
data protection feature for testing or reprogramming in 
an E2PROM programmer, the following six step algo- 
rithm will reset the internal protection circuit. After twe; 
the X28C256 will be in standard operating mode. 


Note: Once initiated, the sequence of write opera- 
tions should not be interrupted. 
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SYSTEM CONSIDERATIONS 


Because the X28C256 is frequently used in large mem- 
ory arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
|/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X28C256 has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 uF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM INPUTS 


Must be 
steady 


OUTPUTS 


Will be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Don't Care: 
Changes 
Allowed 


Changing: 
State Not 
Known 


Center Line 
is High 
Impedance 


N/A 


NOTES 


3-162 


ILOr 


PRELIMINARY INFORMATION ®) 
256K Military X28C256M 32K x 8 Bit 
Electrically Erasable PROM 

FEATURES DESCRIPTION 


e LOW Power CMOS 
—60 mA Active Current Max. 
—200 »A Standby Current Max. 
e Fast Write Cycle Times 
—64-Byte Page Write Operation 
—Byte or Page Write Cycle: 5 ms Typical 
—Complete Memory Rewrite: 2.5 Sec. 
Typical 
—Effective Byte Write Cycle Time: 78 us 
Typical 
e Software Data Protection 
e End of Write Detection 
—DATA Polling 
—Toggle Bit 
e Simple Byte and Page Write 
—Single TTL Compatible WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 
e Upward Compatible with X2864A 
e JEDEC Approved Byte-Wide Pinout 


PIN CONFIGURATIONS 


A> Ai2 Ara NC Voc WE Ais 


X28C256 


(TOP VIEW) 
4 22 
X28C256 


VO; W/O2 Vss NC 1/03 1/04 1/05 
0065-2 


PIN NAMES 


Ao-Ai44 Address Inputs 
|/Og-|/O7 Data Input/Output 
WE Write Enable 

CE Chip Enable 

OE Output Enable 
Voc +5V 

Vss Ground 

NC No Connect 


The Xicor X28C256 is a 32K x 8 E2PROM, fabricated 
with Xicor’s proprietary, high performance, floating gate 
CMOS technology. Like all Xicor programmable non- 
volatile memories the X28C256 is a 5V only device. 
The X28C256 features the JEDEC approved pinout for 
byte-wide memories, compatible with industry standard 
RAMs. 


The X28C256 supports a 64-byte page write operation, 
effectively providing a 78 ps/byte write cycle and en- 
abling the entire memory to be typically written in less 
than 2.5 seconds. The X28C256 also features DATA 
Polling, a system software support scheme used to in- 
dicate the early completion of a write cycle. In addition, 
the X28C256 includes a user-optional software data 
protection mode that further enhances Xicor’s hard- 
ware write protect capability. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 10 years. 


FUNCTIONAL DIAGRAM 


X 
BUFFERS 
LATCHES 


256K-BIT 
E2PROM 


AND ARRAY 
ne DECODER 
ADDRESS . 
INPUTS 
Y 
cpbicites 1/0 BUFFERS 
AND AND LATCHES 
DECODER 
Ee | ees 
Ase AND 1/O9-1/07 
WE TIMING DATA INPUTS/OUTPUTS 
Vcc OS 
Vss Oo—> 
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ABSOLUTE MAXIMUM RATINGS* *COMMENT 

Temperature Under Bias...........0.552.. 65°C to 135C Stresses above those listed under ‘Absolute Maximum Rat- 

Storage Temperature .................... —65°G+to..+ 150°C ings” may cause permanent damage to the device. This is a 

Voltage on any Pin with stress rating only and the functional operation of the device at 
Respecrio Grand cl ee: “SV to Fav these or any other conditions above those indicated in the op- 

OG. OOOUPOUIRGO Ls. neck ic cis dn veces ob asscevce sens. 5 mA erational sections of this specification is not implied. Exposure 

Lead Temperature to absolute maximum rating conditions for extended periods 
(soldering, 10: Seconds) <....<..4.6. 252i. etiel eese 300°C may affect device reliability. 


D.C. OPERATING CHARACTERISTICS 
Ta = —55°C to + 125°C, Veg = +5V +10%, unless otherwise specified. 


CE = OE = Vi, WE = Vin 
All 1/O’s = Open 
Address Inputs = TTL Levels @ f = 5 MHz 


CE = Vip, OE = VIL 
All |1/O’s = Open 
Other Inputs = Viy 


100 200 vA | CE = Vip, OE = VIL 
All !|/O’s = Open 
Other Inputs = Voc 
pT 0 WA [Vin=GNDtIoVeg 
|| 10 | WA | Vour = GND to Veo, CE = Vin 


Voc Current (Active) 
(TTL Inputs) 


Vcc Current (Standby) 
(TTL Inputs) 


Vcc Current (Standby) 
(CMOS Inputs) 


TYPICAL POWER-UP TIMING 


Symbol 


Parameter 
Power-Up to Read Operation 


Power-Up to Write Operation 


Symbol Test 
Input/Output Capacitance 
Input Capacitance 


A.C. CONDITIONS OF TEST 


Input Pulse Levels} OV to 3.0V 

Input Rise and 

Input and Output 

Timing Levels 

Output Load 1 TTL Gate and 
C_ = 100 pF 


Notes: (1) Typical values are for Ty = 25°C and nominal supply voltage. 
(2) This parameter is periodically sampled and not 100% tested. 


High Z Standby 


. 
. 
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A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Voc = +5V +10%, unless otherwise specified. 


Read Cycle Limits 


CE Low to Active Output 
OE Low to Active Output 


E High to High Z Output 


OE High to High Z Output 
toH Output Hold from 
Address Change 


Read Cycle 


ADDRESS 


WE 
tonz 
tuz 


pees OOK pra Wat KX KOK vara vaio 


Note: (3) tyz and toyz are measured from the point when CE or OE return high (whichever occurs first) to the time when the outputs 
are no longer driven. 
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Write Cycle Limits 


[two | Write GyeloTime | 
[us | Address Setup time [0 
tay 150 
tcs 
CH 
tcw 


Typ.(4) 
5 


=) 
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= 
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tn _ |e Hold Time | 150 
[oe | Wile Soup tine 
[ton | Wiha Hold tine | 0 
[tow |S Pats wt | 100 
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1 


= | 


shi 
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ns 


a | eee To 
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tpH 10 
tow 10 
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WE Controlled Write Cycle 
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o) 
shi 
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twe 
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So a OS GEL 
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<t—toes— toeH <p> 
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ree 
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3a tps > toy-— 
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Note: (4) Typical values are for Ta = 25°C and nominal supply voltage. 
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CE Controlled Write Cycle 


twe 


appress Xd] SS KXXXXXXXKKXXKY) 


gg <a —t,,—_-,— 


KS 


[hee — 
rane aeammarel 


ee haan 
Ss LLL ZZ ZN. 


DATA IN OOO se CXXKXKX x] IXXXXX 


—?—_—_ tps ——— > | <— Ip 


HIGH Z 
DATA OUT 


Page Write Cycle 


‘appress__X_—-X XX df X XX | XXX 


BYTEO BYTE1 SYTE2 BYTE n BYTE n+1 BYTE n+2 


two 
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*For each successive write within the page write operation, Ag—A;4 should be the same or 
writes to an unknown address could occur. 
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DATA Polling Timing Diagram 


nooress — mn XXX) CON, KEN XK 


Toggle Bit Timing Diagram 


HIGH Z 
_) 


twe 


* 1/Qg¢ will start at Logic ‘‘1’’. Ending state will vary, depending upon actual twc. 
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PIN DESCRIPTIONS 

Addresses (Ap-Aj4) 

The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I1/O9-1/07) 
Data is written to or read from the X28C256 through 
the I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X28C256. 


DEVICE OPERATION 


Read 
Read operations are initiated by both OE and CE LOW. 


The read operation is terminated by either CE or OE 


returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X28C256 supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X28C256 allows the en- 
tire memory to be written in 2.5 seconds. Page write 
allows two to sixty-four bytes of data to be consecu- 
tively written to the X28C256 prior to the commence- 
ment of the internal programming cycle. The host can 
fetch data from another location within the system dur- 
ing a page write operation (change the source ad- 
dress), but the page address (Ag through A;,4) for each 
subsequent valid write cycle to the part during this op- 
eration must be the same as the initial page address. 


The page write mode can be initiated during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to sixty-three bytes in the 
same manner as the first byte was written. Each suc- 
cessive byte load cycle, started by the WE HIGH to 
LOW transition, must begin within 100 ys of the falling 
edge of the preceding WE. If a subsequent WE HIGH 
to LOW transition is not detected within 100 ps, the 
internal automatic programming cycle will commence. 
There is no page write window limitation. Effectively the 
page write window is infinitely wide, so long as the host 
continues to access the device within the byte load cy- 
cle time of 100 us. 


Write Operation Status Bits 
The X28C256 provides the user two write operation 
status bits. These can be used to optimize a system 
write cycle time. The status bits are mapped onto the 
|/O bus as shown in Figure 1. 


Figure 1: Status Bit Assignment 
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TOGGLE BIT 
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DATA Polling (1/07) 

The X28C256 features DATA Polling as a method to 
indicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X28C256, eliminating additional interrupt inputs or ex- 
ternal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
Oxxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. Note: 
lf the X28C256 is in the protected state and an illegal 
write operation is attempted DATA Polling will not 
operate. 


Toggle Bit (I/Og) 

The X28C256 also provides another method for deter- 
mining when the internal write cycle is complete. Dur- 
ing the internal programming cycle |/Og will toggle from 
one to zero and zero to one on subsequent attempts to 
read the device. When the internal cycle is complete 
the toggling will cease and the device will be accessi- 
ble for additional read or write operations. 


X28C256M 
ee 


DATA POLLING 1/07 
Figure 2a: DATA Polling Bus Sequence 


| Von 


X28C256 


READY 


Figure 2b: DATA Polling Software Flow DATA Polling can effectively halve the time for writing 
to the X28C256. The timing diagram in Figure 2a illus- 
trates the sequence of events on the bus. The software 
flow diagram in Figure 2b illustrates one method of im- 
plementing the routine. 
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THE TOGGLE BIT 1/0, 
Figure 3a: Toggle Bit Bus Sequence 


6 : (st Vou HIGH Z 
6 
<t— Vo. X28C256 


READY 


*Beginning and ending state of |/Og will vary. 


Figure 3b: Toggle Bit Software Flow The Toggle Bit can eliminate the software housekeep- 
ing chore of saving and fetching the last address and 
data written to a device in order to implement DATA 

LAST WRITE Polling. This can be especially helpful in an array com- 
prised of multiple X28C256 memories that is frequently 


updated. The timing diagram in Figure 3a illustrates the 
sequence of events on the bus. The software flow dia- 


gram in Figure 3b illustrates a method for testing the 
LOAD ACCUM ; 
FROM ADDR n Toggle Bit. 


COMPARE 
ACCUM WITH 


ADDR n 


COMPARE 
OK 
YES 
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HARDWARE DATA PROTECTION 


The X28C256 provides three hardware features (com- 
patible with X2864A) that protect nonvolatile data from 
inadvertent writes. 


© Noise Protection—A WE pulse less than 20 ns will 
not initiate a write cycle. 


® Default Vcc Sense—All functions are inhibited when 
Voc is <8V, typically. 


® Write Inhibit—Holding either OE LOW, WE HIGH, or 
CE HIGH will prevent an inadvertent write cycle 
during power-on and power-off, maintaining data 
integrity. 


SOFTWARE DATA PROTECTION 


The X28C256 offers a software controlled data protec- 
tion feature. The X28C256 is shipped from Xicor with 
the software data protection NOT ENABLED; that is, 
the device will be in the standard operating mode. In 
this mode data should be protected during power-up/- 
down operations through the use of external circuits. 
The host would then have open read and write access 
of the device once Vcc was stable. 
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The X28C256 can be automatically protected during 
power-up and power-down without the need for exter- 
nal circuits by employing the software data protection 
feature. The internal software data protection circuit is 
enabled after the first write operation utilizing the soft- 
ware algorithm. This circuit is nonvolatile and will re- 
main set for the life of the device unless the reset com- 
mand is issued. 


Once the software protection is enabled, the X28C256 
is also protected from inadvertent and accidental writes 
in the powered-on state. That is, the software algorithm 
must be issued prior to writing additional data to the 
device. 


SOFTWARE ALGORITHM 


Selecting the software data protection mode requires 
the host system to precede data write operations by a 
series of three write operations to three specific ad- 
dresses. Refer to Figure 4a and 4b for the sequence. 
The three byte sequence opens the page write window 
enabling the host to write from one to sixty-four bytes 
of data.(5) Once the page load cycle has been complet- 
ed, the device will automatically be returned to the data 
protected state. 


Note: (5) Once the three byte sequence is issued it must be 
followed by a valid byte or page write operation. 


X28C256M 


SOFTWARE DATA PROTECTION 
Figure 4a: Timing Sequence—Byte or Page Write 


V 
DATA AA 55 
ADDRESS 5555 2AAA WRITE 


PROTECTED 


WRITES 


Figure 4b: Write Sequence for Regardless of whether the device has previously been 
Software Data Protection protected or not, once the software data protected al- 
gorithm is used and data has been written, the 
X28C256 will automatically disable further writes unless 
another command is issued to cancel it. If no further 
commands are issued the X28C256 will be write pro- 
tected during power-down and after any subsequent 


WRITE DATA AA 


ADDRESS 5555 


power-up. 
a : Note: Once initiated, the sequence of write opera- 
ADDRESS 2AAA tions should not be interrupted. 


WRITE DATA AO 


ADDRESS 5555 


BYTE/PAGE LOAD 
ENABLED 


WRITE DATA XX 
TO 
ANY ADDRESS 


WRITE LAST BYTE 
TO 
LAST ADDRESS 


AFTER twc 
RE-ENTERS DATA 
PROTECTED STATE 


0065-16 
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X28C256M 


RESETTING SOFTWARE DATA PROTECTION 
Figure 5a: Reset Software Data Protection Timing Sequence 


A aga 0 Ga conanaers magne cae | 


DATA AA 55 80 AA 55 20 STANDARD 
>t 
ADDRESS 5555 2AAA 5555 5555 2AAA 5555 we OPERATING 


e + [ MODE 


f--—-————_ 
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ous pe oare Sequence to Deactivate in the event the user wants to deactivate the software 
oftware Data Protection data protection feature for testing or reprogramming in 
an E2PROM programmer, the following six step algo- 

WRITE DATA AA rithm will reset the internal protection circuit. After twc, 


the X28C256 will be in standard operating mode. 
ADDRESS 5555 


Note: Once initiated, the sequence of write opera- 
tions should not be interrupted. 


WRITE DATA 55 


ADDRESS 2AAA 


WRITE DATA 80 


ADDRESS 5555 


WRITE DATA AA 
TO 
ADDRESS 5555 


WRITE DATA 55 


ADDRESS 2AAA 


WRITE DATA 20 


ADDRESS 5555 


0065-18 
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SYSTEM CONSIDERATIONS 


Because the X28C256 is frequently used in large mem- 
ory arrays it is provided with a two line control architec- 
ture for both read and write operations. Proper usage 
can provide the lowest possible power dissipation and 
eliminate the possibility of contention where multiple 
|/O pins share the same bus. 


To gain the most benefit it is recommended that CE be 
decoded from the address bus and be used as the pri- 
mary device selection input. Both OE and WE would 
then be common among all devices in the array. For a 
read operation this assures that all deselected devices 
are in their standby mode and that only the selected 
device(s) is outputting data on the bus. 


Because the X28C256 has two power modes, standby 
and active, proper decoupling of the memory array is of 
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prime concern. Enabling CE will cause transient current 
spikes. The magnitude of these spikes is dependent on 
the output capacitive loading of the I/Os. Therefore, 
the larger the array sharing a common bus, the larger 
the transient spikes. The voltage peaks associated with 
the current transients can be suppressed by the proper 
selection and placement of decoupling capacitors. As a 
minimum, it is recommended that a 0.1 uF high fre- 
quency ceramic capacitor be used between Vcc and 
GND at each device. Depending on the size of the ar- 
ray, the value of the capacitor may have to be larger. 


In addition, it is recommended that a 4.7 wF electrolytic 
bulk capacitor be placed between Vcc and GND for 
each eight devices employed in the array. This bulk ca- 
pacitor is employed to overcome the voltage droop 
caused by the inductive effects of the PC board traces. 


SYMBOL TABLE 


WAVEFORM 


INPUTS 


Must be 
steady 


May change 
from Low to 
High 
May change 
from High to 
Low 


Don't Care: 
Changes 
Allowed 


N/A 


OUTPUTS 


Will be 
steady 


Will change 

from Low to 
High 

Will change 

from High to 
Low 


Changing: 
State Not 
Known 
Center Line 
is High 
Impedance 


NOTES 
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ICOM 


FACT SHEET ®) 
1M Commercial X28C010 128K x 8 Bit 
Electrically Erasable PROM 

FEATURES DESCRIPTION 


e 200 ns Access Time 

e LOW Power CMOS 
—80 mA Active Current Typical 
—500 yA Standby Current Typical 

® Fast Write Cycle Times 
—128-Byte Page Write Operation 
—Byte or Page Write Cycle: 5 ms Typical 
—Complete Memory Rewrite: 5 Sec. Typical 
—Effective Byte Write Cycle Time: 39 us 

Typical 

e Software Data Protection 

e End of Write Detection 
—DATA Polling 
—Toggle Bit 

e Simple Byte and Page Write 
—Single TTL Compatible WE Signal 
—Internally Latched Address and Data 
—Automatic Write Timing 

e JEDEC Approved Byte-Wide Pinout 


PIN CONFIGURATION 


8 25 
9 X28C010 


PIN NAMES 


Address Inputs 
[/Oo-l\/O7 Data Input/Output 
WE Write Enable 
CE Chip Enable 


OE Output Enable 
Vcc + OV 

Vss Ground 

NC No Connect 


The Xicor X28C010 is a 128K x 8 E2PROM, fabricated 
with Xicor’s proprietary, high performance, floating gate 
CMOS technology. Like all Xicor programmable non- 
volatile memories the X28C010 is a 5V only device. 
The X28C010 features the JEDEC approved pinout for 
byte-wide memories, compatible with industry standard 
EPROMs. 


The X28C010 supports a 128-byte page write opera- 
tion, effectively providing a 39 ys/byte write cycle and 
enabling the entire memory to be typically written in 
less than 5 seconds. The X28C010 also features DATA 
Polling, a system software support scheme used to in- 
dicate the early completion of a write cycle. In addition, 
the X28C010 includes a user-optional software data 
protection mode that further enhances Xicor’s hard- 
ware write protect capability. 


Xicor E2PROMs are designed and tested for applica- 
tions requiring extended endurance. Data retention is 
specified to be greater than 10 years. 


FUNCTIONAL DIAGRAM 


X 
BUFFERS 
LATCHES 
AND 
DECODER 


Ao-Ai16 
ADDRESS 
INPUTS 
Y 
F 
ee 1/0 BUFFERS 
AND AND LATCHES 
DECODER 
CEN cet Lal eee 
OE AND 1/09-/07 
WE TIMING DATA INPUTS/OUTPUTS 
Vcc O-—-—> 
Vss O-— 


0084-2 


3-177 


May 1987 


X28C010 
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PIN DESCRIPTIONS 


Addresses (Ap—-Aj6) 
The Address inputs select an 8-bit memory location 
during a read or write operation. 


Chip Enable (CE) 

The Chip Enable input must be LOW to enable all 
read/write operations. When CE is HIGH, power con- 
sumption is reduced. 


Output Enable (OE) 
The Output Enable input controls the data output buff- 
ers and is used to initiate read operations. 


Data In/Data Out (I/O9-1/07) 
Data is written to or read from the X28C010 through 
the I/O pins. 


Write Enable (WE) 
The Write Enable input controls the writing of data to 
the X28C010. 


DEVICE OPERATION 


Read 

Read operations are initiated by both OE and CE LOW. 
The read operation is terminated by either CE or OE 
returning HIGH. This 2-line control architecture elimi- 
nates bus contention in a system environment. The 
data bus will be in a high impedance state when either 
OE or CE is HIGH. 


Write 

Write operations are initiated when both CE and WE 
are LOW and OE is HIGH. The X28C010 supports both 
a CE and WE controlled write cycle. That is, the ad- 
dress is latched by the falling edge of either CE or WE, 
whichever occurs last. Similarly, the data is latched in- 
ternally by the rising edge of either CE or WE, whichev- 
er occurs first. A byte write operation, once initiated, 
will automatically continue to completion, typically with- 
in 5 ms. 


Page Write Operation 

The page write feature of the X28C010 allows the en- 
tire memory to be written in 5 seconds. Page write al- 
lows two to one hundred twenty-eight bytes of data to 
be consecutively written to the X28C010 prior to the 
commencement of the internal programming cycle. The 
host can fetch data from another location within the 
system during a page write operation (change the 
Source address), but the page address (A7 through 
A16) for each subsequent valid write cycle to the part 
during this operation must be the same as the initial 
page address. 


The page write mode can be initiated during any write 
operation. Following the initial byte write cycle, the host 
can write an additional one to one hundred twenty-sev- 
en bytes in the same manner as the first byte was writ- 
ten. Each successive byte load cycle, started by the 
WE HIGH to LOW transition, must begin within 100 ps 
of the falling edge of the preceding WE. If a subse- 
quent WE HIGH to LOW transition is not detected with- 
in 100 ys, the internal automatic programming cycle 
will commence. There is no page write window limita- 
tion. Effectively the page write window is infinitely wide, 
so long as the host continues to access the device 
within the byte load cycle time of 100 us. 


Write Operation Status Bits 
The X28C010 provides the user two write operation 
Status bits. These can be used to optimize a system 
write cycle time. The status bits are mapped onto the 
[/O bus as shown in Figure 1. 


Figure 1: Status Bit Assignment 


vo [or|re|s|4|{s]2 ti Jol 
| RESERVED | 


TOGGLE BIT 
DATA POLLING 


DATA Polling (1/07) 

The X28C010 features DATA Polling as a method to 
indicate to the host system that the byte write or page 
write cycle has completed. DATA Polling allows a sim- 
ple bit test operation to determine the status of the 
X28C010, eliminating additional interrupt inputs or ex- 
ternal hardware. During the internal programming cycle, 
any attempt to read the last byte written will produce 
the complement of that data on |/O7 (i.e., write data = 
OXxx xxxx, read data = 1xxx xxxx). Once the program- 
ming cycle is complete, |/O7 will reflect true data. Note: 
If the X28C010 is in the protected state and an illegal 
write operation is attempted DATA Polling will not 
operate. 


Toggle Bit (1/O¢) 

The X28C010 also provides another method for deter- 
mining when the internal write cycle is complete. Dur- 
ing the internal programming cycle |/Og will toggle from 
one to zero and zero to one on subsequent attempts to 
read the device. When the internal cycle is complete 
the toggling will cease and the device will be accessi- 
ble for additional read or write operations. 


V—_—_—_—O rr eee 
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HARDWARE DATA PROTECTION 


The X28C010 provides three hardware features that 
protect nonvolatile data from inadvertent writes. 


® Noise Protection—A WE pulse less than 20 ns will 
not initiate a write cycle. 


® Default Vcc Sense—All functions are inhibited when 
Voc is <3V. 


® Write Inhibit—Holding either OE LOW, WE HIGH, or 
CE HIGH will prevent an inadvertent write cycle 
during power-on and power-off, maintaining data 
integrity. 


SOFTWARE DATA PROTECTION 


The X28C010 offers a software controlled data protec- 
tion feature. The X28C010 is shipped from Xicor with 
the software data protection NOT ENABLED; that is, 
the device will be in the standard operating mode. In 
this mode data should be protected during power-up/- 
down operations through the use of external circuits. 
The host would then have open read and write access 
of the device once Vcc was stable. 
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The X28C010 can be automatically protected during 
power-up and power-down without the need for exter- 
nal circuits by employing the software data protection 
feature. The internal software data protection circuit is 
enabled after the first write operation utilizing the soft- 
ware algorithm. This circuit is nonvolatile and will re- 
main set for the life of the device unless the reset com- 
mand is issued. 


Once the software protection is enabled, the X28C010 
is also protected from inadvertent and accidental writes 
in the powered-on state. That is, the software algorithm 
must be issued prior to writing additional data to the 
device. 


SOFTWARE ALGORITHM 


Selecting the software data protection mode requires 
the host system to precede data write operations by a 
series of three write operations to three specific ad- 
dresses. The three byte sequence opens the page 
write window enabling the host to write from one to one 
hundred twenty-eight bytes of data. Once the page 
load cycle has been completed, the device will auto- 
matically be returned to the data protected state. 


NOTES 
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PRELIMINARY INFORMATION 


Commercial 
Industrial 


ICOM 


® 


X9MME 
X9MMEI 


E2POT™ Digitally Controlled Potentiometer 


FEATURES 
@ Solid State Reliability 
@ Single Chip MOS Implementation 
e Three Wire TTL Control 
© Operates From Standard 5V Supply 
e Wide Analog Voltage Range + 5V Min. 
e 99 Resistive Elements 
—Temperature Compensated 
—+20% End to End Resistance Range 
e 100 Wiper Tap Points 
—Wiper Position Digitally Controlled 
—Wiper Position Stored in Nonvolatile 


Memory Then Automatically Recalled on 


Power-Up 
e 100 Year Wiper Position Retention 
e 8 Pin Mini-DIP Package 


DESCRIPTION 

The Xicor X9MME is a solid state nonvolatile potenti- 
ometer, packaged in an 8 pin mini-DIP and is ideal for 
digitally controlled resistance trimming. 


The X9MME is a resistor array composed of 99 resis- 
tive elements. Between each element and at either end 
are tap points accessible to the wiper element. The po- 
sition of the wiper element on the array is controlled by 
the CS, U/D, and INC inputs. The position of the wiper 
can be stored in nonvolatile memory and is recalled 
upon a subsequent power-up. 


The resolution of the X9MME is equal to the maximum 
resistance value divided by 99. As an example; for the 
X9503 (50 K) each tap point represents 5052). 


Xicor E2 products are designed and tested for applica- 
tions requiring extended endurance. Refer to Xicor reli- 
ability reports for further endurance information. 


PIN CONFIGURATION 


= 
eo] 


/ 


al 6 
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High Terminal of Pot 
Vw Wiper Terminal of Pot 
Vi Low Terminal of Pot 

Vss Ground 

Vcc System Power 

U/D ~~ Up/Down Control 

INC | Wiper Movement Control 
CS ___ Chip Select for Wiper 
Movement/Storage 


Voc 


GND 


NONVOLATILE 
MEMORY 


PROGRAMMING 
CONTROL AND 
POWER-ON 
DETECT 


FUNCTIONAL DIAGRAM 


7 BIT 
COUNTER 


TRANSFER | ARRAY 
VH 


WIPER 
POSITION 


DECODE 
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ANALOG CHARACTERISTICS 
Electrical Characteristics 


End to End Resistance Tolerance.................... +20% 
POWOrMammgatieeC, oo ot ee Gb ee 10 mW 
Wibor Outenl. wwcoy oe ee +1 mA Max. 
Typical Wiper Resistance ...................... 400 at1mA 
Typical Noise...............0.0005. < —120 dB/JHz Ref: 1V 
Resolution 

PIIBIMNCONSES, witots, Sales ts 35, isin adidas Beek. 1% 
Linearity 

Absolute Linearity)... 0.00... + 1.0 MI(2) 
Relative Linearity(3) ...0..000 0. eee +0.2 MI(2) 
Temperature Coefficient 

SO: Mead <2 3 ea +300 ppm/°C Typical 


Wiper Adjustability 
Unlimited Wiper Adjustment 

(Volatile Mode While Chip is Selected) 
Nonvolatile Storage of Wiper Position 


Lees Cau Cu REE SRA Ee eek 10,000 Cycles Typical 
Environmental Characteristics 
Temperature Range 
Operating X9MME......................5. 0°C to + 70°C 
cl) | ae — 40°C to + 85°C 
OTROS coe. 0 so phte eer kat ie wkend —65°C to + 150°C 


D.C. OPERATING CHARACTERISTICS 


Supply Current 
Input Leakage Current 


=—_——_- 1 _—_— = 


CS, INC, U/D, Input 
Capacitance 


Physical Characteristics 

Marking Includes: 
Manufacturer’s Trademark 
Resistance Value or Code 


Date Code 
ABSOLUTE MAXIMUM RATINGS* 

Temperature Under Bias.................. —65°C to. +135°C 
Storage Temperature .................... —65°C to + 150°C 
Voltage on CS, INC, U/D and Voc 

Referenced to Ground ................... —1.0V to +7.0V 
Voltage on Vy and V, 

Referenced to Ground ................... —8.0V to +8.0V 
Lead Temperature (Soldering, 10 Seconds) .......... + 300°C 
Wip@r-Guseny Vie. 050ta) ys i che ee es, S +1mA 
*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Notes: (1) Absolute Linearity is utilized to determine actual wiper voltage versus expected voltage as determined by wiper position 


when used as a potentiometer. 


Absolute Linearity = (Vw(n)(actual) — Vw(n)(expected)) = +1 MI Max. 


Va — V 
(2) 1 MI = Rto7/99 or 7 


= Minimum Increment. 


(3) Relative Linearity is utilized to determine the actual change in voltage between successive tap position when used as a 


potentiometer. It is a measure of the error in step size. 


Relative Linearity = Vwin+1) — [Vwny + MI] = +0.2 MI Max. 


Typical values of Linearity are shown in Figure 3. 


(4) Typical values are for Ta = 25°C and nominal supply voltage. 


(5) This parameter is periodically sampled and not 100% tested. 


—_--—sSsSsa eee 
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A.C. CONDITIONS OF TEST MODE SELECTION 
D | Mode 
A.C. CHARACTERISTICS 


X9MME Ta = O°C to + 70°C, Voc = +5V +10%, unless otherwise specified. 
X9MMEI Ta = —40°C to + 85°C, Voc = +5V 410%, unless otherwise specified. 


Symbol Parameter 


INC 1 


A.C. Timing 


Note: (6) Typical values are for Ta = 25°C and nominal supply voltage. 
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PIN DESCRIPTIONS 

VH 

The high terminal of the X9MME is capable of handling 
an input voltage from —5V to +5V. 


VL 
The low terminal input is limited from —5V to +5V. 


Vw 

The wiper terminal series resistance is typically less 
than 409. The value of the wiper is controlled by the 
use of U/D and INC. 


Up/Down (U/D) 
The U/D input controls the direction of the wiper move- 
ment and the value of the nonvolatile counter. 


Increment (INC) 
The INC input is negative-edge triggered. Toggling INC 
will move the wiper and either increment or decrement 
the counter in the direction indicated by the logic level 
on the U/D input. 


Chip Select (CS) 

The device is selected when the CS input is LOW. The 
current counter value is stored in nonvolatile memory 
when CS is returned HIGH with ING HIGH. 


DEVICE OPERATION 


The INC, U/D and CS inputs control the movement of 
the wiper along the resistor array. HIGH to LOW tran- 
sitions on INC, with CS LOW, increment (U/D = HIGH) 
or decrement (U/D = LOW) an internal counter. The 
output of the counter is decoded to position the wiper. 
When CS is brought HIGH the counter value is auto- 
matically stored in the nonvolatile memory. Upon pow- 
er-up the nonvolatile memory contents are restored to 
the counter. 


With the wiper at position 99, additional increments 
(U/D = HIGH) will not move the wiper. With the wiper 
at position 0, additional decrements (U/D = LOW) will 
not move the wiper. 


The state of U/D may be changed while CS remains 
LOW, allowing a gross then fine adjustment during sys- 
tem calibration. 


If Vcc is removed while CS is LOW the contents of the 
nonvolatile memory may be lost. 


The end to end resistance of the array will fluctuate 
once Vcc is removed. 


APPLICATIONS 


The combination of a digital interface and nonvolatile 
memory in a silicon based trimmer pot provides many 
application opportunities that could not be addressed 
by either mechanical potentiometers or digital to ana- 
log circuits. The X9MME addresses and solves many 
issues that are of concern to designers of a wide range 
of equipment. 


Consider the possibilities: 


Automated assembly line calibration versus mechani- 
cal tweaking of potentiometers. 


Protection against drift due to vibration or contamina- 
tion. 


Eliminate precise alignment of PWB mounted poten- 
tiometers with case access holes. 


Eliminate unsightly access holes on otherwise aes- 
thetically pleasing enclosures. 


Product enhancements such as keyboard adjustment 
of volume or brightness control. 


Front panel microprocessor controlled calibration of 
test instruments. 


Remote location calibration via radio, modem or LAN 
link. 


Calibration of hard to reach instruments in aircraft or 
other confined spaces. 


APPLICATION CIRCUITS 
Application Circuit #1 


R/10 
VE 0039-4 
Approximating audio trim with external resistor. 


Application Circuit #2 


VL 0039-5 


Utilizing the X9MME as a variable resistor. 
Note: Maximum Wiper Current = 1 mA. 


X9MME, X9MMEI 


ee 


Figure 1: Typical Frequency Response for X9103 


TEST CONDITIONS 
Voc = 5.0V 

Temp. = Room 

Wiper @ Tap 50 

Vy = 0.5V RMS 
Normalized (0 dB @ 1 KHz) 
Test Circuit #1 


NORMALIZED GAIN (dB) 


10.00 100.00 1000.00 


FREQUENCY IN KHz 


TEST CONDITIONS 
Voc = 5.0V 

Temp. = Room 

Wiper @ Tap 50 

Vy = 2V RMS 

Test Circuit #1 


ee ass a a ile, 


10.00 100.00 1000.00 


FREQUENCY IN KHz 
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Figure 3: Typical Linearity for X9103 


TEST CONDITIONS 
Voc = 5.0V 

Temp. = Room 

Test Circuit #2 


KEY: 
= ABSOLUTE 


oad = RELATIVE 
0039-9 
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Vy 
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Standard Parts 
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X9MMEM 


E2POT™ Digitally Controlled Potentiometer 


FEATURES 
e Solid State Reliability 
e Single Chip MOS Implementation 
e Three Wire TTL Control 
e Operates From Standard 5V Supply 
e Wide Analog Voltage Range +5V Min. 
e 99 Resistive Elements 
—Temperature Compensated 
—+20% End to End Resistance Range 
e 100 Wiper Tap Points 
—Wiper Position Digitally Controlled 
—Wiper Position Stored in Nonvolatile 


Memory Then Automatically Recalled on 


Power-Up 
e 100 Year Wiper Position Retention 
e 8 Pin Mini-DIP Package 


DESCRIPTION 


The Xicor X9MME is a solid state nonvolatile potenti- 
ometer, packaged in an 8 pin mini-DIP and is ideal for 
digitally controlled resistance trimming. 


The X9MME is a resistor array composed of 99 resis- 
tive elements. Between each element and at either end 
are tap points accessible to the wiper element. The po- 
sition of the wiper element on the array is controlled by 
the CS, U/D, and INC inputs. The position of the wiper 
can be stored in nonvolatile memory and is recalled 
upon a subsequent power-up. 


The resolution of the X9MME is equal to the maximum 
resistance value divided by 99. As an example; for the 
X9503 (50 KQ) each tap point represents 5052. 


Xicor E2 products are designed and tested for applica- 
tions requiring extended endurance. Refer to Xicor reli- 
ability reports for further endurance information. 


PIN CONFIGURATION 


0048-1 


High Terminal of Pot 
Vw Wiper Terminal of Pot 

VL Low Terminal of Pot 

Vss Ground 

Vcc System Power 

U/D Up/Down Control 

INC | Wiper Movement Control 
CS ___ Chip Select for Wiper 
Movement/ Storage 


Voc 


GND 


NONVOLATILE 
MEMORY 


PROGRAMMING 
CONTROL AND 
POWER-ON 
DETECT 


FUNCTIONAL DIAGRAM 


7 BIT 
COUNTER 


TRANSFER | ARRAY 
VH 


WIPER 
POSITION 


DECODE 


VL 


Vw 
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ANALOG CHARACTERISTICS 
Electrical Characteristics 


End to End Resistance Tolerance.................... +20% 
Power Maud GleoO.. eet ee OF ee 10 mW 
WUE COG cee sk Cea tceet oe +1 mA Max. 
Typical Wiper Resistance ...................... 400 at1mA 
Typical Noise... ............cec0cn. < —120 dB/JHz Ref: 1V 
Resolution 
ONC 550 VEEN, Us LEIS Bo ei, Sits Sk eee 1% 
Linearity 
Absolute Linearity)... oso. cece cece ces cecccsee 1.0 MIC) 
Relative Linearity(3) ............................. +0.2 MI(2) 
Temperature Coefficient 
mao) a Bo Fe ot Ss er +300 ppm/°C Typical 
Wiper Adjustability 
Unlimited Wiper Adjustment 

(Volatile Mode While Chip is Selected) 
Nonvolatile Storage of Wiper Position 

SSMOEES oh EWE ia sree s SRO RATE On Po 10,000 Cycles Typical 


Environmental Characteristics 
Temperature Range 
Operating 
Storage 


—55°C to + 125°C 
—65°C to + 150°C 


Fi INS. OLS SO OS 0.6) 6.8) 0 BLS Bee ee eS le eT Re 


SSF Se FeCl O-S C1650 SS: bee Oe Mees 6 eS 


D.C. OPERATING CHARACTERISTICS 
Ta 


when used as a potentiometer. 


Physical Characteristics 

Marking Includes: 
Manufacturer’s Trademark 
Resistance Value or Code 
Date Code 


ABSOLUTE MAXIMUM RATINGS* 


Referenced to Ground ................... —1.0V to +7.0V 
Voltage on Vy and V,_ 

Referenced to Ground ................... —8.0V to +8.0V 
Lead Temperature (Soldering, 10 Seconds) .......... +300°C 
Wiper CUNO 2 os eS ee SS +1mA 


*COMMENT 


Stresses above those listed under “Absolute Maximum Rat- 
ings” may cause permanent damage to the device. This is a 
stress rating only and the functional operation of the device at 
these or any other conditions above those indicated in the Op- 
erational sections of this specification is not implied. Exposure 
to absolute maximum rating conditions for extended periods 
may affect device reliability. 


Test Conditions 


Notes: (1) Absolute Linearity is utilized to determine actual wiper voltage versus expected voltage as determined by wiper position 


Absolute Linearity = (Vw(n)(actual) — Vw(n)(expected)) = +1 MI Max. 


Via 
(2) 1 MI = Rro7/99 or —4 


(3) Relative Linearity is utilized to determine the actual chan 


= Minimum Increment. 


potentiometer. It is a measure of the error in step size. 
Relative Linearity = Vw(n+1) — [Vwin) + MI] = +0.2 MI Max. 


Typical values of Linearity are shown in Figure 3. 


ge in voltage between successive tap position when used as a 


(4) Typical values are for Ta = 25°C and nominal supply voltage. 


(5) This parameter is periodically sample and not 100% tested. 


_—_—_ Oo oo eeeeeeeSSeeeSSesSCisCS 
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X9MMEM 


A.C. CONDITIONS OF TEST MODE SELECTION 
cine | ui | Mode 


A.C. CHARACTERISTICS 
Ta = —55°C to + 125°C, Voc = +5V 410%, unless otherwise specified. 


Symbol 


tiL 


tiw INC to Vw Change 


Note: (6) Typical values are for Ta = 25°C and nominal supply voltage. 


X9MMEM 


neers 


PIN DESCRIPTIONS 

VH 

The high terminal of the X9MME is capable of handling 
an input voltage from —5V to +5V. 


VL 
The low terminal input is limited from —5V to +5V. 


Vw 

The wiper terminal series resistance is typically less 
than 40. The value of the wiper is controlled by the 
use of U/D and INC. 


Up/Down (U/D) 
The U/D input controls the direction of the wiper move- 
ment and the value of the nonvolatile counter. 


Increment (INC) 
The INC input is negative-edge triggered. Toggling INC 
will move the wiper and either increment or decrement 
the counter in the direction indicated by the logic level 
on the U/D input. 


Chip Select (CS) 

The device is selected when the CS input is LOW. The 
current counter value is stored in nonvolatile memory 
when CS is returned HIGH with ING HIGH. 


DEVICE OPERATION 


The INC, U/D and CS inputs control the movement of 
the wiper along the resistor array. HIGH to LOW tran- 
sitions on INC, with CS LOW, increment (U/D = HIGH) 
or decrement (U/D = LOW) an internal counter. The 
output of the counter is decoded to position the wiper. 
When CS is brought HIGH the counter value is auto- 
matically stored in the nonvolatile memory. Upon pow- 
er-up the nonvolatile memory contents are restored to 
the counter. 


With the wiper at position 99, additional increments 
(U/D = HIGH) will not move the wiper. With the wiper 
at position 0, additional decrements (U/D = LOW) will 
not move the wiper. 


The state of U/D may be changed while GS remains 
LOW, allowing a gross then fine adjustment during sys- 
tem calibration. 


If Voc is removed while CS is LOW the contents of the 
nonvolatile memory may be lost. 


The end to end resistance of the array will fluctuate 
once Vcc is removed. 


APPLICATIONS 


The combination of a digital interface and nonvolatile 
memory in a silicon based trimmer pot provides many 
application opportunities that could not be addressed 
by either mechanical potentiometers or digital to ana- 
log circuits. The X9MME addresses and solves many 
issues that are of concern to designers of a wide range 
of equipment. ; 


Consider the possibilities: 


Automated assembly line calibration versus mechani- 
cal tweaking of potentiometers. 


Protection against drift due to vibration or contamina- 
tion. 


Eliminate precise alignment of PWB mounted poten- 
tiometers with case access holes. 


Eliminate unsightly access holes on otherwise aes- 
thetically pleasing enclosures. 


Product enhancements such as keyboard adjustment 
of volume or brightness control. 


Front panel microprocessor controlled calibration of 
test instruments. 


Remote location calibration via radio, modem or LAN 
link. 


Calibration of hard to reach instruments in aircraft or 
other confined spaces. 


APPLICATION CIRCUITS 
Application Circuit #1 


R/10 
VL 0048-4 
Approximating audio trim with external resistor. 


Application Circuit #2 


VL 0048-5 


Utilizing the X9MME as a variable resistor. 
Note: Maximum Wiper Current = 1 mA. 


X9MMEM 


Figure 1: Typical Frequency Response for X9103 


NORMALIZED GAIN (dB) 
I 
fo) io) Ww fo) 
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TEST CONDITIONS 
Voc = 5.0V 

Temp. = Room 

Wiper @ Tap 50 

Vy = 0.5V RMS 
Normalized (0 dB @ 1 KHz) 
Test Circuit #1 
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0.01 0.10 1.00 10.00 100.00 1000.00 


FREQUENCY IN KHz 


TEST CONDITIONS 
Voc = 5.0V 

Temp. = Room 

Wiper @ Tap 50 

Vy = 2V RMS 

Test Circuit #1 


10.00 100.00 1000.00 
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Figure 3: Typical Linearity for X9103 


TEST CONDITIONS 
nano = 
AYA AAI Temp. = Room 
Ad fe Test Circuit #2 


KEY: 
ome = ABSOLUTE 


Te Se ee = RELATIVE 
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WIPER POSITION 


Test Circuit #1 Test Circuit #2 


Vu Vu 


I TEST POINT 


Vw 
FORCE 
CURRENT 


4—0O TEST POINT 
Vw 


VE 
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Standard Parts 
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Serial 1/O Data Sheets 


E2PROM Data Sheets 


E2POT™ Digitally Controlled 


Potentiometer Data Sheets 
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Die Products 
FEATURES DESCRIPTION 
@ High Performance Advanced NMOS Xicor die products are fabricated with an advanced, 
Technology high performance N-channel floating gate MOS tech- 
@ 0°C to 70°C Operating Temperature nology. Like all Xicor programmable nonvolatile memo- 
e 100 Year Data Retention ries, they are 5V only devices. 
© 95% Yield Excluding Assembly Related Xicor die products are designed and tested for applica- 
Losses tions requiring extended endurance. Data retention is 
e Standard Thickness Between 20 to 22 mils specified to be greater than 100 years. 


e Commercial Data Sheet Parameters 
(except input levels) 
@ Die Inspected to 883C 2010.7 Condition B 


Products to be shipped in die form follow the flow 
shown below. This insures a 95% yield (excluding as- 
sembly related losses) to the commercial data sheet 
with the access times per the Die Products Reference 
Guide. All A.C. parameters and D.C. parameters except 
input and output voltages are guaranteed. 


Bonding diagrams, die size and other information re- 
quired for use of die can be obtained from your local 
Xicor sales representative. 


TEST FLOW 


OPTICAL INSPECTION 


WAFFLE PACK 


WAFERS FROM 
FABRICATION 
SORT TO STANDARD 
SORT PROGRAM 
RETENTION BAKE 
SORT TO SUPER CUSTOMER SEES 95% YIELD * 
SORT PROGRAM AFTER ASSEMBLY 


* EXCLUDING ASSEMBLY 


SAW & PLATE RELATED LOSSES 
DIE 


FINISHED DIE 
INVENTORY 


0074-1 


eR ee rere 


May 1987 
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Die Products 


DIE PRODUCTS REFERENCE GUIDE 


E2PROMs 
Part Didaintiation Page Size pin Power Requirements (mA) 
Number 9g (Bytes) 


Active Standby 
(Max.) (Max.) 
X2804AH 512x8 50 


NOVRAMs 
Access 
Time 
(ns) 


Part 
Number 


Serial E2PROMs 


Part Organization 
Number g 


X2402H 256 x 8 


Serial NOVRAMs 


Part Crdanientinn Clock tore 
Number g Frequency Cycles 


Digital Potentiometers 


Number Resistance Voltage (Vu, Vi) Requirements (mA) 


(Max.) (Max.) 


Power Requirements (mA) 


Clock 


Page Size 
(Bytes) 
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presented to illustrate Xicor’s commitment to main- 
MILITARY PROGRAM taining the highest standards of quality in our prod- 
OVERVIEW as 


MIL-STD-883C FLOWS 
INTRODUCTION All Xicor devices marked with a “B”’ are manufac- 


tured and screened to the requirements of MIL- 

Xicor’s Military program offers the largest selec- STD-883C, Class B. The product flow is illustrated 

tion of NOVRAMs* and E2PROMs qualified to in Figure 1, with detailed device screening and test 
MIL-STD-883C, Class B. This Military overview is | methods illustrated below. 


Assembly, Environmental and Final Test Screening Methods 


Final Electricals Per Device Data Sheet 


Static Tests Subgroups 1,2,3  1/ 100% 
Switching Tests Subgroups 9, 10, 11 100% 
Functional Tests Subgroups 7, 8 100% 


Dynamic Tests Subgroup 4 (Method 3012) Periodic Inspection 


eS 


Notes: (1) Percent defective allowable (PDA) is 5% (Subgroups 1, 7, 9) for each lot. 
(2) Samples will be selected for testing in accordance with Class B requirements of Method 5005, Groups A, B, C and D. 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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CUSTOMER P.O. 


ORDER ENTRY & 
P.O. REVIEW 


WAFER FAB PROCESSING QC MONITORS & QA AUDITS 


WAFER SORT ELECTRICAL TEST 


ASSEMBLY & INTERNAL VISUAL 


METHOD 2010 CONDITION B QC MONITORS 


ASSEMBLY ENVIRONMENTAL SCREENING 


STABILIZATION BAKE, TEMPERATURE CYCLE, 
CONSTANT ACCELERATION, SEAL 


QC MONITORS 


EXTERNAL VISUAL METHOD 2009 


INCOMING FROM ASSEMBLY INSPECTION QC MONITORS 


100% PRE BURN=IN ELECTRICAL SCREENING 


BURN=IN METHOD 1015, CONDITION D 
160 HOURS AT #1259C 


100% FINAL ELECTRICAL SCREENING 
+25°C (PDA=5%), #125°C, -55°C 
QA AUDITS 


SOLDER DIP LEAD FINISH 


100% HERMETICITY SCREEN 


100% EXTERNAL VISUAL SCREEN 
METHOD 2009 


QUALITY CONFORMANCE INSPECTIONS 
DOCUMENTATION REVIEW 


METHOD 5005, GROUPS A, B, C & D 


QA PRE=SHIP INSPECTION 


SHIPMENT 


0072-1 
Figure 1: MIL-STD-883C, Class B, Product Flow 
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Quality Conform ance TABLE |: Group A Electrical Tests 


: Performed on each lot or sublot 
Inspections, Method 5005 SCREEN 


The following Tables illustrate the Groups A, B, C 
and D Screens, Test Methods, Conditions and fre- Static Tests at + 125°C 


uency of testing for all qualified products. 
q y g q P Static Tests at — 55°C 


Functional Tests at + 25°C 
Functional Tests at + 125°C 
Functional Tests at — 55°C 


Switching Testsatt25c | 9 | 2_| 
Switching Tests at + 125°C dee 
SwitchingTestsat—ss°c | 11 *(| 8 


TABLE II: Group B Assembly Integrity Tests 


or} @®}] PM 


Performed on each lot 


| SCREEN. =——S—=s~Ss TEST. METHOD CONDITIONS LTPD* 


Subgroup 1 
Physical Dimensions 2016 MIL-M-38510, Appendix C 2/0 
Subgroup 2 
Resistance to Solvents 2015 Top and Bottom Mark 4/0 
Subgroup 3 
Solderability 2003 Solder Temperature: + 245°C +5°C 15 
| | 


Subgroup 4 

Internal Visual and Mechanical 2014 Per Design and Construction 
Subgroup 5 

Bond Strength 2011 Condition D 


*LTPD = Quantity / Accept Number 


TABLE Ill: Group C Die Related Tests 
Performed by inspection lot every 26 weeks 


SCREEN TEST METHOD CONDITIONS 


Subgroup 1 
1005 


Condition B 
Subgroups 1, 2, 3, 7, 8, 9, 10, 11 
Per Applicable Device Specification 


Steady State Lifetest 
Endpoint Electricals 


Subgroup 2 
Temperature Cycling 
Constant Acceleration 
Seal: Fine 

Gross 
Visual Examination 
Endpoint Electricals 


Condition C, 10 Cycles 
Condition E, 30 Kg, Y1 
Condition A or B 

Condition C 


Subgroups 1, 2, 3, 7, 8, 9, 10, 11 
Per Applicable Device Specification 
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TABLE IV: Group D Package Related Tests 
Performed by inspection lot every 26 weeks 


/ SCREEN, | TEST METHOD CONDITIONS 


Subgroup 1 15 
Physical Dimensions 2016 MIL-M-38510, Appendix C 


Subgroup 2 1S 
Lead Integrity Condition B2, Lead Fatigue 
Seal: Fine Condition A or B 
Gross Condition C 


Subgroup 3 
Thermal Shock 


1011 Condition B, 15 Cycles 


Temperature Cycling 1010 Condition C, 100 Cycles 
Moisture Resistance 1004 10 Cycles 
Endpoint Electricals 5005 Subgroups 1, 7, 9 (Within 48 Hours) 
Seal: Fine 1014 Condition A or B 
Gross 1014 Condition C 


Visual Examination 1010 and 1004 


Subgroup 4 
Mechanical Shock 
Variable Frequency Vibration 
Constant Acceleration 
Seal: Fine 
Gross 
Visual Examination 
Endpoint Electricals 


Condition B, 1.5 Kg at0.5 ms 
Condition A, 4 Cycles X, Y & Z 
Condition E, 30 Kg, Y1 
Condition A or B 

Condition C 


Per Applicable Device Specification 7 


Subgroup 5 1 
Salt Atmosphere Condition A, 24 Hours 
Seal: Fine Condition A or B 
Gross Condition C 
Visual Examination 


Subgroup 6 5 
Internal Water Vapor Content 1018 5000 ppm at 100°C 


/1 
Subgroup 7 15 
Adhesion of Lead Finish 


+5 
15 

Subgroups 1, 7, 9 
5 


2025 5 Leads Per Device 


(LTPD Applies to Leads) 


Subgroup 8 5/0 
Lid Torque 2024 


*LTPD = Quantity / Accept Number 
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ADDITIONAL DATA AND 
SERVICES 


Source Control Drawings 


Customers may provide source control drawings 
for Xicor review and quotation. To reduce overall 
product cost to the consumer and to assure compli- 
ance with the requirements of MIL-STD-883C, Xicor 
will respond with waiver requests as needed. Xicor 
must review and accept a customer source control 
drawing prior to order acceptance to assure compli- 
ance with the customer specification. Orders to 
source control drawings must be placed direct with 
the factory to assure compliance. A customer may, 
however, purchase standard Xicor product with 
REFERENCE ONLY to the SCD either directly from 
the factory or through one of Xicor’s franchised dis- 
tributor locations. 


Quality Conformance 
Inspection Data 


QCI data Groups A and B are performed on each 
lot of devices as standard procedure for all MIL- 
STD-883C, Class B products. This data is available 
to the customer and should be requested at the 
time of quotation to insure its shipment with the 
product. 

Generic QCI data for Groups C and D which quali- 
fied the product being shipped is also available. Lot 
specific QCI data for Groups C and D can also 
be supplied; however, this may impact delivery 
lead times and should be requested prior to order 
placement. 
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Attributes data, a copy of the lot traveler which 
accompanies the product through assembly, 
screening and final test, is also available for cus- 
tomer purchase. This requirement should be speci- 
fied and quoted prior to order placement. 


Customer Source 
Inspection 


Customer source inspection may be performed at 
final ship point at Xicor. This requirement would be 
specified and quoted prior to order placement. The 
standard customer source inspection is comprised 
of the following: 


1. Group A electrical testing. Sample size based on 
Table | Method 5005 MIL-STD-883C LTPD values 
and Table B-| Appendix B of MIL-M-38510. 


2. Documentation review of all travelers, drawings 
and purchase orders. 


3. Physical Dimensions performed on 2 devices 
maximum per method 2016, MIL-STD-883C. 


Dynamic Burn-in Circuit 
Diagrams and Timing 


In order to assist in the writing of customer source 
control drawings the individual product burn-in cir- 
cuits and timing diagrams are illustrated in Figures 3 
through 10. In addition thermal resistance data is 
provided in Table V and a Device Traceability key 
and Assembly Plant Location Key are provided in 
Figures 11 and 12 respectively. 


Certificate of Compliance 


A certificate of compliance accompanies each 
shipment of MIL-STD-883C, Class B devices. An ex- 
ample is shown in Figure 2 below. 


CERTIFICATE OF COMPLIANCE 


This is to certify that these units have been processed in conformance 
with Method 5004 and Method S005 of M{L-STD 883 for Class 8 material as 
listed below. Additionally, these units are reoresentative of a part 
type and package that has passed the qualification and quality 
conformance procedures as soecified in method 3005 of MIL-STD 883 Rev. C 
for Class 3 material listed below. 


OPERATION MIL-ST0-383 REV. C 


Internal Visual Method 2010 Condition 8 

Stabilization Bake Method 1008 Condition C 24 hrs @ 150 deg 
Temoerature Cyclina Method 1010 Condition C 10 cycles -65 to 150 deg 
Constant Acceleration Method 2001 Condition E 30K G‘s, Y axis only 
Fine Leak Method 1014 Condition 8 

Gross Leak Method 1014 Condition 


[nitial Electrical Per applicable de aprication 
Burn-in Method LOLS 4 oy 38 hrs @ 125 deg C 
Incerim Electrical 25 deg : V: e device spec 

(POA = 
Final Electrical =» pe d Bea. device spec 


Extarnal Visual 
Grouo A Electrical ps and applicable device spec 
h 


Group 8 QCI S 5005 Class 8 or generic data wnere applicable 
Bond Strenath Subgroup 5 Method 2011 Condition 0 
Int. Water Vapor Subgroup 6 Not Applicable 
Seal Subcroup 7 Method 1014 Conditions 8,C 
ESD Classification Oevice rated Level A 
Grouo C & 0 OCI Method S005 Class 8 or generic data where applicable 


Manager 


Product Assurance 


Comments 


0072-21 
Figure 2: Certificate of Compliance 
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1.0 uF 


Ao-A7 ~~ = 
SEE NOTE1 A7 PS-1 SEE NOTE 5 


Ag Ag SEE NOTE 1 | 


As CSa 


(CLK-1) | | | 
4x10 Ki) ot = 
A2 V/O3f | 


4x 499 1) | | 
X2210/2212 ey as ‘ie 
Ri ro V/O2 Pod (CLK-2) | | | 


ho A no] 3 fes-+}-——15 +$+'5-+) | 
CLK-1/2 cS PS-2 WE = 
SEE NOTE 6 (CLK-4) 
CLK4 ee ee | 
CLK-5 RCL => =o 


GND 


(CLK-5) | LJ | 
0072-2 


Notes: (1) Pin 1 (A7) and Pin 17 (Ag) are no connects (NC) for the 


X2210 TIME (uSEC) 
(2) STO must always be hardwired to Vcc (Pin 18) at device. 0072-3 
(3) All resistors: 1% metal film; 1/4 W. Notes: (1) Ag-A7: binary sequencing address cycle: 40 ys. 
(4) Pe see Oeea (2) STO disabled (tied to Vcc at device). 
pull-down: <e 

(5) Socket-to-socket isolation as shown. __ (3) Vin Low: 0.4V Vin High: 5.0V 
(6) CLK-1: Rows 1, 3, 5... (odd rows—CSa) (4) Vec: 5.50V 

CLK-2: Rows 2, 4,6... (even rows—CSp) (5) X2210: Ag-As X2212: Ag-A7 


Such that: CLK-2 = CLK-1 
Figure 3a: X2210/2212 Burn-in Circuit 
Figure 3b: X2210/2212 Burn-in Timing 


ay | | 
Ag CEa 
(CLK-1) | | 
As 
rs | | 
CE | | | 
A3 (CLK-2) 
A 
7 SEE + 3 Se | 
Ay CLK-1/2 NOTE A a 
KO WE 
Ao (CLK-4) | 
13 5 18 -——>}=-5 
_ _ ice 18} rs 
OE 
(CLK-5) | | 


0 4 8 12 16 20 24 2 32 «36 40 


TIME (uSEC) 
GND 0072-5 
0072-4 
Note A: CLK-1: Rows 1, 3,5... (odd rows = CE-A) 
CLK-2: Rows 2, 4,6... (even rows = CE-B) Notes: (1) Ag-Ag: binary sequencing cycle period: 40 ps. 
CLK-2 = CLK-1 (2) NE disabled (tied to Vcc at device). 
Note B: (1) NE (Pin 1) must be hardwired to Vcc (Pin 28) at device (3) Low state: 0.4V Max. 
as shown. High state: 5.0V Typ. 
(2) All resistors: Vec: 5.50V 
1% metal film 
1/4W 
(3) All |/O's: 
=— Figure 4b: X2004 (DIP) Burn-In Timing 
2.0 KD 
/O 
1.4K 
GROUND 


0072-6 
(4) Socket-to-socket isolation as shown. 
Figure 4a: X2004 (DIP) Burn-In Circuit 
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Az 
PS-1 


ae | SMALL BEVEL 


. _ 
- ne: : 


CLK 1/2 
(SEE NOTE 1) 


1.0 uF 


sara 
8 x 2.00 Ki) 


Note A: Pad Assignments Note B: (1) CLK-1: All odd rows 


NC 32-PAD LCC A3 
OE (BOTTOM VIEW) 


1 
2 
3 
4 
5 
6 
7 
8 
9 


ae Dg D3 Vss D2 Di 


BE RE 
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Figure 5a: X2004 (LCC) Burn-In Circuit 


CE, =a 
(CLK-2) 


wal 3 Inve ‘caedetes ae | 


~— Bcctsnte ont 


(cKsi 


0 4 8 12 16 20 24 28 32 36 40 
TIME (SEC) 


Notes: (1) Ag-Ag: binary sequencing cycle period: 40 us. 
(2) NE disabled (tied to Vcc at device). 
(3) Low state: 0.4V Max. 


High state: 5.0V Typ. 
Vec: 5.50V 


Figure 5b: X2004 (LCC) Burn-I/n Timing 
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(No. 1,3, 5...) 
CLK-2: All even rows 
(No.2,4,6...) 
Such that: CLK-2 = 
CLK-1 


(2) Socket-to-socket iso- 
lation as shown. 


(3) Pad 2 (NE) must al- 
ways be hardwired to 
Vec (Pad 32) at de- 
vice. 


(4) All resistors: 
1% metal film 
1/4W 

(5) 1/0 pull-up: 2.00 KO 
1/O pull-down: 1.40 
KO 


0072-8 


CLK-5 Notes: (1) STO (Pin 7) must be hardwired to Vcc (Pin 9) at device as 


shown. 
CLK-7 (2) All resistors: 


1/4W 
1% metal film 


(3) Socket-to-socket isolation as shown. 


CLK-8 


PS-2 


GND 


0072-9 
20SEC PERIOD 
10uSEC HIGH 
SK 
(CLK-7) _ _ * 


| | a cLockPentoDs) 
(CLK-8) — , \asAsKAiX Ao) : | ; | ' ee oes 
| 
CE/RCL | \ | | : = 
(CLK-5) | | 


0 15 35 TIME (uSEC) 555 575 595 


Figure 6a: X2444 Burn-/n Circuit 


0072-10 
Notes: (1) Ao through A3 binary count in data stream (10000111 through 11 111111). 
(2) All bits 20 ws wide; 60 ws between bytes. 
(3) Vec: 5.50V Vin High: 5.00V Vin Low: 0.4V Max. 
Figure 6b: X2444 Burn-in Timing 


1.0 pF 


Ao PS-1 
Notes: (1) Test (Pin 7) hardwired to Vsg (Pin 4) at socket. 
AY (2) SDA (Pin 5) Socket-isolated as shown—143 KQ. resistor. 
: (3) Resistor: 1% metal film 

A2 CLK-7 1/4W 

GND CLK-8 
0072-11 
Figure 7a: X2404 Burn-In Circuit 
a 10 us Notes: (1) All addresses: binary sequencing. 
— f- a | wee (2) Device Ao cycle: 81.92 ms. 


SCL (3) SCL Period: 20.0 us (all bits: 20.0 
(CLK-7) | — us). 


(4) Voltage levels: 


on R/W CONTROL BIT vice 
SDA IN Fgh = o. 
(CLK-8) | | | L | 0 [ | 0 Bea ; | Vin Low = 0.4V Max. 


(5) Vec = 5.50V 


¢ | (6) SDA serial data stream address 
eeeee eee nen nnn EEA state (Ag—-Az) must match parallel 


| address lines state (Ag-Ag2). 
° 82MSEC 


200uSEC (TIME) 


Ao-A2 


0072-12 
Figure 7b: X2404 Burn-in Timing 
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Az PS-1 
Ag rs Note A: CLK-1: Rows 1, 3,5... (odd rows—CE,) 
CLK-2: Rows 2, 4,6... (even rows—CEpg) 
As Ag SEE NOTE 5 Such that: CLK-2 = CLK-1 
Aa Note B: (1) WE must always be hardwired to Vcc (Pin 24) at 
device as shown. 
A3 CLK-3 


(2) All resistors: 


: 

A2 Aio SEE NOTE 5 1% metal film 
X2804A/2816A pe 1/4W 

Ay CLK-1/2 NOTE A (3) 1/0 pull-up: 2.0 KO 


1/O pull-down: 1.4 KQ 
(4) Socket-to-socket isolation as shown. 


(5) Pin 19 (Aj9) and Pin 22 (Ag) are no connects (NC) 
for the X2804A. 


PS-2 


0072-13 
Figure 8a: X2804A/2816A (DIP) Burn-In Circuit 


SEE NOTE 5 ae 
= | | Notes: (1) Ag—Aj0: binary sequencing address cycle: 40 ps. 
= (2) WE disabled (tied to Vcc at device). 
re | | | _ (3) Vin Low: 0.4V Vy High: 5.0V 
| | (4) Vec: 5.50V 


0 4 8 10 12 16 20 24 =283032 36 40 
TIME (uSEC) 


0072-14 
Figure 8b: X2804A/2816A (DIP) Burn-in Timing 
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Note A: CLK-1: Rows 1, 3, 5... (odd rows—CEa) 
CLK-2: Rows 2, 4, 6... (even rows—CEg) 
SEE 1 28 Such that: CLK-2 = CLK-1 
hes a WE = CLK-4 Note B: (1) WE must always be hardwired to Vcc (Pin 28) at 
PO ’ device as shown. 
ij a= Bp Agere NONE (2) All resistors: 
Ag es: As |_| Ag 1% metal film 
“Td a ae Oommen 
pull-up: 2. D 
Aa maees= Aut | an |/O pull-down: 1.40 KQ 
A3 « x2864A/2864B/ OE |_| CLK-3 (4) Socket-to-socket isolation as shown. 
Ao PO 2664H/26256 4 )] Aio (5) Pin 1 (Ayq4) and Pin 26 (A713) are no connects 
Pe See (NC) for the X2864A, X2864B, X2864H. 


5x 1.4K 


Ao 


: 


i 


ae 


GND 


0072-15 
Figure 9a: X2864A/2864B/2864H/28256 (DIP) Burn-in Circuit 


Ao-A1a = 
SEE NOTES bes 


| | Notes: 


CEs == 
(CLK-2) 


| +10 +10 +10 —-||*10 | 
(CLK-3) ] i | - | 
| | 
0 4 81012 16 20 24 283032 36 40 
TIME (SEC) 
0072-16 


Figure 9b: X2864A/2864B/2864H/28256 (DIP) Burn-in Timing 


(1) Ag-A1y4: binary sequencing address cycle: 40 us. 
(2) WE disabled (tied to Vcc at device). 
(3) Vin Low: 0.4V Vin High: 5.0V 
(4) Vec: 5.50V 
(5) X2864A: Ag-Aj12 
X2864B: Ag-A12 


X2864H: Ap-Aj2 
X28256: Ag-A14 


Ay Note A: Pad Assignments 


Ai2 
a NC NC 
PS-1 Ay4 (X28256) ee 
Ais sor ee, Axo (X2864A/X28256) : 
1/05 
1/06 
nee 1/07 
7 A10 
Ait ae ‘- A 
Poa A3 NC 
OE (BOTTOM VIE A141 (X2864A/X28256) 
csi p___2F (BOTTOM VIEW) Ao 
pl Te ai As 
CLK 1/2 hi A4g (X28256) 
(SEE NOTE 1) ie 


1.0 uF De © Do Vee 
Page D4 D3 2 Vss D2 Dy 
GND peel eae wedi! Ge og) Note B: (1) CLK-1: All odd rows (No. 1,3,5...) 
CLK-2: All even rows (No. 2,4,6...) 
8 x 1.40 Ze 7 E E F F F Such that: CLK-2 = CLK-1 
(2) Socket-to-socket isolation as shown. 


(3) Pad 31 (WE) must always be hardwired to Vcc 
8 x 2.00 Ki) (Pad 32) at device. 


(4) All resistors: 
1% metal film 
0072-17 1/4W 
(5) 1/O pull-up: 2.00 KO 
1/0 pull-down: 1.40 KO 


PS-2 


Figure 10a: X2816A/28 16B/2864A/2864B/2864H/28256 (LCC) Burn-In Circuit 


Ao-A14 | 
SEE NOTE 5 


_ be ‘ —+| 18 <i | 


sd] 


(CLK-3) 
0 4 8 10 12 16 20 24 28 30 32 36 40 
TIME (uSEC) 


0072-18 
Notes: (1) Ag—Aj4: binary sequencing address cycle: 40 us. 

(2) WE disabled (tied to Vcc at device). 
(3) Vin Low: 0.4V Vin High: 5.0V 
(4) Vcc: 5.50V 
(5) X2816A: Ag-Aio 

X2816B: Ag-Aio 

X2864A: Ap-Ai2 

X2864B: Ag-Ai2 


X2864H: Ap-Aji2 
X28256: Ao-A14 


Figure 10b: X2816A/28 16B/2864A/2864B/2864H/28256 (LCC) Burn-in Timing 
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TABLE V: Thermal Resistance 
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*Maximum value specified in °C/W. 


The third line of the topside mark of each 883C 
compliant device provides complete fab run, assem- 
bly and screening lot traceability. This marking ap- 


V YYWW1T1234 


ESD Identifier 


Seal Week Date Code 
YY = Year 
WW = Week 


Figure 11: MIL-STD-883C Device Traceability 


The third line of the backside mark provides fab 
and assembly lot number traceability. This appears 
in a 12 digit alphanumeric code as follows: 


AO7AYWW123XB 


Assembly Location Plant 
A =Phillipines/Dynetics 
C = USA/Indy 
J =USA/Xicor 
K=S. Korea/Anam 


Die 


Figure 12: Assembly Location/Plant Codes 


pears as a nine digit alphanumeric code following 
the electrostatic discharge sensitivity (ESD) identifi- 
er symbol of the inverted equilateral triangle: 


Screening Lot Number 
Traceability to: Assembly Lot 
Fab Lot 


Test Code 
0072-19 


Fab Code 


Assembly Build Order Number (BON) 
Y = Last Digit of Year 
WW = Work Week 
123 =Assembly Number 


X =Assembly Sublot Number 
0072-20 
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XICOR NOVRAMs* 


EASIER THAN 
EVER TO USE 


By Applications Staff 


*NOVRANM is Xicor’s nonvolatile static RAM device. 
7-1 
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Introduction 


The purpose of this application note is to take the 
user through the internal operation of NOVRAMs as 
well as their external operation. These devices are find- 
ing their way into many diverse applications due to 
their ease of use. The major features of the XICOR 
family of NOVRAMs are 1) only 5 volts is required for all 
operations including programming, 2) only TTL signals 
are required and 3) all pulse widths are short (< 450 ns). 

Basically a NOVRAM is a memory device that has a 
Static RAM overlaid with an EEPROM (Electrically Eras- 
able Programmable ROM). The operation of the RAM is 
identical with other popular static RAMs such as the 
2102A and the 2114. Figure 1 shows the block diagram 
of the XICOR NOVRAM family. NOVRAMs have CS and 
WE pins in common with their standard static RAM 
cousins but also have two additional control pins: 
STORE and RECALL. The STORE and RECALL pins 
control movement of data between the RAM and the 
EEPROM. 


NONVOLATILE 
E?PROM 


ARRAY 
RORPEEOBSIOLSES ABER ARIE 
ROW 
SELECT ROWS 


STORE 
ARRAY 
a RECALL 
' STATIC RAM 
y MEMORY ARRAY 


ae 


CONTROL 
LOGIC 


Figure 1) Block diagram of the XICOR NOVRAM family. 


The STORE pin is used to transfer the contents of 
the RAM to the EEPROM ina single operation. The 
entire contents of the RAM are transferred with one 
STORE operation. After a STORE operation is com- 
pleted the original data is still in the RAM as well as 
the EEPROM. 

The RECALL pin is used to transfer the contents 
of the EEPROM back to the RAM. When this is done, 
whatever data were in the RAM prior to the RECALL 
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operation are totally replaced by the contents of the 
EEPROM. The STORE and RECALL operations function 
on the entire contents of the memory and not ona 
word by word basis. After either operation the contents 
of both the RAM and the EEPROM will be the same. 

This may seem too good to be true; however, with 
XICOR's family of NOVRAMs the life of the systems 
designer is made even easier. Only a single five volt 
power supply is required for all operations including the 
STORE and RECALL operations. All addresses, data 
lines and control pins are TTL compatible and all pulse 
widths are short enough that most microprocessors do 
not require wait states. There are no high voltages or 
long pulse widths required which will inhibit the design- 
er from designing a system with clean operation. 


Technology 


The XICOR NOVRAM stores its nonvolatile data 
during periods of power off by the absence or presence 
of charges on floating polysilicon gates. This is the 
same Structure that is widely used in UV-EPROMS. The 
floating gate is an island of polysilicon surrounded by 
oxides with thicknesses of about 800 A°. Charge can 
be injected or removed from the floating gate by apply- 
ing electric fields of sufficient strength to cause elec- 
tron tunneling through the oxides. At normal field 
Strengths the charges are permanently trapped on 
the floating gate even when power is removed. 

The XICOR family of NOVRAMs uses three layers of 
polysilicon; the second layer is the floating gate. This 
Structure employs a phenomenon known as Fowler- 
Nordheim tunneling. This form of tunneling is described 
in Vol. 40 No. 1 (Jan. 1969, pg. 278) of the Journal of 
Applied Physics and Vol. 27 No. 9 (Nov. 1975, pg. 505) 
of the Applied Physics Letters. In XICOR NOVRAMs 
this tunneling is enhanced by the use of textured poly- 
silicon surfaces to generate higher field strengths at 
the surface to enhance electron injection into the 
oxide. The alternative to field enhancement by textured 
Surfaces is to use ultrathin oxide layers in order to 
conduct the charge. The use by XICOR of standard 
oxide thickness gives XICOR a very manufacturable 
product, thus ensuring its low cost and volume delivery. 

Figure 2. shows the circuit of the NOVRAM cell con- 
taining a conventional 6 transistor static RAM cell and 
a floating gate EEPROM cell with 2 additional transistors 
to control the action of data transfer. The floating gate 
(POLY 2) is connected to the rest of the circuit only 
through capacitance. Electrons are moved to the float- 
ing gate by tunneling from POLY 1 to POLY 2 and 
removed by tunneling from POLY 2 to POLY 3. 

The capacitance ratios are the key to the operation 
of the transfer of data from RAM to EEPROM. If node 


0001-2 


es eS NE a Se ee 


N1 is LOW, transistor Q7 is turned OFF. This allows the 
junction between CC2 and CC3 to float. Since the com- 
bined capacitance of CC2 and CC3 are larger than CP 
the floating gate follows the Internal Store Voltage 
node. When the voltage on the floating gate is high 
enough electrons are tunneled from POLY 1 to POLY 2 
and the floating gate is negatively charged. 


BIT 
LINE NAL 
pa aly VOLTAGE 


ae 3 


1; ea 2 


Cp 
| POLY 1] | POLY 1] 


Qs 


Cc, 


y 
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Figure 2) Circuit diagram of a NOVRAM cell. 


lf node N1 is HIGH, transistor Q7 is turned ON which 
grounds the junction between CC2 and CC3. Since CC2 
is larger than CE, CC2 holds the floating gate near 
ground when the Internal Store Voltage node is pulled 
HIGH. This creates a sufficient field between POLY 2 
and POLY 3 to tunnel electrons away from the floating 
gate leaving it with a positive charge. 

The RECALL operation also takes advantage of 
capacitance ratios. The value of C2 in Figure 2 is larger 
than that of C1. When the external RECALL command 
is received, the internal power supply, VCCA, is first 
pulled LOW to equalize the voltage on N1 and N2. 
When the internal power node is allowed to rise, the 
node which has the lighter loading will rise more rapidly 
and the gain of the flip-flop will cause it to latch HIGH 
and the opposite node to latch LOW. If the floating gate 
has a positive charge C2, is connected to N2 through 
Q8 and N2 will latch LOW. If the floating gate has a 
negative charge Q8, is turned OFF and N1 will have the 
heavier loading. 


The Xicor NOVRAM Family 


XICOR's family of NOVRAMs contains three 
members with identical operating characteristics. The 
three parts offer the designer a choice of memory 
organization. The X2201A, X2210 andX2212 are organ- 
ized 1024 x 1,64 x 4 and 256 x 4 respectively. All three 
devices are packaged in 18 pin DIPs with 300 mil 


centers. Figure 3 shows the pin configuration of the 
three different NOVRAMs. 


Figure 3) Pin configuration of the XICOR NOVRAM family. 


The only functional difference between the three 
devices is that the X2201A has separate Data I/O lines 
while the two 4 bit wide parts have common I/O. Addi- 
tionally, the X2210 and the X2212 are pin compatible. 
The two unused pins on the X2210 are used for the two 

higher order addresses on the X2212. The control pins 
STORE, RECALL, CS and WE operate identically on all 
three parts. 


Write Operation 


The WRITE operation is initiated by applying valid 
addresses followed by both CS and WE going LOW. On 
the 300ns version access time version, at least one of 
these two signals must remain HIGH until the address- 
es are valid. CS and WE must remain LOW simulta- 
neously for 100ns. 

An easy way to look at this is to consider the internal 
write command as the simultaneous LOW of CS and 
WE. The internal write command is started by the last 
edge down and terminated by the first edge up. Valid 
addresses must overlap this internal write command. 
Data must be referenced to the first positive edge of 
CS or WE. The timing required for writing to the RAM is 
shown in Figure 4. 


EARLY WRITE CYCLE 


WRITE CYCLE 
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Figure 4) Timing diagram for Writing to the RAM. 


0001-3 


DEEDS SEE EAE SAMIR EDC BI SET SSSI ER TBE TLE STATIS PRI Ge a ct erence 


Read Operation 


The READ operation is the easiest of the four oper- 
ations performed by the NOVRAM. In the case of the 
300ns access time version, data will be valid at the _ 
outputs 300ns after valid addresses or 200ns after CS 
goes LOW, whichever is later. 


ADDRESS 


cs 


DATA I/O 


Figure 5) Timing diagram for Reading from the RAM. 


Store Operation 


The STORE operation is initiated by the application 
of an active LOW TTL pulse of 100ns or greater on the 
STORE pin. As long as the power supply remains within 
its specification for 10ms after the beginning of the 
STORE pulse the contents of the RAM will have been 
transferred to the EEPROM in total. The STORE oper- 
ation cannot be terminated once initiated except by 
removing the power supply. This can not be counted 
upon to rapidly terminate the STORE operation since 
the user cannot determine how far the STORE opera- 
tion the device has progressed. Additionally, if the 
power supply drops below the specification during the 
10ms the integrity of the STORE operation is not 
assured. Figure 6 shows the timing diagram for trans- 
ferring data from the RAM to the EEPROM. 


DATA 1/0 
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Figure 6) Timing diagram for the STORE operation where data is 
transferred from the RAM to the EEPROM. 


The STORE operation takes precedence over all 
other operations except the RECALL operation. If the 
RECALL operation has begun, any STORE command 
is ignored as long as the RECALL pin remains LOW. 
Once the STORE operation has started, taking the 
RECALL pin LOW has no effect and the STORE opera- 
tion will be completed. If a READ or WRITE cycle is in 
progress when a STORE command is received, that 
cycle is terminated. The data in the selected RAM 
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address during an interrupted WRITE cycle would be 
indeterminate. 

During the 10ms of the STORE operation the 
NOVRAM should not be accessed for any other opera- 
tion as it would not be known if the internal STORE 
operation was completed or not. If the internal STORE 
operation was completed before the 10ms and another 
operation command was entered, that command would 
be executed. However, if the internal STORE operation 
was not completed and another operation command 
was received, the later command would be ignored. 
During the STORE operation the outputs of the 
NOVRAM are in the floating state. 


Recall Operation 


The RECALL operation is initiated by the application 
of an active LOW TTL pulse of 450ns or greater on the 
RECALL pin. The positive going edge of this pulse 
determines when it is possible to read data from the 
RAM. Valid data from the RAM can be viewed on the 
outputs of the NOVRAM 750ns after the rising edge of 
RECALL or 300ns after application of valid addresses, 
whichever comes latest. FIGURE 7 shows the timing 
requirements for transferring data from the EEPROM 
to the RAM. 


ADDRESS 


CORPORA ESS ADDRESSES VALID X 


DATA I/O 


tornc 
DATA UNDEFINED DATA VALID 


Figure 7) Timing diagram for the RECALL operation. 0001-13 


The RECALL operation takes precedence over all 
other operations. RECALL will terminate a READ or 
WRITE cycle if applied in the middle of either cycle. 
The RECALL operation can take precedence over the 
STORE operation only if the RECALL command was 
received prior to the STORE command. 


Hooking up the NOVRAM 


Now that the basics of the four NOVRAM operations 
have been described, we may discuss using these 
unique parts in a system. Let's first discuss a system in 
in which we connect the NOVRAMs to a 6502. We'll 
assume that the system powers up and down cleanly. 
The problem of systems where this does not occur will 
be dealt with later. 
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The 6502 microprocessor uses memory space for 
\/O functions. The design uses one set of addresses for 
the READ and WRITE operations and other blocks of 
addresses to initiate the STORE and RECALL opera- 
tions. An APPLE II* computer was used as the 6502 
computer because it has address space already de- 
coded for I/O functions and convenient card slots to 
communicate with these decoder outputs. 

The RAM was placed in the address space starting 
at HEX address $C800 by connecting pin 20 on the 
APPLE |! peripheral connector to the CS on the 
NOVRAM. This pin is activated when any of the 2048 
bytes starting at $C800 are accessed. Peripheral slot 2 
was selected for the NOVRAM design. On slot 2 pin 41 
is activated whenever the 16 bytes located at HEX 
address $COAO are accessed. This address space is 
sent only to slot 2 and was tied to the STORE pin on 
the NOVRAM. PIN 1 also has a unique address space 
for slot 2 and was tied to the RECALL pin. This space 
is the 256 bytes starting at HEX address $C200. 

Figure 8 shows the connections of the card to be 
plugged into peripheral card slot 2. Reading and writing 
are accomplished from the BASIC programming lan- 
guage by PEEK and POKE instructions to HEX address- 
es starting at $C800. The STORE operation is called by 
either a PEEK or a POKE instruction to any of the 16 
addresses starting at $COAO. RECALL is initiated by 
accessing any of the 256 bytes starting at $C200. 


APPLE || COMPUTER BOARD SLOT #2 


P>Psi 
P? 


$C899-SCFFF 


Figure 8) Connections for operating the NOVRAM on the I/O Bus of an 
APPLE I! computer. 


The APPLESOFT* program in Table 1 demonstrates 
how a NOVRAM can be accessed easily. The state- 
ment 210 is a Write operation to HEX address $C200 
while statement 310 is a Write to HEX address $COAO. 
The CS pin is activated with statement 430 and state- 


* APPLE || and APPLESOFT are trademarks of Apple Computers. 
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ment 580 respectively. This program was written for 
the X2210 but it could be easily modified for the X2212 
or even eight X2201s. 


5 TEXT : HOME 

10 AS = "#1 WELCOME TO THE WORLD® 
S EASIEST TO USENONVOLATILE 
SsTaTic RAM?" 

20 Be = "#2 ONLY A SINGLE S VOLT 
POWER SUPFLY IS REQUIRED FOR 

OPERATIONS!" 

30. CS = “#3 ALL INPUTS AND QUTPUT 
§ REQUIRE ONLY TTL INTERFAC 
£ SIGNALS'!!” 

40 F% = “#4 ALL TIMING SIGNALS AR 
E MICROPROCESSORCOMPATIBLE-N 
0 STRECHING!" 

50 GS = "#5 = SIZES AVAILABLE: (x2 
201) 1024X1, (X2212) 256X4 
« (¥2210) 64X4" 

60 VTAB S: HTAB li: PRINT “XICOR 
7S X2210 DEMO" 

75 PRINT : PRINT : HTAB S: PRINT 
"“FeRECALL":: HTAB 25: PRINT 
“3eREAD" 

80 PRINT : HTAB Ss PRINT “2=STOR 
E";: HTAR 25: PRINT -"4=WRITE 


85 PRINT + HTAB 17: PRINT "S=EX1 
T* 


90 VTAB 15: HTAR 12: INPUT "SELE 
CT ONE?, "3A E 
100 IF @A < 1 OR A > S THEN HOME 
: YTAR S: HTAB Ss PRINT “ONL 
¥ 1-5 ALLOWED--~-TRY AGAIN": GOTO 


73 
110 ON A GOTO 200, 500, 400, 500, 60 
Q 


BOO REM ICO OOO IOI IOI 

201 REM * RECALL SUBROUTINE * 

SOR REM OOOO OO OK KR K 

210 FOKE - 15872,0 

215 HOME : VTAB S: HTAB 14 

216 PRINT “RECALL COMPLETE" 

218 FOR I = 1 TO 1000: NEXT 1 

220 HOME : GOTO 60 

SOQ REM OOOO ROOIIOK 

O01 REM * STORE SUBROUTINE * 

BO2 REM OOOO ORE 

31G POKE - 16224,90 

315 HOME : VTAB S: HTAB 14: PRINT 
"STORE COMPLETE" 

B20 FOR I = 1 TO 1000: NEXT I 

325 HOME : GOTO 40 

400 REM 220 OIGIOIOIOIO AIK 

401 REM & READ SUBROUTINE * 

402 REM OOOO ORE 

422 HOME 

423 VTAB S: HTAB 12: PRINT "RESU 
LTS FROM RAM": PRINT & PRINT 


425 FOR I = fr TO 64 

430 PRINT CHR® ( PEEK ( - 14336 
+ 1))s 

435 NEXT I 

440 FOR I = 1 TO Sooo: NEXT I 

445 HOME : GOTO 60 

© BOO | REM OOOO IOI IO IRI OR AOR 

501 REM * WRITE SUBROUTINE & 

502 REM OOOO OOOO RK 

505 HOME : VTAB S: HTAB 6: PRINT 
"PRESELECTED MESSAGES (1-5) " 
t PRINT 3: PRINT 

515 PRINT + PRINT + HTAB 4: PRINT 
“ENTER MESSAGE FROM KEYBOARD 

(@)" 

520 PRINT : PRINT : HTAB its INPUT 
“SELECT ONE (1-6)°<"3A 

525 ON A GOTO 531,532,533,534,55 

; 5,540 ° 

531 0% = A$: GOTO 548 

532 Q& = BS: GOTO 548 

533 @% =.C$: GOTO 548 

534 Q@$ = FS: GOTO 548 

S35 O¢ = GS: GOTO 548 

540 PRINT : PRINT + HTAB S: PRINT 
“INPUT MESSAGE-64CHARACTERS 
MAX": INPUT Q¢ 

545 a6 = of +" 


nn 
548 HOME + VTAB S: HTAB 121 PRINT 
"WRITTEN INTQ RAM": PRINT + PRINT 


550 G$ = LEFTS (Q%,64) 

570 FOR I = 1 TO 64 ; 

575 Z$ = MIDS (Q¢,1,1):2 = ASC 
(2) 


S80 POKE - 14336 + 1,2 
S62 PRINT 2%3 
SeS NEXT I 


$90 FOR I = 1 TO 5000: NEXT I 
59S HOME : GOTO 60 
600 END 


Table 1) An APPLESOFT BASIC program for demonstrating the four 
operations of NOVRAMs. 
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Protection Against 
Inadvertent Store 


The circuit described in the previous section 
assumes that the system is powered up and down in an 
orderly manner. This would mean that the microproces- 
sor would never generate addresses unless they were 
part of the program. Unfortunately real systems do not 
operate in this ideal manner. Although the circuit 
described above has not produced a fault during exten- 
Sive testing, the possibility exists that the hex address- 
es $COA0-$COAF could come up during power up, or 
during a brown out when the supply dropped below the 
operating specification, or during a power failure. 

Several methods can be used to insure that the 
NOVRAM does not react to errors produced by the 
system when it is out of its operating specification. Set- 
ting the RECALL pin LOW to block a STORE operation 
is the easiest. Holding the STORE pin between VIH MIN 
and the falling power supply is another. 

Most microprocessors are not totally under control 
for the first few cycles after power up. Their early 
addresses depend on what is in the registers after the 
System Reset pulse terminates. There is a possibility 
that these registers can cause one of the early ad- 
dresses to be the same selected for a STORE oper- 
ation. In this case the circuit shown in Figure 8 could 
Cause the EEPROM to be written with false data during 
the power up operation. Figure 8 allows the STORE 
operation to be initiated if any of 16 addresses is 
selected for either a read or a write. 

Although microprocessors can put out uncontrolled 
addresses they do not put out uncontrolled write com- 
mands. By ANDing the System Write line with the 
System STORE command, the NOVRAM would recog- 
nize a STORE operation only on a machine write cycle. 

A potential danger in the use of the above schemes 
is the fact that three state TTL gates are not under total 
control while the power supply is coming up. This could 
produce glitches on the STORE pin even though no 
Write command was received at the input of the gate. 
A more positive way to insure that the STORE pin 
follows the power supply as the voltage increases is to 
use an open collector NAND gate with one of the in- 
puts provided by a signal that determines power supply 
Status (Circuitry for power supply status will be covered 
later in this application note). If one input of an open 
collector NAND gate is held LOW the output transistor 
is turned OFF since it can not receive base current. 
Pulling the output of this gate to the power supply of the 
NOVRAM through a pullup resistor will then insure that 
the output follows the power supply with no glitches. 

Carrying the use of a power supply status signal one 
Step further, would be to use it to hold the RECALL pin 
LOW in addition to holding the STORE pin HIGH. A dir- 
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ect connection of this status signal to the RECALL pin 
is all that is necessary as shown in Figure 9. This circuit 
has a more positive control of the NOVRAM since it 
takes two actions to prevent an inadvertent STORE 
operation. 


System STORE 


WE 


Power Status 
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Figure 9) A power supply status line held LOW can insure that both the 
RECALL pin is held LOW and the STORE pin is held HIGH. 


An example of a basic circuit to monitor the power 
Supply status is shown in Figure 10. The output of this 
two-stage circuit is held LOW whenever the power sup- 
ply is below 4.5 Volts. This same technique can be used 
with a Zener diode and an operational amplifier. The 
designer is cautioned to consider temperature effects. 


O8 RECALL 


Uy STORE 


0001-15 
Figure 10) The Zener power supply detector is used in combination with 


the open collector on the STORE pin to provide protection against an 
inadvertent STORE operation during power up and power down. 


Another method of power supply status is to assume 
that the only power supply fault which requires insuring 
that wrong data is not stored is the loss of the AC line 
voltage. Many commercially available AC line fault 
monitors are on the market. Two of these line fault 
monitors are the MID 400 Power Line Monitor from 
General Instrument and the SG1547 from Silicon 
General. Additionally, many commercially available 
power supplies have a power fail signal either as a 
Standard feature or as an option. 

The circuit shown in Figure 11 shows another type of 
power supply status detector. This circuit is a low cost 
solution but it should be used only to take the RECALL 
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pin LOW because it does not provide adequate drive 
fora TTL gate. 


NOVRAM 


WE 


Seer 
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Figure 11) Another form of power supply status detector to drive the 
RECALL pin LOW when the supply drops below 4.5Volts. 


Some other schemes to protect against inadvertent 
STORE operations are the use of jumpers, cables 
and/or switches. The STORE signal is transmitted 
through the jumper or switch which is normally open 
unless it is desired to change the data in the EEPROM. 
During normal operation the only component attached 
to the STORE pin is a resistor to the power supply. 

A more comprehensive discussion of power supply 
status circuitry can be found in XICOR’s Ap Note #102. 
This note covers those requirements that STORE data 
at power failure. 


Applications 


Most microprocessor systems have need for some 
form of nonvolatile memory to store important data 
such as: 


1) Calibration constants 

2) Set-up configuration information 
3) User system ID 

4) Changeable programs/firmware 
5) System status 

6) Accounting information 

7) Error conditions 


The types of equipment that are today being designed 
to include NOVRAMs vary through the complete line of 
electronic equipment. Some of these systems are: 


1) Computer peripherals/terminals etc. 

2) Automatic tellers/transaction terminals 

3) Point-of-sale terminals 

4) Smart scales 

5) Vending machines and games (i.e. arcade 
games, slot machines) 


6) Meters (i.e. utilities, taxi, gas pumps) 

7) Process control 

8) Robots 

9) Instruments (musical, medical, test, avionics) 
10) Communications 
11) Transducers/load cells 
12) Automotive: odometers, engine control 
13) Office equipment: copiers, word processors 
14) Military products 


Some of the competitive products being replaced by 
NOVRAMSs in systems are: 

1) DIP switches 

2) Thumbwheel switches 

3) CMOS with batteries 

4) EAROM 

5) EEPROM 

6) Potentiometers 


One should let his imagination soar when thinking 
applications for these unique NOVRAMs. XICOR is 
always interested in application ideas that represent 
both normal and off-beat uses of these NOVRAMs. Any 
ideas sent to XICOR will be greatly appreciated. 
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XICOR REPLACES 
DIP SWITCHES AND TRIMMERS 
WITH NOVRAM* MEMORIES 


By Applications Staff 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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Introduction 


The desire to replace mechanical components in 
electronic systems for purposes of increased reliability, 
lower costs and ease of maintainability has spread to 
DIP switches and trimming potentiometers or trim- 
mers. The component that makes this replacement 
possible is the NOVRAM memory from Xicor The 
NOVRAM memory is a device that has two memories 
in parallel, a standard static RAM and a nonvolatile 
electrically erasable programmable read only memory 
(EEPROM). The EEPROM portion of the NOVRAM 
memory holds data that is equivalent to the settings of 
the now obsolete DIP switches and trimmers. 


What Is A NOVRAM 
Memory? 


A NOVRAM memory, as stated previously, is two 
memories in a single unit. The standard static RAM 
has a nonvolatile EEPROM cell associated with each 
RAM cell. Figure 1 shows a block diagram of a typical 
NOVRAM memory. 


NONVOLATILE 
E?PROM 


Al 


Figure 1) NOVRAM memory block diagram. 


There are two additional pins on a NOVRAM 
memory device that do not appear on an ordinary 
Static RAM. These two pins are called STORE and 
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RECALL. The STORE pin is used to transfer the entire 
contents of the RAM to the EEPROM as a single block. 
This operation is performed in parallel. The RECALL 
pin is used to transfer the entire contents of the 
EEPROM back to the RAM. At the end of either opera- 
tion, the contents of the two memories are identical. 

Access to the EEPROM data is through the RAM 
portion. To alter the contents of the EEPROM, the data 
must first be written into the RAM and then transferred 
to the EEPROM with a Store operation. To use the 
contents of the EEPROM in the system, perform a 
Recall operation and then the contents of the RAM 
may be read. Once data is stored in the EEPROM, the 
RAM can be used as an entirely separate and indepen- 
dent memory. Some users put configuration data into 
the EEPROM and then use the RAM as a separate 
scratchpad. 

Besides these operational features, the NOVRAM 
memory has some unique electrical features. These 
devices are the world's easiest-to-use nonvolatile 
components in that they operate with only a single 5- 
volt power supply, simple TTL level pulses and short 
pulse widths (< 450 ns). Even for operations such as 
the Store operation, which takes 10 ms to complete, it 
only requires a low level TTL pulse of 100 ns or greater 
to initiate. During the remaining time, the NOVRAM 
memory is not on the bus, which frees the microproc- 
essor and the bus for other tasks. Complete details of 
the operation of NOVRAM memories can be found in 
the individual data sheets and application note AN101. 


Replacing DIP Switches 
With NOVRAM Memories 


DIP switches and thumbwheel switches have been 
used in systems to provide alterable, nonvolatile data. 
Some uses of this data are to set up configuration 
parameters and to provide calibration constants. The 
apparent low cost of these components is one of their 
attractive features. The drawback is that costs of these 
components do not end with installation. 

The biggest cost of these mechanical, nonvolatile 
components is in post-installation service. A simple 
change of a DIP switch setting can require a techri- 
cian to visit the equipment, disassemble the unit, throw 
the switch and reassemble the equipment. This could 
easily run the total use costs to well over 10 times the 
installed cost. A solution to the problems presented by 
DIP switches is to use a NOVRAM memory to hold 
valuable configuration or calibration data. In addition to 
a lower-cost, easier, and more secure method of 
changing data, NOVRAM memories cost less at the 
installed level. 
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The disadvantages of using DIP switches in modern 
electronic systems accumulate through each step of 
the manufacturing process. The first stage of 
NOVRAM memory advantages starts right at system 
concept and design. Since the density of NOVRAM 
memories is significantly greater (up to 1024 switches 
in a single low-cost DIP package), more functional 
options can be added to enhance the total value of the 
system. Features such as electronic unit type signa- 
ture can be added for a small software cost, with no 
extra components. No special access needs to be 
provided to change the NOVRAM memory, as all 
changes can be made from a keyboard or over phone 
lines. This can not be said for DIP switches, which 
require disassembly or special doors or hatches to 
provide access. 

At incoming inspection it is difficult to completely 
test a package of DIP switches for all possible combi- 
nations, or even as individual switches. The NOVRAM 
memory, on the other hand is tested by automatic test 
equipment both quickly and thoroughly. The NOVRAM 
memories are 100% tested by Xicor and can be 
further tested at whatever levels the user desires, 
including the quick testing of all the options that were 
designed into the equipment. In the case of the DIP 
switch, this would require manually setting each 
option, rather than have the final system test equip- 
ment take care of the task. 

The assembly operation is made more difficult when 
trying to wave solder or clean a board containing DIP 
switches. These operations can cause contamination 
in the degreasing step. This is true, even on the 
components that have tape or other cover for protec- 
tion, as these are extra items to handle or become 
lost. Again, the NOVRAM memory exhibits none of 
these problems in that they are in sealed packages like 
the rest of the semiconductor components that make 
up the bulk of the system. 

Once the system is in the field, the advantages of 
the NOVRAM memory are further enhanced. The 
basic reliability improvement of semiconductors over 
mechanical components is well known. Equipment 
warranties can be enforced since there is no need for 
a customer to open the equipment. The greatest 
advantage of all comes in service. No longer is it 
necessary for a technician to travel to the users site to 
change the setting on DIP switches as this can be 
accomplished over a phone hookup. 

In addition to all of the above cost savings and 
system benefits in using NOVRAM memories, the 
basic component cost is also very low. Figure 2 shows 
a typical interface for DIP switches in a microproces- 
sor system. Each package of 8 switches requires a 
decoder port and 8 diodes to provide isolation from 
other switches. 
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Figure 2) Typical DIP switch interface for multiple packages. 


An octal buffer and 8 pull up resistors are required 
for any quantity of switch packages in a given system. 
Matrix schemes could be applied to reduce the 
decoder ports at the cost of more buffers but, by then, 
the costs will be much greater than those of using 
NOVRAM memories. 

The assembly costs include incoming inspection, 
handling, inventory, board real estate, and final inspec- 
tion. These costs are variable depending on volume 
and other factors. 

The interface of a NOVRAM memory to a micropro- 
cessor is shown in Figure 3. 
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Figure 3) The typical NOVRAM memory interface requires only 3 decoder 
ports for any number of switches up to 1024. 


74.8138 
e 


DATA BUS 


This setup requires 3 decoder ports for any number 
of switches up to 1024 and then starts adding a single 
port for each additional package of 256 or 1024 
switches. 

The plot in Figure 4 shows that system costs using 
NOVRAM memories remain constant as the equivalent 
packages of DIP switches required are increased. 
These costs include the costs of all associated compo- 
nents, assembly and testing. 
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—— — X2210 64 x 4 NOVRAM MEMORY 
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EE ee 
1 2 34 5 6 7 N 


Figure 4) Relative costs of using NOVRAM memories as opposed to DIP 
switches as a function of packages of 8 switches required. 
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The plot shows that whenever the required number 
of DIP switch packages of 8 switches exceeds 1, the 
NOVRAM approach is lower in cost at the systems 
level. 

The cost of using DIP switches rises constantly as 
the number of required packages increases. An actual 
cost Crossover occurs between 1 and 2 packages of 8 
switches. Designers can derive their actual costs by 
Calculating the two approaches based on the costs at 
their firm. These costs should include, in addition to 
the component costs, all costs associated with incom- 
INg inspection, warehousing, assembly and system 
tests. One will find that the crossover between 1 and 2 
packages of 8 switches is consistent and favors the 
NOVRAM memory approach. 


Where And Why Trimmers 
Are Used 


The trimming potentiometer or trimmer is a 3- 
terminal device that can be connected in many differ- 
ent configurations. The purpose of the trimmer in the 
analog circuit is to make a fine adjustment of a current 
or a voltage. This current or voltage is then used in 
analog circuits to compensate for component varia- 
tions in frequency, gain, offset, voltage or current. 

Like the DIP switch, the trimmer appears quite inex- 
pensive when one considers only the purchased price. 
In actuality it can be one of the most expensive 
components on the card when the costs of field cali- 
bration are taken into consideration. It takes only one 
service call (considered by some to cost approximately 
$200) due to a changed setting caused by vibration, 
humidity or even well-intentioned user tampering, to 
run the cost of using the trimmer to high levels. In 
addition, the trimmer requires equipment disassembly 
and the skilled use of a screwdriver. This skill adds to 
the cost of owning the equipment. 

Taking an ‘all costs considered’ approach is one 
way manufacturers are reducing the cost of equip- 
ment ownership as a function of performance. 
Although the end customer wants equipment that is 
low in purchase price and service costs while deliver- 
ing a high level of performance, they will purchase a 
more expensive piece of equipment if they believe that 
the service costs and possible downtime will be 
reduced. 

The functions of the trimmer can be duplicated quite 
well by a NOVRAM memory combined with a Digital- 
to-Analog Converter (DAC). A DAC is a device that 
delivers a voltage at the output that is a function of a 
digital signal at the input. In a microprocessor system, 
this is a variable voltage source that is under the 


control of the program. While the DAC cannot exactly 
duplicate the 3 terminals of the trimmer, the circuit can 
be modified to provide equivalent results. 

The NOVRAM memory provides settings for the 
DAC that are free from problems of humidity and vibra- 
tion, as well as holding onto those settings during 
times of no power. Once the NOVRAM memory/DAC 
combination is in the circuit, the calibration can be 
made automatic by closing the loop since all mechari- 
Cal adjustments are eliminated. A self-calibrating 
system can eliminate all expensive service calls for 
recalibration. 


Duplicating The Function 
Of The Trimmer 


This section will demonstrate a few simple concepts 
for using a NOVRAM memory and a DAC in combina- 
tion to modify important circuit parameters. As previ- 
ously mentioned, a trimmer adjusts small variations of 
frequency, gain, offset, voltage or current. By properly 
interfacing the output voltage of a DAC in the analog 
circuit, these functions can be easily duplicated. 

The first example shown will demonstrate how to 
effect a small adjustment in voltage that can be used 
as a reference or for some other need. Figure 5 shows 
an operational amplifier connected to provide a small 
amount of trim to the output. The 9.9k and 100 ohm 
resistors provide a division by 100 of the DAC output. 


Vo= -v + DAC VOLTAGE 


OV TO +10V 100 


Figure 5) The DAC output provides up to 100 millivolts of trim for the 
operational amplifier output voltage. 


If the DAC can be adjusted from 0 to 10 volts, this 
voltage divider provides an offset of up to 100 millivolts. 
The operational amplifier offset adds this amount to 
the output, providing up to 100 millivolts of reference 
voltage trim. 

The next example will show how to provide a small 
offset for a fixed gain amplifier. Figure 6 shows the 
operational amplifier connected as an inverting ampii- 
fier with a gain of 10. 
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Figure 6) The DAC output provides an offset of 0.5 volt for a fixed gain 
amplifier. 


The fixed gain is established by the 1K and 10K 
resistors. As the DAC output is varied from 0 through 
10 volts, this voltage, combined with the — 5 volts, 
reduces the amplifier output by 1/10 of the difference. 
This gives a fixed offset of up to 0.5 volt in either 
direction. 

The third example will show a different use of a DAC 
to change the operational amplifier gain. This example 
uses a CMOS DAC with the ladder network in the 
amplifier feedback loop. 

A short course in CMOS DACs is in order at this 
time. Figure 7 shows a simple 3-switch CMOS DAC. 


Vaer (-8 VOLTS) 


Vo = OVOLTS TO +7 VOLTS 
IN STEPS OF 1 VOLT 


Figure 7) A simplified 3-switch CMOS DAC. 


The outputs of a CMOS DAC are in the form of current. 
The sum of the two output currents is always a 
constant. In the case of Figure 7, this sum is 7% x 
Veaer/R. Both current outputs must look into a ground 
potential. In Figure 7 the louTi pin is tied to the 
summing junction of an operational amplifier while the 
louT2 pin is tied to system ground. The internally 
provided feedback resistor should be used with an 
amplifier since its temperature coefficient Is identical to 
the other resistors on the DAC chip. The DAC switches 
are operated by standard 5 volt logic levels. The 
amplifier output in Figure 7 will vary from 0 to 7 volts in 
1 volt increments depending on the setting of switches 
SO, S1 and S2. These switches in the ‘up’ position add 
1, 2 and 4 volts, respectively, to the amplifier output. In 
the positions shown, the amplifier output is 7 volts. 

Figure 8 shows the CMOS DAC of Figure 7 in a 
slightly different configuration. 


Vo ==8 y, 


WHERE X = DIGITAL 
CODE (1-7) 


Figure 8) ACMOS DAC used in the amplifier feedback loop to adjust the 
amplifier gain. 


The ladder network provides the feedback to the 
amplifier while the internal feedback resistor is used as 
the input resistor. If one goes through the equations, 
the result for Figure 8 is VO=VI x 8/X, where X Is 
the digital code for the switch settings from 1 to 7. The 
circuit gain runs from a low of 8/7 for the switches in 
the indicated position, to a gain of 8 when SO is high 
and the other switches are low. Table 1 shows a listing 
of the gains obtainable. 


Table 1) Gains of the circuit in Figure 5 as a function of the switch 
settings. 


Analog Circuit Examples 


This section will present some actual circuit exam- 
ples for using a NOVRAM memory combined with a 
DAC. The circuits that appear in this section have been 
built and tested. The concepts presented may be 
useful to stimulate ideas which will help to solve the 
reader's system problems and may even be of immedi- 
ate use. Figure 9 shows how the NOVRAM memory/ 
DAC combination provides a voltage or a current for 
the application. 
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DAC Reterence 
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Figure 9) ANOVRAM memory DAC combination provides a voltage or a 
current to correct analog circuits. 
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It is, Of course, possible for a single NOVRAM memory 
to provide the address setting for multiple DACs. The 
DAC size used is selected for the user's application, 
depending on the accuracy and resolution required. 
There are even multiple DACs available in a single 
package such as the SAB 3013 from Philips for more 
cost sensitive applications. 


Tuneable Crystal Oscillator 


The first application example of a NOVRAM memory 
used in combination with a DAC is that of a quartz 
crystal oscillator. These circuits find application in 
many areas, including aviation and nautical navigation, 
as well as time measuring due to high stability. The 
oscillator is normally trimmed with a small padding 
Capacitor in shunt or series with the crystal. This trim 
is used to ‘pull’ the resonance point of the crystal by a 
few parts per million (PPM) to set the operating 
frequency of the circuit. The capacitor may have to be 
adjusted in the field to retrim for the aging effects of 
the crystal and its associated circuitry. 

The circuit in Figure 10 uses a NOVRAM memory/ 
DAC combination to provide the trim voltage for a 
varactor. 
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Figure 10) Tuneable crystal oscillator 


A varactor is a diode whose capacitance is a function 
of the applied voltage. This varactor in series with the 
crystal provides the actual trim function. The fixed 
operating point for the varactor is supplied through the 
100K resistor. Variable bias for the diode is supplied by 
the DAC through the 470K resistor. Figure 11 shows 
that a 50 PPM frequency trim range is achievable with 
the 12-bit DAC used. 
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Figure 11) Tuning range of the tuneable crystal oscillator of Figure 10. 


The frequency shift is down so it is recommended to 
specify the crystal approximately 25 PPM higher than 
the desired frequency. Initial trimming and re-trimming 
Is easily accomplished by changing the DAC address 
Settings as stored in the NOVRAM memory. 


Software Programmable 
Voltage Reference 


Many systems (such as DVMs. test equipment, data 
acquisition systems and most forms of measurement 
and control apparatus) require a voltage reference that 
places a limit on total system performance. Figure 12 
shows how a NOVRAM memory/DAC combination can 
provide a means of adjusting the ouput of a precision 
10 volt reference. 
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Figure 12) Software programmable voltage reference. 
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An LM399A 6.95 volt reference is used in a bootstrap 
configuration to supply bias to the LF412 amplifier 
which in turn drives the LM399A. The 100K resistor 
insures start-up. The reference supplies bias to the 
LM11 amplifier, which supplies the circuit’s output. 

The NOVRAM memory/DAC-1000 combination 
supplies an offset voltage for the LM11 of 1 millivolt full 
scale in 1 microvolt increments. The 0.1 uF capacitor 
insures dynamic stability and low noise at the LM11 
output. To calibrate the output to within 1 microvolt, 
one sets the DAC to half scale and selects the feed- 
back resistor of the LM11 until the output is within a 
few hundred microvolts of the desired value. Then the 
RAM portion of the NOVRAM memory is exercised, 
providing new inputs for the DAC until the desired 
value is achieved. This setting is then stored in the 
EEPROM portion of the NOVRAM memory. If a wider 
trim range is desired, the 1 megohm resistor can be 
reduced, but this degrades the setpoint resolution 
appropriately. 


Self-Calibrating, 
Interchangeable Probe 
Thermometer 


A standard industrial temperature sensor with high 
linearity and long term stability is obtained using plati- 
num resistance temperature detectors (RTDs). The 
RTD is specified in terms of its resistance at 0° centi- 
grade (as this is a function of the manufacturing proc- 
ess), while the gain slope is relatively constant from 
unit to unit. A constant gain amplifier with an offset to 
compensate for the changing impedance at 0° centi- 
grade is shown in Figure 13. 


fle 


Ve L F412 


Rov arinu = ROSEMOUNT, INC. TYPE 118MA 
*FILM TYPES 1% TOLERANCE 
**FILM TYPES 1% TOLERANCE 


Figure 13) Self-calibrating, interchangeable probe thermometer. 


The NOVRAM memory/DAC combination is used to 
modify the offset voltage of the amplifier to allow full 
interchangeability of probes in the field. 

The plantinum RTD shown has a +3% tolerance at 
0°C (+ 7.5°C) and is driven with a 1 milliampere 
constant current source by placing it in the feedback 
loop of the LF412 amplifier The constant current is 
provided by the 10 volt reference IC. The amplifier 
output will be a linear function of the sensed tempera- 
ture at the RTD. The 1 UF capacitor limits noise pick- 
up and also insures that the RTD, a wirewound device 
with parasitic inductance, does not cause amplifier 
oscillations. The second half of the LF 412 provides a 
fixed gain to the signal. 

The 90.9K resistor provides a current to the 
summing junction of the amplifier to move beyond the 
correction for the worst case sensor. The NOVRAM 
memory/DAC pair then pull enough current from the 
summing junction to correct for the inserted RTD. 
Over a 0°C to 55°C range, this circuit is accurate to 
within + 0.25°C while allowing the use of probes with 
a +/7.5°C tolerance specification. 


Automatic Scale Calibration 


The scale normally does not worry about a zero- 
level reading from its sensor, since it may have a wide 
variety of items on the platform such as wrapping 
paper or containers. An algorithm is usually required to 
automatically zero the scale before loading the mate- 
rial into the container. The transducer used in scale 
applications has a large variation in gain slope which 
must be corrected before shipping the scale or when 
changing the load cell. Figure 14 shows a circuit for 
providing these necessary corrections for the gain 
slope of the sensor. 


A—D 
CONVERTER[| 1] DISPLAY 


9? Veer ineut 
(FULL SCALE 
REFERENCE) 
FOR THE A-—D 


"= 1% Film type 


** = Typical device - National Controls. Inc. 
Type 3220 Scale platform 
Gain = 2.2mV per volt of applied 
excitation (15V recommended) 
t10% Zin= 3502 


Figure 14) Automatic scale calibration. 
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The transducer shown, combined with the fixed gain 
amplifier, can produce outputs of 7.424 volts to 9.075 
volts for full load depending on the transducer 
selected. To bring this result to the required value, the 
NOVRAM memory/DAC combination is used to vary 
the reference of an analog-to-digital converter. Since 
the DAC and the platform bridge are driven from the 
same supply, the measurement is ratiometric and no 
Stable voltages are necessary. As the — 15 volt supply 
changes, the readout on the display will not vary. To 
Calibrate a new platform, the scale is first zeroed out 
using the internal algorithm and then a fixed known 
weight is added to the platform. Then the NOVRAM 
memory/DAC unit is exercised until the correct readout 
is Obtained. This calibration can be called from the 
scale’s keyboard. Security for this adjustment can be 
in a software access code which is also stored in the 
NOVRAM memory. 


Gain Trimming For 
Photomultiplier Tube 


The last example handles gain variations in a slightly 
different manner. The gain of a photomultiplier tube 
varies over time, temperature and power supply for a 
given input level. The output is a current from a high 
impedance source. A circuit to trim the changing gain 
is shown in Figure 15. 


Figure 15) Gain trimming for photomultiplier tubes. 


This current is converted to a voltage by the amplifier 
on the left side of the figure. For a full scale current of 
100 UA, the output voltage of this amplifier is 12 volts. 
This voltage output is used as the reference input for a 
NOVRAM memory/8-bit DAC combination which ampli- 
fies the reference from ‘/2se through 1 depending on 
DAC setting. This gain can be varied in steps of '/256. 
The currents out of the photomultiplier tube are 
normally accurate to only 1% once the calibration is 
complete. Some applications, however, may require 
smaller steps in resolution. If this is the case, one 
could use a 10-bit DAC. Another method of obtaining 
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fine resolution is to use an 8-bit DAC connected as 
shown in Figure 8 in place of the DAC arrangement of 
Figure 15. If the feedback resistor of the left-hand 
amplifier is changed to 50K, very fine tuning (around a 
voltage gain of 2) is possible. This gain of 2 is estab- 
lished when the DAC is set for midrange of the digital 
value which gives a fine tuning range. 


Conclusion 


This application note has shown how the NOVRAM 
memory can be used to replace commonly used 
mechanical components such as trimmers and DIP 
switches. This replacement improves reliability and 
reduces service costs for recalibration and resetting. 
In addition, actual equipment costs can be reduced. 

Once a single NOVRAM memory is in the system, it 
is easy to include additional features in the unused 
portions. For example, a system designer could use a 
NOVRAM memory to replace DIP switches used for 
configuration data and then place calibration data for 
DACs in the unused memory. If even more unused 
Space exists, storage of other desired data such as ID 
numbers or a service log would be possible. 

The possible uses of NOVRAM memories are limit- 
less. The designer is encouraged to build upon the 
ideas presented by this application note. 
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*NOVRAM is Xicor’s 


HOST 
SERIAL 
INTERFACE 
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THE X2444 SERIAL 
NOVRAM* TEAMS UP WITH 

THE 8051 
MICROCONTROLLER FAMILY 


Add scratch pad RAM and nonvolatile parameter 
store via the 8051 serial port and still maintain 
full use of the serial port as a UART. 


Application from Rick Orlando 
Written by Richard Palm 


nonvolatile static RAM device. 
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INTRODUCTION 


The X2444 is a 256 bit serial NOVRAM internally 
configured as sixteen 16-bit words of RAM overlaid 
bit for bit with a nonvolatile E7PROM. The X2444 
has the standard hardware RECALL and STORE 
inputs plus the ability to perform these same oper- 
ations under software control, thereby freeing two 
microcontroller port pins for other tasks. The serial 
interface allows the X2444 to be packaged in a low 
cost space saving 8-pin mini DIP. 

When teamed with the 8051 family of micro- 
controllers, the X2444's small physical size, software 
instruction set and serial interface make it an ideal 
parameter store and scratch pad memory while 
maintaining full use of the 8051 serial port as a UART. 


SCOPE 


This application note describes interfacing the 
X2444 with the 8051 family of microcontrollers. 
Emphasis will be placed on the timing considerations 
of the interface, and explaining the modifications to 
the instruction words for normal device operation. 
This note assumes the reader has access to a Xicor 
Data Book and Intel Microcontroller Handbook. 


SERIAL PORT OPERATION 


Port 3 on the 8051 provides a serial port that can 
be used in two basic configurations, full duplex and 
half duplex. This note examines the half duplex 
(mode 0) operation in interfacing to the X2444. Port 
3 pin 1 (P3.1) is the clock output for both transmit 
and receive modes and Port 3 pin 0 (P3.0) is used 
for bidirectional data transfers. 

The clock output frequency is “2 of the XTAL 
oscillator input frequency. To simplify timing calcula- 
tions this note will assume an input frequency of 
12 MHz resulting in a symmetrical 1 MHz output 
on P3o.T. 

The P3.1 and P3.0 pins when inactive (neither 
transmitting nor receiving) are always a logic 1 
(HIGH). When a data transfer commences P3.1 will 
be LOW during machine cycle states S3, S4 and 
S5 and will be HIGH during states S6, S1 and S2. 
When transmitting, data is shifted out on P3.0 during 
S6P2 (state 6 phase 2) LSB first. When receiving, 
data is sampled during S5P2. Refer to Figure 1 for 
the basic 8051 serial port timing. 


tskH 
(500 ns) . | 
ae ton (84 ns) 


8051 2444 
PIN PIN 
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XTAL2 
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| (1 S) on 
‘eceommmersy | 
P3.1/SK 
axial 
tos (916 ns) 
P2.000 NS AS 
P3.0/DO 


Figure 1. 12 MHz 8051 Serial Port Mode 0 and X2444 Timing 
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HARDWARE 
CONNECTIONS 


The X2444 directly interfaces with the 8051 with 
no external circuitry required. DI and DO of the 
X2444 are both tied to P3.0, SK is tied to P3.1, 
CE is tied to any free port pin configured as an 
output and STORE and RECALL are tied to Voc 
(see Figure 2). 


+5V 


Figure 2. Basic Configuration 


X2444 OPERATIONS 
REVIEW 


The X2444 is a serial device and in this application 
all chip functions are handied via the software in- 
structions. The 8051 transmits data LSB first but 
the instruction format for the X2444 shows the 
instruction to be transmitted MSB first. This requires 
a simple transposition of the instruction, MSB for 
LSB. The memory is effectively a FIFO, so the data 
to be stored need not be transposed. 

Internally the X2444 increments a bit (clock) 
counter. This is used to indicate the end of an 
instruction and if a read or write instruction is re- 
ceived, to increment a bit position pointer. This 
pointer enables individual RAM cells for writing and 
reading. The counter for the pointer increments from 
zero to fifteen. If CE remains HIGH and SK continues 
to clock, the counter will rollover from fifteen to zero. 
The word address does not increment; therefore, 
during a write operation if SK continues to clock 
and CE is HIGH, a 25" rising clock edge (8 edges 
for instruction + 16 edges for the data word + 1) 
would cause bit position zero to be overwritten. 


SYSTEM 
CHARACTERISTICS 


Under normal operating conditions the X2444 ex- 
pects CE to transition LOW to HIGH when SK is 
LOW in order that the first bit of data can be clocked 
into the X2444 on the first rising edge of SK. The 
data is sampled to see if it is “O” (a don't care state) 
or a “1” which is recognized as an instruction start. 
The 8051, however, places both P3.1 and P3.0 
inthe HIGH state when not actively transmitting. 
THIS IS OK. The X2444 internally gates CE and 
SK; therefore, toggling the port pin controlling CE to 
a HIGH effectively generates the first rising edge of 
SK, and also clocks in the HIGH present at P3.0 (Dl). 

What this does is clock a “1” into the X2444 
indicating the start of an instruction prior to any 
shifting operation by the 8051 serial port. This will 
require dropping the leading “1” from the instruction. 
See Table 1 for the WAS/IS conditions for the equi- 
valent instructions to be used by the 8051. 


INSTRUCTION WAS 


77) 


WRDS 
STO 

SLEEP 
WRITE 
WREN 
RCL 

READ* 


a 
> KK PK KK OD 
> KK PK KK 
> «KK PK KK OF 
> Kx KP KKK Ww 
“~-—- =~ © COON 
- oOo; = 0 0 = 
x +-0o-90- 00 
~ Kx KK KK KN 

+-o-07- 00 
-~oo- +0 084 
+~-=- -o0o0oqocUO cdr 
> KK PK KK Ww 
> KK PK KK NM 
> KK PK KK 
> KK PK KK CO 


*Note: bit 7 of the READ command should be a “1” to avoid 
contention. 


oO 
Cc 
wo 


Table 1. Reconfigured Instruction Format 


The 8051 will still generate eight rising clock edges 
on P3.1 for each byte loaded into the shift register 
(SBUF), effectively providing the X2444 with nine 
clocks for the first byte. For the single byte instruc- 
tions the ninth clock and data are ignored by the 
X2444. Refer to Figure 3 for the single byte instruc- 
tion timing. 
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8051/52 / 2444 
PIN PIN 


/0,/CE pee 


P3.1/SK 2 3 4 


mae Xo Xe Xe X= Xa Xe Xe] 
START 


P3.0/DI 


5 6 7 8 9 


cee pie oka: say cn) ee Way, ay Ele See, 


Figure 3. Single Byte Instructions 


WRITING 


Writing to the RAM array is straightforward. The 
write instruction is issued by the 8051 in the same 
manner as the single byte instructions. The MSB 
(eighth bit) of the instruction byte is clocked in on 
the equivalent ninth clock rising edge. This bit is 
recognized as the first data bit transfer and is initially 
written into the addressed word's bit position zero. 
The 8051 will continue to transmit two more bytes 
of actual data. The LSB (bit “O”) of the first byte 
will be physically located in bit position “1” and all 
subsequent bits will also be offset by one. The MSB 
(sixteenth data bit) of the word will be written into 
bit position zero, overwriting the last bit of the instruc- 
tion byte. Refer to Figure 4 for the sequence of 
operations. 


8051 / 2444 
PIN PIN 


PX.X/CE iq SHIFTING EDGE 


CLK1 
2 3 4 5 6 7 8 9 10 "1 12 


P3.1/SK 


IGNORED BY 2444 


READING 


Reading data back from the RAM array is quite 
similar. The X2444 begins to shift data out during 
the instruction cycle (more on this later). After the 
instruction is shifted out, the 8051 must turn around 
P3.0 and configure it as an input. CE and SK are 
static during this period and the DO output will 
remain unchanged until after the rising edge of the 
first 8051 receive data clock. Therefore, the first 
data shifted into the 8051 will be from bit position 
“1”, equivalent to the LSB originally written. Refer 
to Figure 5 for the sequence of operations. 


15 16 17 18 1 20 1 
: : i - si ir BIT ADDRESS 


ROLLOVER 
wstauction\ A _X A XA KA | LJ \oX ory ozY o3X os Yos X06 X 07 J \ 08 X 09 Xo10X 011 X O12 X 013 X O14 X 015 / 
BIT ADOR 
P3.0/DI ae Ee eT 0 1 2 3 4 out 8 9 10 1 12 13 14 18 0 e—————. BO DORESS 


EFFECTIVE WRITE 
INSTRUCTION 


Figure 4. Write Cycle Sequence 
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V" 
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THROW 


AWAY 
Figure 5. Read Cycle Sequence 
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BUS CONTENTION 


There will not be any bus contention for single 
byte instructions or the write command. However, 
for the Read command there could be contention. 
While the 8051 is still shifting out the instruction 
byte the X2444 begins to output data on the same 
line. Refer to Figure 5, just after the falling edge of 
clock eight. 

The 8051 shifts out data at S6P2. If the data 
changes state from “O” to “1” a high current enhance- 
ment FET is turned on for two 8051 system clock 
cycles. This is used to provide a fast rise time. 
At the end of this two cycle period, the enhancement 
FET is turned off and the output is held HIGH by 
a depletion mode FET that essentially looks like a 
resistor pullup (Refer to Intel’s Microcontroller Hana- 
book [1984] pages 6-6 and 6-7). Note that the high 
drive circuit is enabled only for data state changes 
from “O” to “1”; therefore, if the output is already a 
“1” and another “1” is shifted out on P3.0, the high 
drive will not be turned on. This depletion FET can 
source a maximum of 250yA if the port pin is 
grounded. 

The instruction table indicates that bit seven for 
the READ instruction should be a “1”. The reason 
for this is to guarantee that the high drive period is 
off before the X2444 begins to output data. If bit 
seven were a “0”, the 8051 would turn on the high 
drive circuit to return P3.0 to the inactive state, 
possibly generating a high current contention prob- 
lem with the DO output of the X2444. Figure 6 
illustrates the timing involved during clock eight. 
The high drive period of the 8051 is turned off well 
before the X2444 begins to output data. 


HIGH DRIVE 
PERIOD 


a. 


P3.1/SK 


VERSATILITY 


The DO output of the X2444 is always in the high 
impedance state unless it is outputting data in re- 
sponse to a READ command. Therefore, the serial 
port of the 8051 need not be dedicated solely to a 
serial memory interface. 

Figure 7 illustrates the versatility this affords. This 
figure depicts the basic system components required 
in a remote location controller. Notice that the 8051 
serial port has access to both the X2444 and through 
the use of the CE control line maintains full use of 
the serial port as a UART. Therefore, it can receive 
downloaded parameters from a host, re-enable the 
serial port for X2444 communication, then store the 
data either temporarily in the X2444 RAM array or 
permanently in the X2444 E®PROM array. 


HOST 
SERIAL 
INTERFACE 


Figure 7. Shared Serial Port 
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Figure 6. Worst Case Bus Contention 


WORST CASE CONTENTION 
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CONCLUSION 


This application note has shown that with no extra 
hardware the X2444 interfaces directly with the 
8051 family of microcontrollers, providing a non- 
volatile memory store and scratch pad memory and 


7-22 


maintaining full 8051 UART capabilities. It is the 
ideal solution for applications where extra memory 
is required but few port pins are available for 
implementation. 
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E2POT™ DIGITALLY 
CONTROLLED POTENTIOMETER 
BRINGS MICROPROCESSOR 
CONTROL TO AUDIO SYSTEMS— 
ADDS FEATURES 


By Jeff Randall 


E2POT™ is a trademark of Xicor, Inc. 


INTRODUCTION 


Control of most audio circuits is still accomplished 
the same way it has been for the last fifty years or 
so. From the volume control knob to the sliders on 
an equalizer, the control is human, the feedback is 
through the ears, and the control element is the me- 
chanical potentiometer. Microprocessors have en- 
tered nearly every other segment of electronics, and 
as they enter the audio segment, they slam head- 
long into the mechanical potentiometer. 

While this article focuses on microprocessor con- 
trol of conventional audio circuits through the use of 
digitally controlled potentiometers, it should become 
clear how these devices can be applied to many 
other applications as well. 


CONVENTIONAL AUDIO 
CONTROL 


A look at conventional methods for audio control 
should help to illustrate the situation: 

Designs incorporating mechanical potentiometers 
are still found in the majority of audio applications. 
For example, the volume control on most car ster- 
eos is a rotary potentiometer. Volume control cir- 
cuits generally resemble Figure 1. In this design, the 
potentiometer is used to control the signal reaching 
a fixed gain amplifier section. A potentiometer in this 
application would likely have a logarithmic taper, 
since volume is a logarithmic function. 


VIN 


AUDIO TAPER 
POTENTIOMETER 
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Figure 1: Conventional Potentiometer Volume Control 


Tone controls can vary from single pot and ca- 
pacitor circuits to complex active filters. The Baxan- 
dall filter network has been the workhorse of the 
audio industry for years. This design, illustrated in 


Figure 2, utilizes two linear taper potentiometers to 
control the gain of an active filter. In this configura- 
tion, the potentiometer replaces a portion of both 
the input and feedback resistors. By moving the po- 
sition of the wiper, both resistors change in opposite 
directions. 


Ro Ry 


VIN e 


R3 Ry R3 
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Figure 2: Baxandall Tone Control Circuit 


Graphic equalizers are one of the fastest growing 
modes of audio control. A graphic equalizer con- 
tains a group of band pass filters, usually seven. 
Each filter has a potentiometer controlling the gain 
to that band pass. Potentiometers generally appear 
as sliders on the face of the equalizer. 

A typical graphic equalizer schematic is shown in 
Figure 3. EQs are used to compensate for the im- 
perfections of a listening environment by boosting 
or cutting gain at specific frequencies. By using a 
spectrum analyzer and a “pink” noise generator, 
the response of an audio system can be customized 
for a particular room or concert hall. This is accom- 
plished by inputting a desired response to the sys- 
tem—generally flat across the audio band, with 
some attenuation at higher frequencies, often re- 
ferred to as “‘pink’’ noise. The equalizer is then ad- 
justed until the system output, displayed on the 
spectrum analyzer, closely matches the pink noise 
input. 

This process of matching a system to a room is 
often referred to as environmental calibration. It is a 
process requiring the listener to read the display of 
the spectrum analyzer and manually adjust the po- 
tentiometer/sliders of the equalizer. 


C7 
Ro 
L7 


Figure 3: Graphic Equalizer Configuration 
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The heart of the control of each of the circuits 
described earlier is the mechanical potentiometer. 
Automated control of these devices is a challenge. 
Clearly, microprocessor control of these functions is 
desirable. The control elements utilized for automat- 
ed control are discussed below. 


AUTOMATED CONTROL 
ELEMENTS 


While these devices are primarily used for indus- 
trial control applications, motorized potentiometers 
offer a relatively straightforward approach to simple 
audio control circuits. In these devices, a DC refer- 
ence voltage, or a digital signal representing posi- 
tion is input to a small motor assembly that is linked 
to a rotary potentiometer. Drawbacks to this type of 
system are numerous, including noise caused by 
the motor assembly as well as the increased space 
and power requirements of placing a motor on an 
audio PC board. 


D/A converters can also be used to control and 
manipulate analog circuit functions, but introduce 
more complexity. These devices are the choice of 
high fidelity digital audio controls due to their high 
precision. But for the analog circuit designer, they 
can be a little intimidating. For example, one way to 
control volume with D/A converters is illustrated in 
Figure 4. In this circuit, the signal is sampled with a 
A/D converter, manipulated by a microprocessor, 
and returned to the analog world with a D/A con- 
verter. This design entails sampling, real-time pro- 
cessing, as well as A/D and D/A conversions. Not 
only may the analog designer be faced with portions 
of his circuit that may be unfamiliar, the results may 
be overkill. 
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Figure 4: Volume Control Using D/A Conversion 


An array of resistors with a wiper tap that can be 
selected with digital control offers many advantages 
of the microprocessor world without the complexity 
of D/A conversion. These are referred to as digitally 
controlled potentiometers. Logic circuits, counters, 
and memory circuits are often teamed up with resis- 
tor arrays to accomplish an approximation of poten- 
tiometer control. Recently, a few manufacturers 
have introduced devices which incorporate many of 
these functions in one device. Examples are Xicor’s 
X9MME, Toshiba’s TO9169AP, and National's 
LMC835. 

The Toshiba and National parts are designed 
around specific audio applications and are distinc- 
tively different from the Xicor device. They incorpo- 
rate features that lend well to audio designs, but are 
not intended for general purpose potentiometer re- 
placement. Moreover, they offer only a limited num- 
ber of wiper positions. 

Xicor’s X9MME combines a single 99 position po- 
tentiometer with three line digital controls. Figure 5 
contains a functional diagram, pin description and 
mode selection for the device. In addition to the in- 
ternal counter circuitry for wiper position control, 
this part also incorporates nonvolatile memory to 
retain wiper position. It has been designed as a digi- 
tally controlled replacement for the mechanical po- 
tentiometer. With its conventional three terminal po- 
tentiometer design, it integrates easily into existing 
analog designs. 


Functional Diagram 
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Figure 5. The X9MME Digitally Controlled Potentiometer 


To illustrate digital control of potentiometer cir- 
Cuits, the X9MME from Xicor was used to replace 
mechanical potentiometers in a well known audio 
circuit. The following should demonstrate the ease 
of designing with the X9MME as well as the advan- 
tages of microprocessor control in audio circuits. 


THE X9MME IN AN 
AUDIO CIRCUIT 


The Baxandall tone control circuit is the basis for 
the designs shown here. The following sections will 
discuss the principles behind the Baxandall circuit 


TRANSFER 
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Mode Selection 
es we [v5] Mode 
Wiper Down 


Store Wiper 
Position 


VL 


Vw 

0073-5 
Pin Names 
Vy High Terminal of Pot 
Vw Wiper Terminal of Pot 
Vi Low Terminal of Pot 
Vss Ground 
Voc System Power 
U/D Up/Down Control 
INC Wiper Movement Control 
cS Chip Select for Wiper 

Movement/Storage 


and then walk through the design utilizing the 
X9MME. Special design considerations for the 
X9MME will be discussed, and the performance and 
operation will be evaluated. 

The Baxandall circuit, its response, and equations 
for gains and filter frequencies are shown in Figure 
6. This circuit contains two active filters whose gain 
is controlled by two potentiometers. Figure 7 illus- 
trates the bass portion of the circuit. The maximum 
gain of this circuit is at low frequencies, where the 
capacitors in the circuit can be considered to be 
open circuits. The capacitors have been omitted for 
clarity. (The treble portion of the circuit, not illustrat- 
ed here, follows along similar lines.) 


Schematic 
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System Frequency Response 
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Figure 6: Active Audio Preamplifier 


With the addition of another potentiometer on the Ry Ro Ry 
output of the Baxandall network, the system repre- 
sents a single channel of an audio preamplifier. The 
circuit contains three potentiometers which control Rs 
volume, treble and bass. These pots would appear 
as knobs on the face of a home or car stereo, to be 
adjusted by hand to control and shape the sound 


reaching the amplifier and speakers. 0073-9 


R;, +R 
Ave = a Maximum Bass Boost 


Figure 7: Bass Portion of Active Preamp Circuit 
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Neglecting the digital control lines and 5V power 
for the X9MME, the circuit is shown in Figure 8. The 
X9MME will replace bass, treble and volume poten- 
tiometers. Note that this does not alter analog de- 
sign considerations. 

It should be noted that Ro and Ry are both linear 
taper pots. Since the X9MME is also a linear taper 
pot, it is a direct replacement. Ry, the volume po- 
tentiometer, is specified as an audio taper pot, since 
it is used for volume control. By placing a small re- 
sistor from wiper to low on any linear pot, as shown 
in Figure 9, an audio taper can be approximated. In 
this case a resistor of one-tenth the total pot resist- 
ance is a close approximation of an audio pot (EDN 
Nov. 13, 1986). 

This circuit is designed to have a gain of one 
across the entire audio range, with the potential for 
a boost or cut of 20 dB at the frequencies selected 
by the designer. 


THE DESIGN 


The design chosen is intended for car stereo ap- 
plications. It should therefore operate from a single 
ended, 12V supply and adapt well to speakers that 


Vino 


Figure 8: Active Preamp with Bass, Treble and Volume Controls 
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R 
For Audio Taper, Use R2 = To’ 


Figure 9: Utilizing External Resistors to Vary Potentiometers Trim (EDN Nov. 13) 
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are commonly used in automobiles. Considering the 
limited bass response of most car speakers, the 
bass boost or cut should not be so low that the 
speakers cannot reproduce the sound. 

The desired circuit would operate from a 12V 
power supply, have a +20 dB boost or cut at 
100 Hz (bass) and 10 KHz (treble). The available 
resistor values for the X9MME are 10K, 50K, and 
100K. The following steps outline the design: 


1. Ro = 50 KQ (arbitrary, X9503) 


The design must start somewhere. This value 
was actually determined after running through the 
design a couple of times and comparing the val- 
ues determined for the potentiometers with those 
available. 


2. Avge = 1 + Ry/Ro; for 20 dB (10), 
R4 a Ro/9 = §.6 KD 


The bass portion of the circuit must have a maxi- 
mum boost of 20 dB. This is determined with the 
bass pot all the way to the input side. A quick 
look at Figure 8 will illustrate this. 


BASS 


VOLUME 


TREBLE 
0073-10 
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3. F, = 100 Hz, Fig = 1 KHz 
1 1 
C = TT Oe 
27 FiBRzy 277 (1000)(5.6K) 
= 2.84 x 10-8 F 
Here, the formulas for the cutoff frequencies of 
the active filters are broken down to determine 
the element values to use. 
4.R5 = 2.2 KO (arbitrary) 
Ry + 2R5 
S Aye St = 18, 
Re 
Ry + 2R 
Rj = ———_— = 1.1K 
Use 1 KO. 
Here, the maximum treble gain is calculated in 
similar fashion to the maximum bass gain. 
1 1 
6. C3 = ————. = ———— = 16 x 1078 
27 FuR3 8 277(10K)(1K) 
7.Rq4 = 10 (Rg + Ry + 2R5) = 110 KO 
Use 100 KO 
8. Ry = 10 KO (arbitrary) 


The circuit with the X9MME inserted is shown in 
Figure 10. These are the values that were used in 
lab experiments and for demonstration purposes. 


100 KQ 


Figure 10: E2PREAMP with Three X9MME—No Digital Controls Shown 
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It should be noted that some considerations in 
the design had to be altered when the X9MME was 
inserted into the circuit. The X9MME is a source of 
high frequency noise. There are internal voltage 
generators on the device which are used to operate 
switches internally as well as to store information 
into the device’s nonvolatile memory. The principle 
noise frequencies begin at approximately 150 KHz, 
and while this is beyond the audio range, it can still 
be a source of problems in the circuit. For this rea- 
son, capacitors were added around the X9MME to 
filter noise. These are included in Figure 10. 


DIGITAL CONTROL 


The digital control lines of the X9MME are INC, 
CS, and U/D. CS (chip select) allows the wiper to 
be moved. U/D (Up/Down) determines the direction 
in which the wiper will move, and INC (increment) 
initiates movement on its falling edge. CS is also 
used to store the wiper position in nonvolatile mem- 
ory. When CS is returned high, a store operation is 
commenced. 

When initially designing with the part, it was help- 
ful to assemble a simple switch system for control- 
ling the parts. A 555 timer was used to generate a 
fairly slow clock pulse and connected through a mo- 
mentary switch to the increment pin of each 
X9MME. With pull up resistors on each digital line, a 
grounding switch was connected to U/ D and anoth- 
er to CS. To move the wiper up, CS was set to 


0.01 uF 
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ground, U/D to 5V and INC pulsed with the clock. 
Each step of the clock produced a 1% change in 
wiper position. Figure 11 illustrates the switching 
network that was utilized for controlling all three 
X9MMEs. 

This initial procedure allowed the analog portion 
of the design to be separated from the digital. Once 
the circuit was functioning adequately with the 
Switch network controlling the X9MMEs, microproc- 
essor interface was relatively simple. 


MICROPROCESSOR 
INTERFACE 


With three devices on the board, 9 control lines 
are required. To simplify interface to an 8 bit micro- 
processor, the INC lines for all three parts were 
connected to the same pin. 


Figure 11: Switch Network for Manual Operation 
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The pin configuration used for interface to the 
6502 microprocessor system is as follows: 


A7 Age As Ag A3 Ao Ay Ao 
NC INC CS, U/D; CS» U/Do CS, U/D3 
#1 = Volume 

#2 = Bass 

#3 = Treble 


To move the wiper of a given pot, that pot’s CS is 
brought low, the U/D for the appropriate pot is as- 
serted H or L depending on the direction of wiper 
movement, and INC is toggled. For example, to in- 
crease the volume the following two patterns are al- 
ternated to the port connected to the E2PREAMP. 


NC INC CS; U/D; CS. U/Ds CS3 U/Ds 
1 0 0 1 1 1 1 1 
1 1 0 1 1 1 1 1 


Note that CS has been selected, U/D set to 1 
and INC toggled. Bass and treble settings are al- 
tered in a similar manner. 


VOLUME 


BASS 


TREBLE 
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The microprocessor system used in the lab con- 
sists of a 6502 based keyboard monitor. The con- 
trolling program scans the keyboard for a recog- 
nized ASCII character which transfers control to the 
specified subroutine. For any given input, the appro- 
priate increment is toggled 10 times before returning 
to the controlling program. 

An example of a volume, bass, or treble adjusting 
program follows: 


LDX #00 Load counter with zero 
0333 LDA 0006 Load accumulator with first 

pattern 

STA  AOod0d0 Output pattern 

JSR ED2C 5 ms wait 

LDA 0007 Load 2nd pattern 

STA A000 

JSR ED2C 

INX 

CPX 0008 Compare counter to 10 

BNE 0333 

RTS 


In addition to the adjustment subroutines, an ini- 
tialization subroutine can also be called up. This 
subroutine sets the volume to zero and bass and 
treble to 50%. This is used to reset the controls. It 
would be used only during installation of the system. 

This first section of the one time initialization pro- 
gram sets all pots to zero. 


LDX #00 Load counter with zero 
0111 LDA 0000 Load accumulator with first 

pattern (80h) 

STA A000 Output pattern 

JSR ED2C 5 ms wait 

LDA 0001 Load 2nd pattern (COh) 

STA A000 

JSR ED2C 

INX 

CPX 0008 Compare counter to 100 

BNE 0111 


This section sets the bass and treble pots to 50% 
and returns control to the controlling routine. 


LDX #00 Load counter with zero 
012C LDA 0003 Load accumulator with first 

pattern (85h) 

STA A000 Output pattern 

JSR ED2C 5 ms wait 

LDA 0004 Load 2nd pattern (F5h) 

STA A000 

JSR ED2C 

INX 

CPX 0005 Compare counter to 50 

BNE 0333 

RTS 


OPERATION AND 
PERFORMANCE 


The E2PREAMP circuit operates much like many 
sophisticated home stereo systems today. All con- 
trols are digital switches—in this case, a keyboard 
for demonstration purposes only. There are no mov- 
ing parts beyond the switches, and the entire sys- 
tem is relatively free from problems with vibration 
or jarring (potential hazards in mechanical pot 
systems). 

Keys 1 through 6 on the keyboard represent the 
up down controls for the circuit. By depressing 1, 
the volume is increased by 10 steps. Key 2 decreas- 
es volume in the same way; 3 is treble up; 4 is tre- 
ble down; 5 is bass up; 6 is bass down. The | key 
calls the initialization routine. Beyond allowing con- 
trol of step size and the auto zero or initialize func- 
tion, the present system does not take advantage of 
the versatility of microprocessor control. 

Performance of the system was nearly identical to 
the same circuit with mechanical potentiometers. 
The X9MME is quiet to —65 dB below a 1V signal, 
which is fair for audio quality devices. For audiophile 
quality, this number should be around — 120 dB, but 
in car stereo or communication equipment applica- 
tions this device works adequately. 

Aside from the obvious advantage of a lack of 
moving parts, the ability to choose step size in ad- 
justing the controls has shown to be the most useful 
added feature. Ten steps per adjustment proved to 
be an easy value with which to work. 

Having demonstrated the ability of the X9MME to 
replace mechanical potentiometers in analog Cir- 
cuits, more complex circuits may now be consid- 
ered. With microprocessor control, advanced circuit 
design and digital control simply becomes an exten- 
sion of the principles discussed so far. 

Microprocessor control of this and other analog 
circuits is simple when utilizing a digitally controlla- 
ble potentiometer. The gain of the entire circuit, 
or the boost or cut of a given frequency range is 
instantly alterable via microprocessor commands. 
Once control is assumed by the microprocessor, 
any parameter of the analog circuit that is controlla- 
ble by a potentiometer is available to the program- 
mer. 

For example, the graphic equalizer/spectrum an- 
alyzer combination discussed earlier can easily be 
automated once microprocessor control is as- 
sumed. By controlling the position of potentiometers 
that control the gain of the individual equalizer 
bands, the system frequency response can be cali- 
brated to any room or listening environment. Here is 
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just one scenario: A “Calibration” button is de- 
pressed on the equalizing circuit. This activates a 
“pink” noise generator which sends a short burst of 
sound to the system. The spectrum analyzer in the 
system then decides which frequencies require ad- 
justment, changes the positions on the appropriate 
potentiometers, and the system is calibrated. No 
Sliders need to be adjusted; no separate (and ex- 
pensive) spectrum analyzer; moreover, a relatively 
unsophisticated user can now perform an accurate 
environmental calibration of the system. 

A simpler version of an auto calibration circuit 
could be incorporated into home and car stereos as 
a one time only installation adjustment. The scenar- 
io would be as follows. When a car stereo is first 
installed, the installer would push the calibration 
button on the back of the unit. This would adjust a 
compensation circuit, separate from the main tone 
controls. The settings would then remain in the non- 
volatile memory of the digital pots until the system 
were upgraded or installed into another car. Thus 
the same unit would be customized for different 
speakers, different amplifiers, and even different 
auto interiors. 


X9MME ADVANCED 
FEATURES 


The Xicor device utilized in this design is suitable 
for audio applications, but it is a general purpose 
device that may be even better suited for other ana- 
log applications. 

The X9MME has 99 steps across its range. In 
most audio applications, this high resolution is inau- 
dible. However, when used in auto zero and balanc- 
ing circuits, this resolution is invaluable. 

The device’s nonvolatile memory may be of limit- 
ed use in some of the applications mentioned here, 
since a listener may not want to retain previous au- 
dio settings. But when used in a once-only calibra- 
tion circuit, the nonvolatile memory eliminates any 
need for preventing a customer from changing the 
factory settings of a mechanical potentiometer. In a 
television cable decoder, for example, potentiome- 
ters abound. If cable companies used nonvolatile 
digital potentiometers in place of mechanical pots, 
the incessant headache of having to make adjust- 
ments because of jarred equipment or tampering 
could be eliminated. 
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The X9MME’s convenient packaging and inherent 
digital control characteristics can be used to advan- 
tage on the assembly line. Manufacturing of devices 
requiring manual adjustment of potentiometers is al- 
ways limited by the speed of the laborers and equip- 
ment used to set the pots. In addition, units often 
must remain partially assembled, or allow access 
holes for screwdriver adjustment of pots. The 
X9MME’s conventional 8 pin DIP package can be 
automatically inserted with handlers used for other 
DIP devices, and trimmed to an appropriate value 
with an assembly line computer or by an internal 
microprocessor. 


CONCLUSION 


Microprocessor control of analog circuits is now 
easier than ever. The X9MME from Xicor is more 
than a simple DAC. Not only can this device be 
used as a precision voltage source, it can replace 
any resistive element in nearly any analog circuit. 
Without altering existing analog circuit designs, the 
designer now has the ability to manipulate analog 
circuit functions with the digital potentiometer as his 
control element. 
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THE NINE MOST FREQUENT NOVRAM* QUESTIONS 
By Rick Orlando 


CONTROL 


STORE | 


E?PROM 
SHADOW 


| 
| 
| MEMORY 


Figure 1: Xicor NOVRAM SRAM Functionality with Nonvolatile 
E*PROM 


The NOVRAM (Nonvolatile RAM) from Xicor is 
being utilized in a multitude of systems and applica- 
tions today. As engineers throughout the industry 
become aware of its availability, their appreciation 
for this state of the art technology, and the design 
flexibility which it affords them, is demonstrated by 
its rapidly expanding use. NOVRAMs have become 
the “secret” of many winning product designs by 
providing the technical edge which defines the industry 
leader. 

Although the X2200 series NOVRAMs are very 
easy to use, the possibilities created by their simplicity 
and versatility bring forth questions regarding their 
more subtle characteristics. Frequently, the clarifica- 
tion of these points provides creative engineers with 
insights into new and unique applications. 


Question No. 1: Will the RAM portion of the 
NOVRAM be accessible during the 10ms Store 
cycle? 


Answer: No. From initiation of the Store cycle until 


its completion, the data outputs are in a high 
impedance state and the control inputs are inhibited. 


*NOVRANM is Xicor’s nonvolatile static RAM device. 
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This provides a completely free bus, so that the 
processor can utilize the store cycle period performing 
other tasks. In order to maximize NOVRAM accessi- 
bility, the actual Store cycle completion can be 
detected by monitoring this high impedance condition. 
For example, if using a ‘“pulled-up” bus, a specific 
RAM location can be repeatedly read until its non- 
FF contents are acquired. At that point, the system 
knows that the Store cycle is complete and the 
NOVRAM is accessible. 


INITIATE STORE 
OPERATION 


1 OPTIONAL 1 
USER CODE 


SEE 


READ 
REFERENCE BYTE 


REFERENCE 
EXPECTED? 


YES 
NOVRAM 
ACCESSIBLE 


PROCEED 


Figure 2: Early Write Completion Flowchart 
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Question No. 2: Will the application of voltage to 
pins marked NC (Not Connected) damage the part? 


Answer: No. The pins are literally not electrically 
connected to the die. 


Question No. 3: Will the RAM be accessible for 
either reading or writing while the ARRAY RECALL 
pin is held low protecting the nonvolatile data? 


Answer: No. While ARRAY RECALL is low, the data 
outputs are placed in a high impedance state and all 
control inputs are inhibited. This feature is particularly 
useful for preventing inadvertent Store operations 
during power transitions. Pulling ARRAY RECALL 
low in these periods prevents unintentional data 
changes. 


X2200 
SERIES 
NOVRAMS 


91K 


up RESET 


* Intersil ICL8211 
ARRAY RECALL 


Figure 3: Power-up/Power-down Write Protection Circuit 


Question No. 4: What happens if Voc falls below 
4.50V before the Store cycle is complete? 


Answer: A complete and accurate Store operation 
is only guaranteed while Vc is within spec (i.e., 5.0V 
+ 10%). If the supply voltage drops out of that range 
during a Store operation, the result of the Store is 
not predictable. The Store operation typically com- 
pletes in less than 5ms, and if it is completed before 
Vec falls out of range, the data will be secure. 
However, the many internal system factors involved 
as the supply voltage diminishes make Storing 
without sufficient time a potential Catastrophy. Always 
allow at least 10ms between the Store cycle initiation 
and Vcc dropping below 4.50V for certainty in your 
“data perfect” system crash designs. 


Question No. 5: How does Store time vary with 
device temperature? 


Answer: The duration of the Store cycle time is a 
function of the operating temperature. In general, 
higher temperatures cause a longer store cycle time, 
but, within specified limits, does not exceed 10ms. 


+5V SUPPLY 


STORE PULSE | | 


Figure 4: Initiate Store to Power-down Condition Timing 


Question No. 6: We found the NOVRAM to be the 
perfect memory device for our plug-in cartridge 
application. Is any precaution necessary to protect 
the data while the cartridge is handled out of the 
system? 


Answer: The best protection is simply to use a pull- 
down resistor in the cartridge tying ARRAY RECALL 
to the Vss pin. This will prevent any unanticipated 
Cartridge power (like decaying capacitors and external 
Static voltages) from modifying NOVRAM data. 

Although in a strictly 5V environment, “hot socket” 
insertion will not harm the NOVRAM, precautions 
should be taken to ensure that cartridge insertion 
and removal does not generate inadvertent Write or 
Store commands. 


Voc 
STORE 
|S TRS Ste RECALL 
=e 
Note that these two are the last contacts made 
during insertion. 


Figure 5: Typical Cartridge Write Protect Scheme 


Question No. 7: Two distinct “endurance” parameters 
are specified on the NOVRAM data sheet. What is 
the difference between them, and how may this 
distinction be advantageously used? 


Answer: The X2200 data sheets specify a minimum 
of 10,000 Store cycles and 1000 changes per bit. 
Xicor NOVRAM technology is implemented differently 
than standard E*PROM technology. E7PROMs gen- 
erally require an erase before write cycle (Xicor 
E*PROMs automatically perform the chore.) This can 
unnecessarily cycle a bit cell: i.e., when a cell 
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currently programmed as “0” and new data is also a 
“0”, would require the cell to be erased to a “1” then 
back to a “0”. This is equivalent to two write cycles 
that effect no change. 

The Xicor NOVRAM design “cycles” only those 
bits in the E°7PROM array that are in a different state 
than their corresponding bit in the RAM array, 
reducing the average cycling of individual bit cells 
per Store operation. Therefore, the 10,000 store 
operations and 1000 bit changes specified are not 
contradictory. 


Question No. 8: The imminent-power-failure signal 
in my system is designed to pull STORE low and 
keep it there throughout the power-down. Will sub- 
sequent store cycles be initiated once the first one 
completes? 


Answer: No. The STORE input is falling edge 
sensitive, so the pin would have to be raised through 
Vj, and lowered through V,, to start another cycle. 


Question No. 9: The X2212 features are perfect for 
my application. However, the 8048 P has separate 
R and W pins and uses a multiplexed data bus which 
creates bus contention between the higher order 
address bits and the X2212 output. How can | 
interface these two? 
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Answer: By conditioning the CS of the NOVRAMs 
with an active R or W signal, the built-in NOVRAM 
output buffer may be utilized. Figure 6 shows the 
simple NAND gate logic required. The NOVRAM CS 
is only low when the device is selected and R or W 
are low CS*(R + W). This way the NOVRAM data 
buffer is tri-stated unless it is being accessed. This 
makes NOVRAMs static-RAM-simple even in a mul- 
tiplexed bus environment. 


RO 
WR 
A 


X2212 
SELECT 


POWER UP-DOWN 
PROTECTION 


AUTOMATIC 
POWER-ON 
RECALL 


Figure 6: 8048 Microcontroller Implementation 


The tremendous versatility of these X2200 dual 
array memory devices has yet to be fully utilized. 
Xicor applications engineers are available to address 
any questions regarding NOVRAMs that you might 
have. 
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NOTES 
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FOURTEEN COMMON E2PROM 
QUESTIONS ANSWERED 


By Rick Orlando 


The wide variety of applications for E°PROM 
devices includes remotely alterable control stores 
and look up tables, calibration parameters, configu- 
ration data, nonvolatile counters, user programmable 
software storage, and artificial intelligence systems 
which update their algorithms as they learn. The 
E2PROM device features making these applications 
easier to implement include: 


= 5 Volt Only Operation 
= TIL Compatible Interface 
= Noise Filtered Control Inputs 


10 Year Nonvolatile Data Retention 


= Self-Timed Write Cycle with On-Chip Latches 


= Inadvertent Write Protection (Vcc Sensor) 


Transparent Byte Erase (Automated in Write Cycle) 


This brief includes fourteen common E2PROM 
questions asked of the Xicor applications depart- 
ment. Frequently, the clarification of these points 
provides creative engineers with insights into new 
and unique applications. Should you need addition- 
al information, don’t hesitate to contact us. 


Question No. 1: | am concerned about the possibility 
of inadvertent Write commands being generated on 
my system bus during power transitions. Is there an 
easy way to protect the data in the E*PROM device? 


Answer: YES!! Xicor E7PROM devices protect against 
this occurence. First, there is an on-chip Vcc sensor 
which inhibits the control inputs when the supply 
voltage drops below 3 volts. Second, noise protection 
is standard on the WE input pins. This blocks out 
spikes and glitches that might otherwise indicate a 
Write Cycle. Third, a control pin combination is 
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required so external power-up/down protection is 
easy to implement. 


Question No. 2: The Write Cycle timing diagrams 
on the X2804A and X2816A data sheets show that 
the internal data latch secures the data upon the first 
rising edge of WE or CE. In an existing design, 
external latches supporting the E*PROM socket hold 
these two control signals LOW for the full 10ms 
period. How can the X2804A and X2816A devices 
be used without hardware changes to my system? 


Answer: The Xicor E7PROM family is compatible 
with existing industry standard sockets. The internal 
data latches on the X2804A and X2816A devices are 
transparent so that, while not latched, the data on 
their inputs is passed directly through. This feature 
makes X2804A and X2816A use in externally latched 
sockets plug-in simple. Data may be held constant 
by an external latch, along with the control signals, 
and the Xicor devices will write perfectly. An econo- 
mizing suggestion in this case would be to leave the 
external latches and timers off the board and jumper 
the control, data, and address busses directly to the 
E2PROM socket. Since Xicor designed all of these 
functions on-chip, the expense of support hardware 
required by some competing E°PROM manufacturers 
is eliminated. 


Question No. 3: The Standby current requirements 
of the X2804A and X2816A devices is too great for 
our portable CMOS system. If the Voc line is switched 
open, will the E?PROM 1/O lines load the bus? 


Answer: No. The output driver for each |/O pin Is 
composed of a matched series pair of enhancement 
mode NMOS FETs as shown in Figure 1. During 
normal power-up operation, these drivers are in the 
HIGH-Z mode whenever the E°PROM is not selected. 
While the device has no power applied, these FETs 
are not conducting so the output pin presents a 
HIGH-Z load to the bus. The device input pins are 
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simply V and | protected FET gates, so there is no 
loading beyond the input capacitance, and minimal 
leakage current. The Zener diode input protection 
allows for signals to be applied to the X2804A and 
X2816A when the Vc, line is open. The internal Voc 
sensor designed into the X2804A and X2816A 
E*PROMSs ensures that the control inputs are inhibited 
whenever Vcc = 3V. Therefore, data integrity is 
maintained even while Vcc is switched open. 


INPUT CURRENT 
PROTECTION 


INPUT VOLTAGE 4 
PROTECTION 


Figure 1a: Input Circuit Model 


OUTPUT 
ORIVER 


Figure 1b: 1/O Circuit Model 


Many remote and portable system designs have 
taken advantage of E7PROM nonvolatility through 
the use of a low on-resistance Power FET which 
Switches supply current to the Vo, line as shown in 
Figure 2a. The algorithm is shown in Figure 2b. Note 
that the Power FET must remain enabled for at least 
10ms after the initialization of the most recent Write 
Cycle so that the E7PROM power supply remains in- 
spec for the duration of the nonvolatile Write Cycle. 


Since the device is off the bus during this period, the 
system may optionally perform other tasks while the 
nonvolatile Write Cycle completes. Where maximum 
power conservation is necessary, the 10ms power- 
up period may be reduced to typical (Sms) nonvolatile 
Write periods by polling the E7PROM for HIGH-Z 
10ms I/O lines on the X2804A and X2816A (see next 
question) or utilizing the DATA Polling feature 
designed into the X2864A. 


5V SUPPLY 


PMOS 
POWER FET 


YCwW row3aZzONn 


YCD YYMDOOY 


Figure 2a: Use of Low On-Resistance Power FET 


Question No. 4: The maximum nonvolatile Write 
Cycle period is specified over the temperature range 
as 10ms on the X2804A and X2816A E°PROMs. 
What is the typical time required and how might it be 
utilized? 


Answer: Typically, these devices complete the non- 
volatile Write Cycle in less than 5ms. The cycle is 
initiated by a standard microprocessor write cycle. 
As the last of CE or WE falls LOW, the address to 
be written to is latched into the on-chip address 
latches. When the first of CE or WE transitions back 
to HIGH, the data latches lock the data to-be-written 
on board the chip (see Figure 3). These features 
make the Xicor E7PROM appear as a standard static 
RAM to the system. The on board timer is initiated 
when the address is latched and once the data is 
latched, the device inputs are inhibited and the 
outputs placed in their HIGH-Z mode, thereby freeing 
the system to perform other tasks. The E7PROM 
outputs remain floating until the internal operations 
are complete, at which point, the X2804A and 
X2816A are immediately available for access. 

To take advantage of typical Write times and 
maximize the multiple byte Write speeds, simply poll 
the E°PROM looping until the floating outputs are no 
longer detected (see Figure 4). For example, in a 
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system with a pulled up bus, 00 (Hex) could be 
E2PROM permanently stored in the last address in the E°7PROM. 


RECESS 


SUPERLATIVE After the nonvolatile Write Cycle is initiated, the 
system attempts to read the last location. While the 
device is stillinternally occupied, the pullup resistors 
combined with the HIGH-Z state of the E°PROM 
output buffer, will provide FF (Hex) in response. 
Immediately upon completion of the nonvolatile Write 
Cycle, the inputs are again enabled and the Read 


READ READ 
R 


WRITE Cycle will provide valid data from the E*PROM. In 
this example, the software would loop until the data 
sahive acquired is 00 (Hex). 

The X2864A has a software feature designed into 
it for this purpose. DATA Polling inverts D, of the last 

T  ruen tasks (oPrionaly 1 | READNOYTES byte written, and routes it to the output buffer while 

HER T. (OPTIONAL) i] READ N BYTES . , . . i 
fe a ce ren ee ee eee the device is internally occupied. This way the user 


simply reads the last address written, comparing the 
data to the last data written, until they match 
indicating nonvolatile Write Cycle completion. 


10ms 
NO SINCE INITIALIZING 


WRITE (NO) ? 


Question No. 5: How do the Read Access and Write 
Cycle times change as the E*PROM operating 


temperature varies? 


(mm Answer: Xicor maximum and minimum specifications 


YES 


are guaranteed over the full operating temperature 
range of the device. These values are established 
under worst case conditions and specified with a 
conservative margin. This means that, invariably in a 
systems environment, Xicor products perform much 
better than the data sheet indicates. In terms of 
actual parameter variation, Read Access time varies 


Figure 2b: Algorithm 


cee eee aime cae proportionately to temperature, and Write Cycle time 
enone varies inversely with temperature. They each stay 
well within their respective maximum specifications 
oF throughout the allowable temperature range of the 
device. 
DATA IN 

Figure 3: E2PROM Timing Question No. 6: Will signals applied to E-PROM 
pins designated NC (not connected) damage the 

devices? 


Answer: No. NC pins have no connections to the 
device. 


Question No. 7: How much drive current is required 
to hold the CE, OE, and WE inputs low? 


WRITE SELECTED BYTE 


L Answer: The input configuration of Xicor E°7PROMs 
is shown in Figure 1a and is standard NMOS. Only 
the leakage current (max 10a) and enough charge 


for the 6 pF input must be capacitance driven. 


Question No. 8: Can the E°PROM be read during 


oo 
the 10ms nonvolatile Write Cycle? 


EXPECTED 


Answer: No. During the internally timed write, the 
device inputs are inhibited and its outputs are in a 
high impedance state. However, once the nonvolatile 
Write Cycle is complete, (typically <5Sms), normal 
Figure 4: Flow Chart for Interrogation data access may be resumed. 
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Question No. 9: The X2804A and X2816A data 
sheets make no mention of the standard byte-erase 
cycle which precedes an EPROM byte-write. Is 
there something about Xicor E2PROMs which elimi- 
nates this requirement? 


Answer: Yes! On Xicor E7PROMs, an automatic and 
user transparent byte erase cycle is initiated as a 
normal part of the nonvolatile Write Cycle. This 
feature eliminates the extra time and software required 
by the other E7PROMs. 


Question No. 10: When interfacing the Xicor 
E*PROMs with a CMOS system are pullup resistors 
required? 


Answer: Yes. The V.,, min specification on the Xicor 
devices is 2.4V, and the V,,, min for CMOS technology 
(when Voy = 5V) is 3.5V. To ensure that E2PROM 
HIGH outputs are recognized by the CMOS inputs, 
pullup resistors are necessary. Of course, CMOS 
outputs can drive the E°PROM inputs directly with 
no pullup assistance. 


Question No. 11: We are using an entire bank of 
military X2864A devices on a common bus. If some 
of these are enabled and some not when high 
voltage chip erase cycle is executed, will the not- 
enabled devices be affected? 


Answer: No. Those chips which are not enabled will 
not be modified. 


Question No. 12: During the Read cycle, the Xicor 
E*PROM outputs go low before stabilizing with valid 
data. Although the data is valid long before the 
specified access time, | wonder if this phenomenon 
is normal? 


Answer: This operation is perfectly normal when 
clocking with CE. While CE is HIGH, the device is in 
a Standby state with the power to the output buffers 
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and sense amps turned off. When CE goes LOW. 
the output buffers are turned on and the sense amps 
are reading a LOW until the actual cell-data reaches 
them. Therefore, with OE LOW and WE HIGH, when 
CE falls LOW valid data will be preceded by a brief 
LOW output. 


Question No. 13: We are using the high voltage 
Chip Erase function on the military E-PROMs to Bulk 
Erase data so that the data is unavailable to unau- 
thorized copying. Could a highly skilled technologist 
detect what the data was prior to erasure given 
enough resources? 


Answer: No. The floating gate storage mechanism 
is driven to complete saturation when programmed, 
and all free electrons are removed upon erasure. 
Therefore, no trace of a previous state is left when a 
cell moves to the opposite state. This is one of the 
features of Xicor nonvolatile technology that makes 
it perfect for high security military applications. 


Question No. 14: | am using several X2816As which 
form contiguous address spaces in my system. Does 
the “self-timed” feature on these devices mean that 
| can write to each of them independently during a 
single 10ms Write Cycle? 


Answer: EXACTLY! The on-chip timer frees the 
busses (and therefore the system) for the duration of 
the write cycle. The on-chip latches are essential for 
this to be possible. A quick look at the data sheet 
Write Cycle timing diagram shows that the system 
can shake hands with the Xicor E7PROMs for as little 
aS (tas + twe + tpy =) 170ns. The other 99.98% of 
the 10ms write cycle can be spent executing other 
system tasks which could include initiating write 
cycles to the other X2816As. This “gang program- 
ming” is one simple method of achieving very high 
effective-byte-write speeds in multiple device systems. 
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NONVOLATILE DATA INTEGRITY: 
INADVERTENT WRITE/STORE ELIMINATION 


By Applications Staff 


Xicor’s nonvolatile memory products are backed 
by designed-in protection features which ensure data 
integrity. These include: 

» Onboard V., Sensor 
All operations inhibited when Vcc < 3.0V. 


Noise Filter 
A feature which blocks noise spikes on control 
lines. 


Orderly Power Transition 
The device will not self-generate inadvertent 
write/store operations. 


Write/Store Inhibited Control Pins 
Multi-pin write/store command signal requirements 
provide both data security and design flexibility. 


New Design Features 


= Software Write Protection 
= Previous Recall Latch 
a Command Sequence 


With Xicor nonvolatile memories, data is maintained 
through power-on, power-off, power-down, system 
crash, and the entire range of system conditions 
when some simple design rules are observed. Often 
nonvolatile system designers are frustrated by inad- 
vertent system command signals during power-up 
and power-down operations. Being nonperiodic in 
nature, these elusive culprits can lead the designers 
to the false conclusion that the memory device is 
malfunctioning. This, however, is rarely the case. 
The system is more often sending an unintended 
write/store command. This problem can be easily 
resolved as shown in this application brief. 
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GIGO' Going to Sleep 


Just as a person falling asleep at the wheel can 
inadvertently command his vehicle into an undesirable 
situation, digital systems transitioning from normal 
operation to a power-off state or vice versa can 
distribute random data, addresses, and control signals 
along the way. 

Since Xicor nonvolatile memories accurately and 
reliably store data as instructed, data stored at power- 
down will be impeccably retained and available upon 
power-up. (That's nonvolatile GIGO.) 


Protection-Conscious Design 


Data integrity is a major criterion with Xicor products 
and several superb features were designed into 
Xicor’s memories to ensure it. 

# Vo, Sensor 

An onboard sensor establishes a threshold supply 
voltage of 3.0V below which write operations on 
E2PROMs and store operations on NOVRAMs are 
blocked. Above this voltage, write and store oper- 
ations are available and therefore must be pro- 
tected from unplanned instructions. 


Orderly Supply Transitions 

As a system powers up or down, the possibility of 
unintentional, internally generated control signals 
increases dramatically. The Xicor nonvolatile 
memory family has designed-in protection to elim- 
inate self-generated write/store commands. 


Noise Filter 

An additional feature designed into Xicor's E*PROM 
family is a noise filter to prevent glitches on the 
WE line from initiating a write cycle. This feature 
filters pulses of less than 20ns duration insuring 
noise spikes are not misconstrued as write 
commands. 
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® Write/Store Inhibit Control Pins 
Xicor nonvolatile memories require combinational 
control pin conditions in order to execute a 
write/store command, By disallowing any one of 
the required pin conditions, the user can prevent 
unplanned nonvolatile data changes so that data 
integrity is maintained. 


Write/Store Pin Conditions 


ARRAY RECALL BLOCKS STORE INITIATION 
(SEE FOOTNOTE 2) 


* Hard to control during power cycling. 
Figure 2: E2PROM Family 


External Hardware Implementations 
Solution I—‘“‘Hold-Low” Protection 


The simplest solution is to pull the OE (or ARRAY 
RECALL) to a logic “0” whenever the supply voltage 
is below the (5.0-10%) system threshold. 


Vcc 


91KQ 


RECALL) 


up RESET 
OE 
(OR ARRAY RECALL) 


Figure 3: “Hold-Low” Protection 
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The Intersil® ICL 8211 programmable voltage ref- 
erence is an inexpensive 8-pin mini DIP which will 
sense a selected voltage threshold and output a logic 
“OQ” when the supply is below that threshold. Con- 
versely, as the sensed voltage rises above the 
selected threshold, the 8211 outputs a logic “1” 
following its supply voltage level. 


Solution Il—‘‘Hold-High” Protection 

The second method of data protection during 
power supply transitions is to keep the NOVRAM 
STORE pin (or the WE and/or CE pins in the E2PROM 
family) near the power supply voltage. By preventing 
the low condition of these pins which is necessary 
for a write or store operation, inadvertent stores will 
be eliminated. 


Vec 


NOVRAM 


91KQD 


STORE) 


CE or WE (OR STORE) 


Figure 4: Hold-High" Protection 


The graph in Figure 5 shows the performance of 
the Intersil ICL 8211. The top plot is a sawtooth 
which is connected to “5V supply” as shown in the 
Solution | and Solution || schematic diagrams. The 
bottom plot is the output of the ICL 8211. Note that 
when the supply is above 4.50V, the ICL 8211 output 
tracks it at logic “1”. When the supply sawtooth is 
below 1.56V, the ICL 8211 output tracks the power 
supply. However, since the Xicor memory family has 
internal protection inhibiting write/store operations 
when Veg is below 3V, no inadvertent write/stores will 
occur in this range. In the critical range between 3V, 
where internal protection stops, and 4.5V, where 
normal operation begins, the ICL 8211 insures a OV 
output. 
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5.00V 


Vec 


Vout (PIN 4) 


0.00V 


Figure 5: Intersil |CL 8211 Programmable Voltage Reference /Supply 
and Output Waveforms 


As an alternate approach to the 8211, some 
designers may prefer to incorporate the SGS L487. 
This device is a 500 mA precision 5V voltage 
regulator which includes an open collector power-on, 
power-off reset output pin, which can protect the 
nonvolatile memories just as the 8211 does. The 
timing diagram in Figure 6 shows the voltage on this 
reset output pin as the supply voltage transitions 
through power-up and power-down. 


5.00V 4B6V 
86V —--———-——- Seana 4.85V 
Vout | 
| 
| ee 
Mesos | | 
4.75V 
I 
VRESET ! 
| 
0.00V 
>| tg pat 


Figure 6: SGS L487 Precision Voltage Regulator /Output and Reset 
Waveforms 


New Protect Features 
Serial Device Protection X2444 


A Previous Recall latch and Write Enable latch 
have been incorporated in the X2444 Serial NOVRAM. 
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Upon power-up, both latches will be in the reset 
state. Both latches must be set in order to enable 
either a write RAM operation or store to E7PROM 
operation. 

A recall operation copies data from the E7PROM 
array into the RAM array. This operation places 
known data in all RAM locations and sets the 
previous recall latch. This prevents the user from 
inadvertently writing one word to RAM and performing 
a store operation with unknown data in all other 
locations. 

The WREN instruction sets the Write Enable latch, 
enabling (if the Previous Recall latch is set) write and 
store operations. The WRDS instruction resets the 
latch, disabling write and store operations. 

Therefore, total data integrity can be maintained 
through the use of software commands. The device 
is inherently protected during power-up and, through 
proper software control, is protected during power- 
down. 


X2404 Serial E7PROM 


Due to the nature of the software protocol involved 
in writing to the X2404, inadvertent stores are highly 
unlikely. During power-up or power-down the possi- 
bility of the bus duplicating the start condition, slave 
address and transmitting data successfully is so 
remote as to be unmeasurable. 


Software Write Protection 


Future E2PROM products will contain a register 
which is accessible through a software sequence 
algorithm. This feature provides the user control in 
selecting the level of write protection required by 
their application. Refer to the X28256 data sheet 
for details. 

Figure 7 indicates the write protection features 
incorporated in all Xicor products. 
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GENERIC 
DEVICE 
TYPE 


Figure 7: Product Protection Matrix 
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Footnotes 


' GIGO is an acronym popular in the computer world 
for “Garbage In Garbage Out”. 

2 ARRAY RECALL blocks all control inputs but does 
not halt a store in process. 

° These are the only conditions allowing nonvolatile 
data change. 

* See Intersil ICL 8211, ICL 8212 Programmable 
voltage reference data sheet in Intersil Data Book. 
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X2816A DESIGN ALLOWS UPGRADE 
TO X2864A AND BEYOND 


By Rick Orlando 


With the announcement of the X2864A, customers 
have expressed a desire to design an X2816A 
socket that can be upgraded to accept the X2864A. 
The 28-pin footprint of the X2864A allows eventual 
migration up to the 256K bit level. If a board design 
is done properly, the socket can accept the entire 
product family. 


First, let us look at the “universal socket”. 


X28XXXA 
(64K. 128K. 256K) 
_! fe ; 
Avail y (1) (28) {3 Vcc oa 
‘ ‘ 
Ay2 V2) (27) ©. We ———____—_—_——_- WE 
im. iW 16K POSITION 
ei (26) 24 [_) Vcc -_—|— ‘ 
eee ae © 
As] 2 (25) 23 [-] As (A13) 64K & ABOVE POSITION 


(24)22 [_] Ag (Ay) 
Aa 4 WE 


16K POSITION 
a ae 
an 


A3(]5 (22) 20 [-) OF *GaK & ABOVE POSITION | 
A216 (8) (21,19 [7] Aro 
. 7 (9) (20) 18 [-) CE SWITCH rae Retort Bh lan ed 
8 (10) (19917 J] 1707 
YOoT]9 (11) ~—- (18) 16 [-] 1/06 
M01 C}r0i12) «17918 (7) os 
1702 [-}.11(13) (16)14 1 J vo, 
Vss [_}12(14) (15) 13 [J 1703 


X2816A 


Figure 1. Universal Socket for 16K Thru 256K E*PROMs 


One can see that the socket will accept Xicor 


E?PROMs from the 16K level through the 256K level 
with essentially two jumpers determining which 
footprint the socket is to be. 
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The next question is how can one minimize the 
address decoding logic for a board populated with 
the above “universal” sockets. We will assume that 
we have a board with eight “universal” sockets. We 
would like to design the address decoding logic to 
allow the eight X2816As to be replaced by two 
X2864As. 


Now, we look at the addresses that each chip will 
be mapped into: 


Ship 7. Address Hange 
X2816A (1) 0000 - O7FF 
(2) 0800 - OFFF 
(3) 1000 - 17FF 
(4) 1800 - 1FFF 
(5) 2000 - 27FF 
(6) 2800 - 2FFF 
(7) 3000 - 37FF 
(8) 3800 - 3FFF 
Chip # Address Range 
X2864A = (1) =: 0000_-- *1FFF 
(2) 2000 - 3FFF 


Figure 2. Address Map Comparison 
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The breakdown of the decoding for such a scheme 
is listed as follows: 


X2816A Chip Selects* 


Ais Ais Ai3 Ai2 Ai 1 2 
0 0 0 0 0 0 1 
0 0 0 0 1 1 0 
0 0 0 1 0 1 1 
0 0 0 1 1 1 1 
0 0 1 0 0 1 
0 0 1 0 1 sila 
0 0 1 1 0 " 74 
0 0 1 1 1 1 1 


*Chip Select is active low. 


Figure 3. Address Decode Comparison 


One possible solution is to use two 74LS138’s with 
one being wired for the X2816A and one for the 
X2864A. If the X2816A’s are used in the board, 
LS138-A is installed and LS138-B is omitted. Con- 
versely, if X2864As are being used, LS138-B is in- 
Stalled and LS138-A is omitted. 


1-OF-8 DECODER 


3 


ee a ee 


[I 
ACE (7)|X2816A/X2864A 


“VMA = VALID MEMORY ADDRESS 


Figure 4. 74LS138 Decode Wiring Option 


The two X2864As are placed in sockets 6 and 7. 


Another solution for the address mapping ques- 
tions is to use a 32x8 bipolar PROM for address 
decoding. 
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X2864A Chip Selects* 


4 & 6 7 8 ; oe 
oe ae re 0 1 
1 1 1 1 1 0 1 
7 4 4 2 4 0 1 
Oo + * + 4 0 1 
1 O44 1 1 1 0 
1 1 4 1 1 0 
1 1 1 aimee: 1 0 
1 1 1 1 0 1 0 
CE (LOW) 
Aa 1 249rg 858578 
A14 
Ds 

Ai 

; BO NE res 
Ai2 
Ait 
VMA 


Figure 5. Bipolar PROM Mapping 


One simply changes the PROM for replacing the 
X2816A's with X2864As. 


Another related case is where the designer would 
like to increase the memory capacity of the board by 
upgrading to the X2864A. In this case, we need to 
replace the eight X2816As (128K bits/board) with 
eight X2864A's (512K bits/board). 


Using the “universal” sockets, this is relatively 


easy. We use the following circuit, again using a 
32x8 bipolar PROM. 


0005-2 


CE (LOW) 
— i 12345678 
CS D7 
A15 Aa Dé 
A14 
A3 in ac Da 
A1i3 
A12 
Ai1 


Figure 6. Bipolar PROM Mapping for Memory Expansion 


One simply changes the program in the PROM to 
go from using X2816As to X2864A%s. The listing 
below shows the PROM program for the X2816As 
and the X2864As. 


The PROM decode method allows a mixed combi- 
nation of X2816A's and X2864A’ss to be used on the 
same board. It also allows different types of memory 
to be used such as X2816As and 64K CMOS RAMs 
on the board. If the board is to be used with either 
16K or larger devices, then only two jumpers are 
needed per board to configure all of the “universal” 
sockets. 


The address decoding can be extended even fur- 
ther to incorporate expansion to the 256K bit 
E*PROM. 


One can see that through using foresight in 
design, a modern designer can implement a 
memory socket that is truly universal in allowing the 
use of the most cost-effective E7PROM densities 
available. 


16K Bytes 64K Bytes 
X2816A Program X2864A Program 
0000 - 3FFF 0000 - FFFF 
Ai. Aiz_ Ariz Ara Ais Do D, Dz D3 D4s Ds De Dr, Do D, Dz D3; Dy Ds De D, 
1 1 1 1 1 1 1 
1 


-“o=-7O0O+0+=;0+0+;,00+0+0+t0+0+t0+0+0702+7++ 0 
—“saoos-=00++00+2+=,00+2+00+2+t002+002++ 00 
aou»-«-+37“0000+,++220000+2++ +0000 4272+7+7 000 0 
meaeoasnwowsansQOOQDDCC0OCOHAHRHHReHeeseeseHesroaoaoeeeeo eo 
aii, ck ek ek ak Se ey a ks a oe a rt CO OO CO CO OO: CO. OB OC COC CO Oo Oo Oo OC Oo 
a a CC Cs COS CC” Ce a) 
Sn a CEO CS CO CW Cn See oP 
2a oe ea a a oi i i i i i a ae et et wt Vt KH OO 
oe oo oe oe oe eo en ono ono ow or oo oe eo eo oe on on ow oe =| OH 


Figure 7. PROM Contents for Memory Expansion Mapping 


2a oe oe oe eo eon oo on ow eo on eo oe ow oe ew en oe eS St OO HP AH OH 
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oa oe ae oon ere nore eee eo on eo ow oe on oe eo oe ow oe SH OO FP HP Ht AH A 


2a. oe oe ea aa ss i i a i i si si si ti si si a St OO SV tt tt tt 
a a Se SS 


ooo! se ee ea a i i i i i i et te HK COCO CO ClCH It It 
aoa i kk a ek a i ae a ee ki ir tot lc i oil rw hlcrwVtCUc Vt C/O OO OO PH BH PH Hr Ht Ht OI 


ao et a ai i rk et rir ti i tO oto tthlrortlc VB COTO OO COO CON lw Vt lc Vt tc el ce lc ew wt et ww 


1 
{ 
{ 
{ 
1 
; 
1 
1 
1 
{ 
{ 
1 
1 
1 
; 
1 
: 
{ 
1 
1 
1 
1 
1 
1 
1 
1 
1 
0 
0 
0 
0 


a CU Cn CS CC COCR SS ee 

shook tk tia ki ti atl ol ortlClU BK O|O CO HR Hi Hirt etetr eer et ete ae 
aad eda ot oi ot at O]OC CO af eiae wt aeat aerate vst ee 2e24-+ - 
=“a-3-os4 4~QqQoo0oo0oAasaeanan ester ater et etter et errr rt street state 
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REPLACING DIP SWITCHES WITH NONVOLATILE 
TECHNOLOGY 


By Rick Orlando 


One of the most prevalent applications for small 
nonvolatile memories is that of replacing DIP 
switches. The advantages of the nonvolatile 
memories is clear. They take up less room, are 
easier to use, and lend themselves to automated 
board assembly. 256 bits of information, or the 
equivalent of 32, 8-bit DIP switches can be imple- 
mented in a single package. 

Xicor's new X2444 Serial NOVRAM adds yet an- 
other feature—low cost. When coupled with the 
serial device’s minimal interface requirements, the 
X2444 takes DIP switches head on, and is obviously 
the cost/performance leader. The purpose of this 
brief is to describe how easy it is to replace a DIP 
switch with an X2444 NOVRAM. 


DIP Switch Interface 


There are two common types of DIP switch in- 
terfaces. 


/O Port 


The first uses an I/O port with internal pullup resis- 
tors. Figure 1a shows a typical circuit that could be 
used either with a single chip microcomputer or with 
an I/O port on a microprocessor bus. In either case, 
the internal pullups present a logic “1” to the input as 
long as the DIP switch is open. To use an X2444 
Serial NOVRAM in the DIP switch socket, one only 
needs to tie pins 14, 15, and 16 of the 16-pin socket 
to Voc. 

One then plugs an X2444 part in the uppermost 
half of the socket, and the circuit becomes that 
shown in Figure 1b. Vcc, STORE, and RECALL are 
tied hard to 5 volts, so that all nonvolatile operations 
are controlled through software. The four interface 
lines from the X2444 are connected to the four least 
significant I/O lines of the port. 


Figure 1. Microcomputer with Internal Pullups 
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No Internal Pullups 


The second type of interface uses ports which do 
not have internal pullups. In this instance, the X2444 
can be plugged into the top section of the pullup 
resistor socket, with a jumper from pin 13 of the 
16-pin site to ground, for the Vss on the serial part. 


Again, Vcc, STORE, and RECALL are tied to +5V 
through the connections used for the resistor pack. 
The DIP switch socket simply remains empty. See 
Figure 2. 


Figure 2. Microcomputer without Internal Pullups 


Both of these implementations free up four more 
I/O lines to be used elsewhere. They also require the 
same software to drive the X2444. 

Assume that the processor is a 6801 with the 
X2444 replacing a DIP switch. The procedure “INIT” 
initializes the port (see Section 1, “X2444 Driver Pro- 
gram for 6801"). 

Serial output is accomplished by loading the data 
to be output into the A Accumulator. A loop routine 
then shifts a bit into the carry, sets the serial data out 
(Data in for X2444) to either a “1” or “O” depending 
upon the state of the carry and toggles the clock. 
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(See Section 2 Procedure “SHIFT1” of X2444 Driver 
Program for further details). 

The serial input is performed by a loop which ex- 
amines the state of the serial data in, (Data out for 
X2444) sets the carry accordingly, shifts the carry 
into the accumulator and toggles the clock. (See 
Section 3 Procedure “SHIFTIN” of X2444 Driver 
Program for further details). 

The complete software is as follows, and it oc- 
cupies about 100 bytes of code. As one can see, the 
X2444 is indeed a value replacement for DIP 
switches. 
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AAS 


2 RR 0 28 2 2 RR 2 CR 9 2 RC I RR I DO 
6801 X2444 DRIVER 

ASSUME THAT FORT IS USED AS THE 2444 INTERFACE 
FORTL'S REGISTERS ARE LOCATED AS FOLLOWS 

DATA OTRECTION HEX 0000 

FORT HEX 0002. 

FORT1L X2444 

I70 0 SERTAL CLOCK SERIAL CLOCK 
I/O 1 SERTAL OUT SERIAL IN 
I/O 2 SER TAL IN SERIAL OUT 
r70 3 2444 SELECT CHIF SELECT 


> 

, 

; 

; 

> 

; 

, 

> 

; 

; 

> 

; COMMANDS ARE PASSED TO THE X2444 ROUTINE EY A FARAMETER IN THE 

5 A ACCUMULATOR: WHILE THE ADDRESS IF NEEDED IS PASSED ON THE STACK 
; SERIAL DATA IN OR OUT USES THE TEMFORARY LOCATION TEMF 1» 

; WHICH IS A SIXTEEN EIT WORSD. THE X2444 COMMANDS ARE ENCRYPTED AS 
; FOLLOWS » 

> COMMAND CODE INSTRUCTION OF CODE. 

, 0 READ LAAAALLX 

3 4 WRITE: LAAAADL 1. 

> @. RESET WRITE ENABLE 11111000 

$ 3 STORE. 11111001 

, “4 SLEEP 41111010 

, Ke SET WAITE ENABLE L1111100 

; & RECALL. L1400101 

> “I's ARE USED INSTEAD OF DON'T CARE TO DISTINGUIGH BETWEEN DATA AND 

* NON DATA OPERATIONS. 

SOROROROIOROROROROROROIO KOK ORCI CCI CRC CC J 00 0 CC CCC 8 CC 2 2 


DIRECTION? EU 00. 

FORT 1. EAU 02. 

TEMF 1. eEQU OS0H SRAM STORAGE FOR DATA 
COUNT oEQU 082H *COUNTER VARTABLE 
DATUM eEQU OB84H DATA STORAGE 

ADDRESS eE.QU OB6H sADDRESS STORAGE. 
ERRORDATA oEQU OBBH sERROR DATA 


FORO OROIOROIOROIOIO ROR IOIOIOIO ROO IONOIOIOIOICIOIOIOROIOIOIOIICIOIOIOIOIOIICIOIUIOIOIOIOIOIOIIIOICAC ICICI RUIUNC RC RCR CNC C80 0 0K 

: PROCEDURE INIT 

; THIS PROCEDURE INITIALIZES THE X2444 INTERFACE 

FOROIOROIOIOIOIOICROIUIOIOK IOIOIOIO ICICI NCIC IC ROIOIOIOIOIOIOIOIOIIOIICIOIOIOR IORI ROI NOIOKC IGOR RCI IOI 20208 8 CK CRC NC CC RCAC RC 2 > 


INIT LDAA #18H s E1012» 170 Ort AND 3 OUTPUTS» 2 INFUT 
STAA DIRECTIONL } WRITE TO DATA DIRECTION REGISTER 
CLRA ;SET CE TO OCINACTIVE)» DOUT AND SK TO 0 
STAA PORTS ;AND STORE TN DATA FORT 
RTS ; 


30 CO I 3 
; SHIFTER ROUTINE SHIFT1 

$ THIS ROUTINE TAKES THE DATA IN THE A ACCUMULATOR AND CLOCKS IT MOST 

+ SIGNIFICANT BIT FIRST INTO THE K2944. THE FLOW IS SHIFT A EIT, TOGGLE. 

+ THE SERIAL OUTFUT(6801) ACCORDING TO STATE» AND TOGGLE SERTAL. CLOCK 

$C CC 


SHITE TOUT DAE #08, LOAD THE EIT COUNT WITH 33 
STAR COUNT SSTORE TIN COUNTERS 
SHIFT1 ROL.A ASHE T BLT INTO CARRY EIT 
LDA: 14H tWE SET DATA OUT TO ZERO, WHILE SETTING CHIEF 
FENABLE. SERTIAL CLOCK TS LOW, 
BOC TRANS c1F BFET TS @& ZERO» THEN TRANSMIT 
OR AE: #02H eTF XT TS A ONE THEN SET DATA CUT 
TRANS STAE: FORT AL. SSVORE THE DATA INTO THE FORT 
OR AES #00H SAND SET THE CLOCK FOR A TRANSITION 
ST AE FORT 1 SRY WRITING A 1 TO SEIRTAL CLOCK 
ANDE: #1 AH FKEER THE DATA VALTOs BUT SET SK TO ZERO 
STAE: FORT I FAND STORE IN THE FORT 
1... DAES #144 PTOGGLE CLOCK DOWN» GET DOUT TO 0% BUT KEEFE 
ST AE: PORTA $X2444 SELECTED 
DEC COUNT 7 OVECKEMENT THE ETT COUNTER 
ENE, SHIFT 1. rIF COUNT TS NOT ZEROs TRANSMIT NEXT ET 
KOLA sONE MORE ROTATE TO FRESERVE INSTRUCTION 
RTS SRE TURN FROM SUBROUTINE. 


[ORO KOKORO ORO OROIOKOIO RIO IOIOIONOIONOIOOIOI CIO ROIUNCIO ROO IOIORO IOI ICICI II ICC CC CII 8 CC IC 988 
3 SHIF TIN ROUTINE 

> THIS SUBROUTINE SHIFTS IN & BELTS OF DATA INTO THE A ACCUMULATOR FROM THE 

> X2444. THE METHOD ES TO ENTER WITH THE CLOCK LOWs TOGGLE THE SERTAL CLOCK» 

, oO E THE INFUT DATA: AND SHIFT TT INTO THE A ACCUMULATOR. THIS LS DONE 

+ 8 TEMES THE ROUTINE IS EXITED WITH THE CHIF DESELECTED» AND THE sy TE 

> READ FROM THE CHIF IN THE A ACCUMULATOR 

JOROIOROIOROR ROROIOROROROIOIOIOR IOI IO IO IORI ROI IOIOIOIOIOIOIOIOIOIOIUIOK OUI ORCI ORCI 2820 COCR CRC COC CO 2 


GHIF TIN  L.DAK: #83. -LOAD THE EXT COUNT 
STARE COUNT FAND STORE OT CIN THE COUN TET 


sAT THIS POINT THE %2444 SHOULD BE SELECTED 
7 THEREFORE WE DO NOT NEED TO SELECT CHIE 


NEXT L.DAE #04 BIT FOR T70 2 OF FORT 
ESTES FORT 4. SK TO GEE TF INFUT TS A ONE OR ZERO 
CLC 7 CLEAR THE CARRY 
BEQ CLOCK 7IF TT TS A ZERO, LEAVE CARRY AT 0 
SEC SOTHERWIGE SET CARRY TO LOAD INTO A 
CLOCK L.DAE #15H 3SEND A CLOCK TO X2444sBUT KEEF CHIF SELECT HIGH 
STAE FORT 1. sEY WRITING A 1 10 SERTAL CLOCK OUTFUT 
SHIFT L.DAE: #14H ;SET UF TO CLEAR CLOCKs BUT KEEF X2444 SELECTED 
STAE FORT 1 s;AND STORE 
ROLLA SROTATE CARRY INTO LSE OF ACCUMULATOR A 
DEC COUNT *DECREMENT COUNTER 
FSNEZ NEXT sIF NOT ZERO» THEN WE ARE NOT DONE? GET NEXT 
RTS sAND RETURN FROM SUBROUTINE 
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3 ROR ICCC 2008000 CCI 
> X2444 DRIVER ROUTINE 

+ IT IS ASSUMED THAT THE INSTRUCTION IS FASSED IN THE A ACCUMULATOR. AN 

+ ADDRESS» IF NEEDED» IS FASSED ON THE STACKCCURRENT SF--2) 

+ DATA TO BE READ OR WRITTEN WILL BE HELD IN TEMP 1 

FROROROIOROROROIO IORI IORORC ICRC ROR RO ROROIO KORO KOR ICCC ORCI COCCI CCC ICC 2 


DRIVE CMFA #0F8H sCHECK TO SEE IF IT IS READ OR WRITE 
EGE NONDATA ¢IF NOT» THEN ERANCH AROUND 
TSX *+TRANSFER STACK TO INDEX REGISTER 
ORAA 29x *THE ADDRESS SHOULD GE SF+2 
JSR SHIF TOUT sOUTFPUT THE INSTRUCTION 
ANDA #04H *>CHECK TO SEE IF IT IS A READ OR WRITE 
BNE RD sIF ALBSI=1» IT IS A READ 
WRT LDAA TEMP 1 sIF IT TS A WRITEs GET THE FIRST BYTE 
JSR SHIF TOUT sWRITE THE FIRST BYTE 
LDAA TEMP 1 +1 sGET THE SECOND EYTE 
JSR SHIF TOUT sWRITE THE SECOND BYTE 
ERA DONE: sWRITE INSTRUCTION COMPLETE 
RD JSK SHIF TIN SGET THE FIRST BYTE 
STAA TEMP 1. *STORE IN TEMP L 
JSR SHIF TIN *GET THE SECOND EYTE 
STAA TEMP 1+. sSTORE IN TEMP L412. 
BRA DONE: sREAD COMPLETE 
NONDATA = JSE SHIF TOUT FOQUTRUT THE TNSTRUC TION 
DONE: CLRA 
STAA PORT. sDEGSELECT THE K2444 EY MAKING CS 0 
RTS eRETURN FROM SUBROUTINE 
SROROROROROROIOROROROROROIOROROROFOIOIOIOROICROIOROIUIUIOROROIOIO ROK OI IOROIOI RO ROIOIOIO RIOR UFO RUROIUIO ICO ROCCO OI CK RCI C090 
5 MAIN INSTRUCTION ROUTINES COULD BE MACKOS 


FROCK OIRO ROROROROROIOIOIOIOROIOROIOIOIOICIOIORORORORIOIOIOFOKIOROIOK ICI KOI IOIOIC ICICI RORORCIOI ICC OCC 200200212 CO ICO 
3 ROO ROR ROO ROIOROIOIO ROO ROROIOIOIOR IOI IOIOIOIOIOOIOK IC K KORO IOIOIO NORIO OK KORO OOIOIC ICICI OROROKC CIC COEC IK 20020 
; READ ROUTINE: 

* ASSUMES THAT THE ADDRESS IS IN THE A ACCUMULATOR, DATA TS LEFT IN xX REGISTER 
3 ROROROIORO ROR IOIORCROROIOIOR IC ROIOIOIOIOIOIOROIOIOO ROI IF OIO IKK OIOIO IOI IOI IO ROIOICKOIC ICI OC CIO CCC CRC CO CC CRC 


READ ASLA PSHITET THE ADDRESS 3 TIMES TO LOINE 1 
ASLA SUF WITH THE INSTRUCTION FUCELD 
ASLA 
FSHA *FUSH ADDRESS ON THE STACK 
L.DAA #0871 FLOAD TNSTRUC TION INTO A@A ACCUMULA TOF: 
JISK DETIVE: FPERFORM INSTRUCTION 
L.DX TEMF 1. *GET THE RESULT IN THE INDEX REGISTER 
FULA F CLEAN UF THE STACK 
RTS FANT FECT URN 


3 ROROROIOIOROROROROIOIOOIOIOROIOKOIOROIORORORO IO IOI OROKO ROKR ROR ROIO ROOF RO RO RII RO ROCIO ROR ICICI DCI NCR DIC ICRC ICCC IC 


; WRITE ROUTINE: 
* ASSUMES THAT THE ADDRESS IS IN THE A ACCUMULATOR DATA TO WRITE IS IN THE 
> X REGISTER. 
* ALSO CALLS SET WRITE ENABLE LATCH ROUTINE CSWREN) TO ENABLE THE WRITE ORE RAT ION 
3 ROROROIOROROROROROROIO RIOR ROO ROOK RORORO ROO RO IO RORO KORO KORO RC IOI IUCR KORO RORORO ROI IORO IOI OIC ROO IOI HOR ROK OROROOIKO KIC 
WRITE ASLA POHIFT THE ADDRESS 32 TIMES 

ASLA 

ASLA 

FOHA sRUSH ADDRESS ONTO THE STACK 

JSR SWREEN IGSET THE WRITE ENABLE LATCH 

|..DAA #083H 71.GAD WRITE TNS TRU TTON 

STX TEMP 4 sSTORE DATA IN Th 4 

ISK DECTVE: FRERFORM INSTRUCT LON 

FUL.A SCLEAN UF STACK 

RTS 
FOROROIOROROROIOICIOIOIOIOIOIOIOROROK ROK ICIOIO IOI IOIOIIOIOIOROIO IOI IOKOIUIOIOICIOIOIOIOIOI ICI IIOIO IORI ICI RIOR IOI ICICI ORCI 
RWREN L.DAA #0F 8H sLOAD THE INSTRUCTION 

JSR DRIVE: FAND EXECUTE 

RTS 
FROROORORORORORORORIOROROROROROORORORO ROI OIOIORORO ROI IOROROIOIOIOROROROROROIUIOIORORUIOROIOIOIOOROROROROROKO IOI ROOK ICRC ROCIO ICC COCCI IK 
STORE. L.DAA #0F 9H -L.OAD THE INSTRUCTION 

JSR DE I-VE: ePERFROM OFERAT ION 

RTS FAND RETURN 
SOROROROIOROROROROROIOIOROROROIOROROROROIOIORORORORORCIO OOO RO IOKURORORORORORORO ROR RO IOORORORO IOI RO RO IOROIC ORONO NORIO IOI ORO IOC RO NC ODI IC 
SLEEP L.DAA #0F AH OAD THE TINSTRUCTION 
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USING DATA POLLING IN AN INTERRUPT DRIVEN 
ENVIRONMENT 


By Rick Orlando 


The use of interrupt driven system design has 
become increasingly popular in many applications. 
Interrupt driven systems usually can achieve higher 
performance and improved user friendliness. An 
interrupt driven system can perform a variety of tasks 
while waiting for a certain condition to occur, rather 
than constantly looping and waiting for the occurrence. 
Writing to E*PROMs is no exception. Since the 
devices take a relatively long period to complete a 
Write Cycle, the system could perform a variety of 
tasks in the meantime. 

DATA Polling was introduced on the X2864A to 
allow notification to the processor of Write Cycle 
completion. The manner in which it works is quite 
simple. The processor first writes a byte of data into 
the E°PROM. Any subsequent reads to any location 
of the chip will produce the complement of the data 
last written (hence, the name DATA Polling) until the 
E*PROM's internal Write Cycle is complete. At this 
point, reads to any location in the E°7PROM will result 
in the valid data at that location. It can be seen that 
one can simply write a byte, and then perform 
frequent compares of the data in the location just 
written. The data will not be correct until the chip has 
completed its internal Write Cycle, and the Data 
circuitry is disabled. 

In applications where the processor does not have 
anything to do during the Write Cycle, the software 
can simply perform compare loops until the Write 
Cycle is complete, and then write the next byte. In 
applications which are more processing time limited, 
a test loop can be placed in the main program loop, 
which will check the status of a previous Write Cycle 
on each pass through the main or outermost software 
loop. Almost all microprocessor applications software 
has such a top level loop. DATA Polling is obviously 
adequate in these environments. 


7-53 


The interrupt intensive applications may not have 
a main control loop nor can they usually afford the 
processing time for the processor to sit and loop until 
the Write Cycle is complete. In these applications, it 
would be ideal if the Write Cycle completion notifica- 
tion could be interrupt controlled. Although it is not 
obvious, DATA Polling can be used in these appli- 
cations as well. 

It should be noted that the whole reason for Write 
Cycle notification is because the typical write times 
for the E7PROMs are substantially shorter than the 
specified maximums. The magnitude of the delta 
between the typical and the maximum values deter- 
mines the importance of the Write Cycle notification. 
One can easily see that if the maximum Write Cycle 
time and the typical were equal, one would only have 
to time a fixed interval for each Write Cycle, either 
from a software loop or a hardware timer. The 
hardware timer would generate an interrupt 10 msec 
after the Write Cycle was initiated, and the next byte 
could be written. Keep in mind that the discussion of 
write times for E7PROMs are in terms of msec rather 
than the usec in which the processor executes 
instructions. A few usecs here or there are not 
important when compared to the Write Cycle time of 
about 10 msec. 

DATA Polling does not require any additional 
hardware interface in order to be used. It is an 
exclusively software oriented method for determining 
Write Cycle completion. Even in an interrupt environ- 
ment, no additional circuitry is required, since all of 
the interface to the chip occurs through the data and 
address bus. 
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In order to use DATA Polling in an interrupt driven 
system, one only needs a time-based interrupt 
generator. This could be a programmable timer or 
even something as simple as an AC frequency 
interrupt. The key is that the processor does not 
check to see if the device has completed the Write 
Cycle until the interrupt occurs. The interrupt routine 
simply compares the data last written to the E7PROM 
to the data coming from the E*PROM. If the two 
match, the device can be written again. If not, the 
processor simply returns from the interrupt routine to 
where it was and continues processing until the next 
interrupt. The interrupt source is maskable which 
prevents the overhead of servicing the periodic 
interrupt during the intervals when a write has not 
been performed. 

A programmable timer or counter is the most 
elegant solution. Figure 1 shows the hardware config- 
uration of a typical system with the E7PROM and the 
programmable timer on the bus. It should be noted 
that no unusual circuitry is needed from the E7PROM 
socket, which preserves its usefulness as a truly 
universal socket. The timer interrupt output drives 
one of the processor's interrupt lines. Many systems 
already have such a timer on the bus, and as a 
result require no additional hardware changes to 
implement this method. 


a 6800 
INT MICROPROCESSOR 
PROGRAMMABLE 
TIMER 
X2864A 
E2PROM 


»-o2O HH OA AAD 


“new 


Figure 1: Hardware Configuration of a Typical System with the 
E*PROM and the Programmable Timer on the Bus 
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The software implementation is rather simple. 
Figure 2 shows an example of how it might be done 
using a 6800 microprocessor and a simple timer. 
The timer control and data registers are mapped into 
the memory locations described in the initial header 
along with the temporary RAM variables, which are 
used to store the last data written and its address. 

The write routine (WEEPROM) initially checks to 
see if the E°PROM is ready to perform a write. If not, 
it simply exits with an error code to show that the 
write has not taken place. If the write is performed, 
the timer is loaded with the initial count for 4 msec, 
and the timer interrupt is enabled. The processor 
then goes off and performs its normal duties until the 
interrupt takes place. At that point, the interrupt 
routine (CKEEP) is entered. It first checks for the 
proper data that_was written to see if the write is 
complete, using DATA Polling. If it is, the ready flag 
is set, and the routine is exited. If not, the counter is 
loaded with a smaller increment, such as 500 usec 
until the chip's Write Cycle is completed. This 
essentially allows the majority of the Write time to 
pass (4 msec) before the processor checks at the 
more frequent interval of every 500 usec. 

Five hundred pwsec has been chosen in this 
example for the interrupt granularity. The value used 
for a particular application should be chosen based 
upon the actual system requirements. 

One can see that this implementation is rather 
easy and can be performed with hardware that 
already may exist in the system. By using the periodic 
interface approach, the system has the advantage of 
using an interrupt driven write algorithm, while main- 
taining only a software interface to the E°PROM. 
Most of the “bookkeeping” sections of the example 
code are the same as one would use with any 
method of write termination notification. The end 
result of using DATA Polling in an interrupt environ- 
ment is optimization of the Write Cycle period as well 
as preservation of the pinout of the universal 28-pin 
socket for expansion through the 256K bit level for 
E*PROMs. 
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PAGE - 1 DATA_COD 


File: :DATA_CODE. TEXT CODE FOR DATA FOLLIING IN INTERRUF'T ENVIRONMENT, 6800 VERSION 

0000; »-FROC DATA_CODE 

Current memory available: 4380 

0000; FUROR ROROROICK CROC ICRC ICING ICCC 20 CCC 2 C2 CC I 2 2 2 2 
0000; > SAMFLE CODE FOR USING DATA FOLLIING IN INTERRUPT ENVIRONMENT 

0000; > THIS CODE SHOWS AN EXAMPLE OF HOW TO USE DATA FOLLING IN A 

0000; $ INTERRUPT DRIVEN WRITE MODE 

0000: 3K CCC I 2 
0000; > MEMORY |.OCATIONS 

0000: 0100 TIMER eEQU 0100H sLOCATION OF TIMER DATA REGISTER(COUNT DOWN VALUE) 
0000: 316 BIT VALUEC2 BYTES) 

0000: 0102 CTIMER  .EQU 0102H >TIMER CONTROL. REGISTER 

0000: 0103 LASTA eEQU O1L03H 3AM LOCATION FOR LAST WRITTEN DATA 

0000: 0104 TEMF eEQU 0104H sKAM LOCATION FOR LAST ADDRESS WRITTEN 

0000: 0106 ERROR eEQU 0106H ERROR FLAG FOR WRITE 

000d: 0107 READY eE QU 0107H ;MEMORY READY FOR NEXT WRITE FLAG 

0000: 6108 CONFIG  -EQU 0108H >TIMER CONFIGURATION BYTE 

0000; 

0000: -ORG OF OOOH 

FOO0! SOROROROROROROKOROROROIORORORORO ROO ROO ROO KORO ROOK OIC RCC DC CO CC IC 0 CC 
FOOO; 3 EEPROM WRITE ROUTINE 

FOGO! > THIS ROUTINE WRITES A BYTE OF DATA FASSED IN THE A ACCUMULATOR INTO 
FOOO: 3 THE EEFROM AT LOCATION FOINTED TO EY THE VALUE IN THE X INDEX REGISTER. 
FOOG) s THE ROUTINE THEN INITIALIZES THE DATA IN THE COUNTER TO 4096» SINCE THE TIMER 
FOG0; > COUNTS AT A 1 MHZ FREQUENCY. THIS WILL TIME OUT THE INITIAL 4 MSEC OF THE WRI 
FOOO) > WRITE CYCLE. THE ROUTINE THEN ENABLES THE INTERRUPTS AN RETURNS CONTROL TO 
F000; > THE CALLING ROUTINE 

FOOO! FORO ORONO ROOK OKC OKO OK OGD 20 20 
FO0O0!: Cé& 00 WEEFROM L.DAE #00H SCOMPARE TO SEE IF THE MEMORY IS READY FOR WRITE 
FOO7) FL 0107 CME E: KEADY CHECK MEMORY LOCATION READY 

FOO: 27 xx EQ WRITE 7IF READY THEN WRITE 

FOO7) Le O00 L.DAE: #£00H OTHERWISE SET THE ERROR FLAG 

FOO9: FZ G106 STAKE EAE OFS SAND STORE IT LN ERROR 

FOOGC! 20 «™« Eke EXT sAND EXIT 

FOOE: AZ Gu WRT E: STAA O»rx SWRITE THE DATA IN A TO LOCATION X 

FOLO! BZ O103 STAA LASTA STORE DATA IIN RAM AT LASTA 

FOUTS) FR U104 STXxX TEMFE SAND STORE LOCeETION TIN EEF ROM AT TEMF 

FOG) Ue 10 LDA #104 3.0AD THE FIRST EYTE OF 4096 HEX INTO E ACCUMULATOR 
FOB! FA ULdu STAE TIMEFs SWRIETE TO TIMERK DATA REGISTER 

FOLE: CG G0 L.DAES #00H 3L.0AD THE SECOND BYTE OF 4096 HEX 

FOLD! FZ O10O1 STARS TIMER+1 ¢STORE IN THE LSE OF TIMER REGISTER 

FUZO: Fe 0108 L. DAE: CONE LG 3GET THE TIMER INITIALIZATION CODE 

FO23: FZ 0102 5 TAS CTIMER sSTORE IY IN THE TIMER CONTROL REGISTER 

FOZH) OF CLE SCLEAR INTERRUFT MASK TO LET TIMER INTERRUPT 
FO2Z7) 39 EXT RTS SRETURN FROM SUBROUTINE. 

FOZE S OOOO OOK OKOIOK IOI IOIOK KOK IORI ROIOR CNC OKO C0 
F028) ; CHECK IEE 


ROM ROUTINE 


FOLEY « YHIS ROUTINE CHECKS TO SEE IF THE EEFROM IS DONE. TTY IS ENTERREO 
FOL > EVERY TIME THAT THE Ca TE RRUFT 05 GENERATED FROM THE TIMER. IT TORED IN 
Foa2es THE Data AT LOCATION TEM IN THE EEPROM WITH THE DATA THAT IS STORED IN 
a aa an > Lasbha LOCATION IN AM. LE THE COMPAR TISCN FAILS» THEN THE EEFROM ZS NOT 
FO2E | + DONE YET » ADN THE TIMER IS SET TO TIME 172 MSECCOR 512 USEC). THE 
F028) > ROUTINE IS THEN EXITED. 

FOE FRO OKO ROOK OOOO RC DO 
F028: ES 0103 CREE L.DAA LASTA sGET THE LAST DATA WRITTEN 

FOZE: FE 0104 L.DX TEMF 3GET THE ADDRESS FOR THE BYTE IN EEPROM 

FOZE: Al 00 CMFA OX SCOMFARE TO SEE IF THE WRITE IS COMPLETE 

FAGE - 2 DATA..COD 

File? :DATA..CODE. TEXT CODE FOR DATA FOLLING IN INTERRUPT ENVIRONMENT, 46800 VERSION 
FO30: 26 «x ENE. REINIT 3IF NOT EQUAL REINITIALIZE THE TIMER 
F032: 86 06 L.DAA #00 7SET THE READY FL.AG 

FN8B4) EF 1A7 STAA READY s;AND STORE IT IN READY 

FO37: 20 «x ERA RET SAND RETURN FROM SUBROUTINE 

F089! B86 02 REINIT  L.DAA #02H ;LOAD THE FIRST BYTE FOR COUNTER 

FO3E: E7 6100 STAA TIMER SWRITE TO TIMER DATA REGISTER 

FOOSE: 86 060 L.DAA #00H s+LOAD THE SECOND BYTE 

FO40: &7 0101 STAA TIMER+1 $WRITE TO LSE OF TIMER DATA REGISTER 
F043: SE RET RTT RETURN FROM INTERRUPT 

F044; > FOROOOOROIOROIOKOIOIOIOIOIOIOIOIOIOIOIO ICICI ICCC ICICI 20 2 2 20 
F044) «END 


SYMBOL. TABLE DUMF 
CODE FOR DATA FOLLING IN INTERRUPT ENVIRONMENT» 6800 VERSION 


AE - Absolute LE - Label UD - Undefined MC - Macro 

RF - Ref DF - Def FR = Proc FC - Fune 

PE - FPubtic FU - Frivate CS - Consts RS - Residents 
CKEEF LE FO28! CONFIG AB 0108! CTIMER 

LASTA AE: 0103: READY AE 0107: REINIT 


WEEFROM LE FOO0!: WRITE LE FOOE: 


AE} 0102! DATA.COD FR ----i ERROR AE 0106: EXIT LE: F027 
LE FO39: RET LE F043: TEMP AB 0104: TIMER AE 0100 


Figure 2: Software Implementation for 6800 Microprocessor and a Simple Timer 
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E2PROM PROVIDES THE SOLUTION TO FIELD 
ALTERABLE SOFTWARE 


By Rick Orlando 


The advent of the 5-volt E°-PROM has brought 
about many changes in the manner in which the 
designer views his software. Such devices allow for 
in-field reprogrammability, which greatly reduces the 
cost and impact of software changes or upgrades. 
The 5 volt E2PROM allows the designer the capability 
to completely upgrade or change his software from a 
remote location rather than through the replacement 
of the system ROMs or EPROMsS, a costly and 
inconvenient method at best. Complete infield pro- 
grammability requires that the entire program store 
of the system be implemented in E?PROM. An 
alternative is a “hybrid” system. 

A “hybrid” approach refers to a design which 
utilizes both EPROMs or ROMs in conjunction with 
E2PROMs to yield a design which features the best 
of both approaches: the low cost of a full ROM 
implementation, while maintaining the flexibility of a 
full E-PROM approach. 

The secret to this approach is to analyze the 
software requirements of the end system from two 
distinct levels. That of the machine code routines 
which perform the simple tasks, and that of the 
higher level routines which call the lower level 
routines to perform an algorithm. The order in which 
the low level routines are called is determined by the 
higher level routines or program flow. This “Top- 
Down” programming approach is more efficient and 
structured, and is the basis for many high level 
languages. The fact that it can be used in machine 
language coding should not come as a surprise to 
designers, since the decomposition of a complex 
task into many simple tasks is quickly learned in 
programming, even if it is not called “structured 
programming” per se. The decomposition of the end 
task can sometimes lead to many different levels of 
program structure, but for the simplicity of discussion, 
this brief will limit itself to the most simple approach, 
that of two level program structure. 

The lower level code consists of the machine 


dependent routines such as that required to fetch a 
character from an |/O link. The buffering of multiple 
characters from this link might also be a low level 
routine. The interpretation of the buffered character 
string will be implemented in the higher level code, 
since it simply calls the lower level routines and 
determines the action to take based upon their 
results. 

A basic example is that of the executing of multiple 
character command entered by the operator from a 
keyboard. The lowest level routine simply gets a 
character from the keyboard if a key is depressed. 
The next level of the software “buffers” the input to 
make the system more “user-friendly”. This routine 
looks at the input string, eliminates misplaced blanks 
or other characters, and forms a character string 
which the high level program can understand. As a 
result, the “parsing” task is broken into three distinct 
levels. 

The first involves the inputting of a single character 
from the keyboard into a character buffer. The second 
level continually calls the first routine until an end-of- 
input character is detected (such as a Carriage 
Return). The top most level of the code takes the 
parsed command and determines if it is a valid 
command by searching a table of valid commands. 
if the command is valid, the address of the routine to 
execute is fetched out of the table, and the processor 
performs a jump. Most of the input processing is 
handled at the lowest level, thereby reducing the 
overhead in the outermost routine. 

As more and more of the processing tasks are 
pushed ‘down’ into low level routines, the main 
procedure in the high-level segment becomes very 
short and simple. In fact, it can be reduced to a 
simple list of jump-to-subroutine instructions. This 
structured approach not only eases the software 
development task, but it also minimizes the debugging 
time required for the software since it is built upon 
other routines which have already been debugged. 


0008-1 


If one completely decomposes the task to be 
performed by a particular segment of the systems 
main program, it becomes a list of procedure calls to 
lower level segments. This method lends itself very 
well to a system which can use E?PROM. Since the 
“outermost” program store is quite compact, it can 
be implemented in E*PROM while the majority of the 
machine code in the lower levels can be implemented 
in ROM or EPROM. Changes to the software then 
become as simple as changing the jump location in 
the E*PROM, and the order of execution of the lower 
level routines can be altered in such a manner. 

Using this method, one can also reserve a section 
of the E°PROM for low-level “patch” alterations to 
the software. If a low level routine is found to be in 
error or needs updating, the new version of the 
machine code is loaded into the reserved section of 
the E*PROM. The jump instructions in the high level 
code in the E°PROM are simply changed to “jumps” 
to the new routine now residing in the E7PROM as 
opposed to the old routine in the ROM or EPROM. 
Figure 1 shows a typical memory map where the 
E*PROM is used to store the high-level routines 
which perform a variety of jump to subroutines to 
control the program flow. The low level machine 
language routines are stored in the EPROM as 
shown. Figure 2 shows how a patch is made to 


ROM E°PROM 
“GET CHARACTER” “COMMAND” 
E ROUTINE ROUTINE 
“PARSE” VALID 
ROUTINE CHARACTER 
LIST 
COMMAND #1 ROUTINE 
VAUD 
COMMAND #2 ROUTINE COMMAND 
LIST 
HIGH-LEVEL 
Low ROUTINES 
“PATCH” 
AREA 


LEVEL 
Figure 1: Memory Map Original Configuration 
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COMMAND #2 ROUTINE 
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LEVEL 
ROUTINES 
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CHARACTER 
LIST 


VALID 
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HIGH-LEVEL 
ROUTINES 


NEW “PARSE” 
ROUTINE 
PATCH AREA 


ADDRESS 


Figure 2: Memory Map After Routine Patch 
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replace the old routine in EPROM called “PARSE” 
with a new version loaded into the E7PROM. The 
jump-to-subroutine addresses in the E°PROM are 
updated to point to the new routine in E7PROM. The 
actual update or “patch” can be performed remotely, 
thereby eliminating the need for in field EPROM 
replacements for both the remedying of software 
bugs as well as the upgrading of systems in the field 
to take advantage of new features or capabilities. 

Since both the valid character and the valid 
command tables reside in the E7PROM, new entries 
can be made to allow for additional command 
selection. New command character strings are simply 
added to the valid command list. The low-level code 
for the new command can either be loaded into the 
E*PROM patch area or utilize routines which already 
exist in the ROM or EPROM. The appropriate 
address is appended to the new command String. 

If an error is discovered in an existing command, 
the valid command list is updated to point to the new 
command routine which is loaded into the patch area 
of the E°PROM. Figure 3 depicts the memory map 
after such a change has been made. 


ROM E’*PROM 
COMMAND 
ROUTINE 
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CHARACTER 
LIST 

ST 


SAMPLE ENTRY 
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ROUTINE (OLD) 


COMMAND #1 (OLD) 
COMMAND #2 


LOW 
LEVEL 
ROUTINES 


VAUD 
COMMAND 
u 


HIGH-LEVEL ROUTINE 


PATCH AREA 


Figure 3: Memory Map After New Command Patch 


ADDRESS 


Ultimate flexibility can be attained through a com- 
plete E°PROM design. It can also be shown that a 
minimal amount of E°7PROM can add great flexibility 
to the system not only in terms of software alteration, 
but also in its intrinsic ability to store user alterable 
parameters such as configuration data. The actual 
ratio of EPROM to E°7PROM must be determined 
based upon the systems’ requirements. The advan- 
tage of the “hybrid” approach is that it requires that 
only the “top level’ portion of the code be resident in 
E°PROM, and as such is usually limited to a series 
of procedure calls, which are very code efficient. 

In the cases where the software is to be updated 
remotely, perhaps through the use of a modem, 
certain factors must be considered. The key point is 
that while the processor is executing programs in the 
E*PROM, it is unadvisable to write into that particular 
device. The reason for this is that while the device is 
performing the write cycle, any reads, such an 
opcode fetch, will result in a high impedance bus. 
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The important issue is that the download of the new 
code must not reside in the E7PROM to be modified. 

This can be accomplished in two different ways. 
The first implements the download program segment 
in the low level ROM or EPROM. In this case, the 
actual instructions will be present from the memory 
throughout the download sequence. Figure 4 shows 
such an approach where the download software is 
kept in the ROM. This routine writes the new bytes 
into the E7PROM and then enters a software loop to 
time out the E7PROM write cycle. 


E’*PROM 


PROCEDURE TO BE 
MODIFIED 


ROM 


“DOWNLOAD” 
ROUTINE 


LOW 
LEVEL 
ROUTINES 


Figure 4: Memory Map-Download and Timing Resident in ROM 


In some applications, this method may not be 
adequate, especially if the actual download routine 
is to be modified. In these cases, this program 
segment must be stored in the E*7PROM, and hence, 
cannot be directly executed from the E7PROM to be 
modified. In this situation, a possible approach is to 
copy the download program segment from the 
E2PROM into RAM. The program then jumps to the 
RAM location, where the copy of the old code 
resides. This RAM routine loads the new program 
segment into the proper E*PROM locations, timing 
out the necessary E7PROM write cycle. Once the 
download is complete, the program executing out of 
the RAM then jumps back to the main program, and 
the download routine section of the E°PROM will 
contain the new code. Figure 5 shows the various 
stages of this operation in terms of the contents of 
the various memories and the program execution 
flow. 
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Figure 5a: Memory Map Prior to Download 
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Figure 5b: Memory Map Download Routine Transferred to RAM 
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SYSTEM STACK 
AND DATA STORAGE 
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Figure 5c: Memory Map RAM Erased After Transfer Complete 


As one can see, the “hybrid” approach to software 
design, utilizing a combination of both E7PROMs and 
ROMs or EPROMs, can result in a system which 
exhibits the advantages of the field alterability of 
E*PROMs. As the cost of the development and 
maintenance of the system software becomes more 
dominant in the overall cost of the system, such 
methods as those presented in this brief will become 
more commonplace in system design. 
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XICOR E2PROMs VS BATTERY BACKED-UP CMOS 
RAMs NONVOLATILE MEMORY SYSTEMS 


By Applications Staff 


Introduction 

System designers are increasingly facing the re- 
quirements of providing for nonvolatile memory in 
the system design. This nonvolatile memory may be 
required for program control, data acquisition, sys- 
tem configuration, or a host of other uses. Once the 
requirement for nonvolatile memory is established, 
the next hurdle faced by the system designer is the 
choice of the technology to be used to implement the 
nonvolatile memory. This means the system design- 
ers are faced with many tradeoffs when selecting a 
technology to implement the memory portion of their 
design. Tradeoffs between technologies such as 
bipolar, NMOS, CMOS, bubble, etc. depend in large 
part on overall system factors—such as require- 
ments for density, cost, power-dissipation, availabil- 
ity, reliability, etc. Such tradeoffs are generally 
evaluated in the “time-constrained” design environ- 
ment leaving little time for the system designer to 
complete a thorough investigation of the tradeoffs 
and their impact on the system design and reliability. 
The implementation of nonvolatile memory systems 
using battery backed-up CMOS RAMs has raised 
questions regarding the comparison of these tech- 
nologies with E7PROM devices. The purpose of this 
Application Brief is to discuss the tradeoffs between 
implementing nonvolatile memory designs with 
E2PROM devices and/or the twin technologies of 
batteries and CMOS static RAMs. 


E2PROM/Battery Back-up CMOS 
Technology Comparison 

CMOS static RAMs used in conjunction with bat- 
teries to achieve nonvolatile memory have the fol- 
lowing characteristics in comparison with E*PROMs: 

1.) Microprocessor compatible write cycle times 
Unlimited write cycles 
Low standby power 
Unknown battery/RAM data retention 
characteristics 

5.) Temperature limitations 

System reliability considerations and battery/ 
CMOS design interface are the major issues 


2) 
3.) 
4.) 


7-61 


between implementing nonvolatile memory systems 
with CMOS/battery combination and E*PROM 
devices. E7PROM devices are specified to reliably 
operate over a wide range of operating tempera- 
tures, altitudes, pressures and moisture. In addition, 
E*PROM devices can be subjected to extreme tem- 
peratures (>300°C) to accelerate data retention fail- 
ure mechanisms and determine the probability of 
retaining data at the lower operating temperatures. 
Although CMOS devices can be subjected to the 
same tests—the CMOS/battery combination can- 
not. The result is the CMOS/battery combination 
cannot be evaluated TOGETHER to determine the 
failure rates for data retention. 


Reliability 

When choosing a memory device or technology, 
reliability factors should be carefully considered. 
Factors such as the environment in which it 
will be used, data retention time, etc. should all be 
considered. 


In a forgiving environment (Such as room temper- 
ature, low humidity and pressure) battery backed-up 
CMOS RAM has a respectable data retention time 
(although still not statistically measurable). Outside 
this environment, the performance of this combina- 
tion decays rapidly. Most solid state memory devices 
(including CMOS RAMs and E*PROMs) have the 
capability of operating easily over the temperature 
range of —55°C to +125°C. But combined with a 
battery, a CMOS device can only operate within 
the temperature constraints of the additional 
technology—the battery. Most popular external on- 
board batteries spec a maximum operating tempera- 
ture of 70°C. Xicor E7PROM devices guarantee a 
minimum retention time of 10 years at the worst 
case operating temperature (e.g. from —55°C to 
+125°C). Some CMOS RAM/battery combinations 
(contained in the same package) specify the 
“Expected Data Retention Time” of 10 years at 
25°C. This ten year data retention time is measured 
from the date of manufacture of the combination 
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technologies. Non-operating specifications such as 
storage temperatures, also become a consideration. 
Battery backed-up RAM technologies (with the bat- 
tery integral to the device) cannot be put into storage 
without the batteries. Since the batteries supply 
power to the RAM when V¢¢ is not present, there is 
no true storage mode (i.e. non-operating mode). 
This limits the storage temperature to the operating 
temperature specification of the combination. By 
comparison, E“PROMs have specified storage tem- 
perature ranges from -—65°C to +165°C. These 
storage temperatures apply whether the device is in 
the system or on the shelf. 


Types of Battery Backed CMOS 


There are two basic types of battery backed-up 
CMOS RAM technology implementations available 
on the market today: 

1.) Battery internal to the IC package 

2.) Battery external to the IC package 

In the first type, the battery is permanently at- 
tached to the device inside the IC package. This 
type of implementation has its advantages when 
board space is at a premium. /t is noted, however, 
that this type of device is non-standard in height 
(approximately 300 mils taller than conventional DIP 
packages) which limits or eliminates the possibility 
of automated device insertion. The battery internal 
to the device is generally of primary type in that it 
cannot be recharged. The second type of CMOS 
RAM system implementation requires an external 
battery to provide the required standby power for 
nonvolatile data retention. For this type of implemen- 
tation, additional circuitry is required for the detec- 
tion of a power failure and interconnection between 
the “normal” power supply and the battery—thereby 
significantly increasing board space requirements. 


Battery Characteristics 

Lithium and Nickel-Cadmium (Nicad) are two of 
the most commonly used batteries for back-up with 
CMOS RAM. Each has unique advantages in the 
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% Capacity vs. Time 
(capacity = 280mAh; load = 10,.A) 
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Figure 1: Lithium-Capacity vs. Time with Varying Temperatures 
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system environment. Both can handle temperature 
variations of approximately 70°C over “some” time 
duration. Negative current spikes of greater than 
10,A in the system can damage the device. 


NICAD 


% Capacity vs. Time 
(capacity = 280mAh: load = 10,.A) 
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Figure 2: Nicad-Capacity vs. Time with Varying Temperatures 


Lithium batteries, although not rechargable, have 
a greater life expectancy than Nicad batteries and 
generally have a shelf life of 10 years at room tem- 
perature. When used in a system as a battery back- 
up, where temperatures vary, the Output of the 
battery becomes sporadic. This causes a decrease 
in capacity and unstable circuit voltages. Figure 1 
shows a typical characteristic curve of a lithium bat- 
tery's Capacity vs. temperature. Drawing a current of 
only 10, the capacity could easily be reached ina 
very short time. 

Additional concerns should be noted with 
transportation and disposal of lithium batteries. Be- 
cause of the toxicity of lithium, the Department of 
Transportation regulates their transportation. Lith- 
lum cells containing greater than 0.5g must Carry 
warning labels, and be transported by approved 
land, sea or air methods (document # DOT-E-7052). 
Generally, lithium batteries with more than 0.5g are 
restricted from passenger aircraft. Also the EPA re- 
quires special disposal of lithium batteries to se- 
cured landfill areas. 


Nickel-Cadmium's most advantageous feature is 
the ability to recharge the battery once its output 
becomes low. Nicads can generally be charged 
many times without damage. Nicads tend to have a 
short shelf life so recharging is necessary. Figure 2 
is a characteristic curve of a Nicad battery's capacity 
when being operated over various temperatures 
with a current draw of 104A. When comparing Fig- 
ure 1 and Figure 2 it is obvious that a Nicad doesn't 
have the capacity of a lithium battery. 


Memory Densities 


Xicor's NMOS floating gate technology has one 
transistor per storage cell. CMOS devices have four 
or six transistors per storage cell. This means that 
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the potential memory density of the EPROM device 
is greater than for the comparable CMOS device. 


Physical Dimensions 

The size and number of devices on a board have 
often times been a determining factor in designing 
circuitry. Xicor has numerous possibilities in mini- 
mizing the necessary circuitry. First, within the same 
package constraints the memory density of 
E2PROMs that are available is eight times greater 
than that of CMOS static RAMs. Besides the typical 
dual-in line-package (DIP), Xicor also offers LCC 
packaging. Users have also used the E*PRONM in its 
die form for various applications, including the use of 
X2864A for core memory in military applications. 
This conserves enormous amounts of space (i.e. the 
X2864A die is 0.215in by 0.170in, and the X2816A 
die is 0.185in by 0.151in. in die form). When physical 
size is an important factor, E7PROM devices have a 
clear cut advantage. 


Applications 

There are various optimum uses of E*PROMs for 
data and information storage. One such use is in the 
application of a portable data base where a large 
amount of memory is stored into a portable module. 
The memory module is plugged into the computer, 
data transferred bi-directionally, and then removed. 
The portable module can be transported or stored 
for long periods of time without the requirements of 
additional power. If battery backed CMOS were 
used in such an application, battery capacity could 
be a limiting factor for reliably maintaining data 
integrity. 

In applications where data retention is critical, 
such as the boot-up storage area in a computer sys- 
tem, true nonvolatile memory is a must. With 
E2PROMs the data is nonvolatile, and allows any 
necessary changes to the boot-up routine. If bat- 
teries and CMOS RAM are used, critical “start-up” 
routines can be lost when the battery is replaced. 

There are many other applications where 
E2PROMs are the technology of choice. These ap- 
plications generally are exposed to harsh environ- 
ments such as temperatures, changing pressure 
and altitude, or in high humidity environments. 

The following is a partial list of typical applications 
which are ideal for E7PROM devices: 

System Parameter Set-up 

Configuration Data 

Calibration Data 

Constants Storage 

Industrial and Process Controllers 

Traffic Control Equipment 

High Altitude Meterological Data Storage 

Telemetry 

Satellite Communication Equipment 

Navigational Reference System 

Digital Positioning Machinery 


7-63 


Measuring Instruments 
Temperature Monitoring Equipment 
Field Data Acquisition 

Electronic Musical Instruments 
Radio and TV Program Control 
Disc Drive Servo 

Robotics 

Depth Recorders 

Oil Field Drilling Systems 

Core Memory for Military Use 
Single Chip Microcontroller Applications 


Cost and Availability 


Design costs with CMOS RAM are another con- 
sideration. The added time to design low power de- 
tection and switching circuitry adds to engineering 
costs. The added circuitry increases component and 
stocking costs and increases board test time. 

Xicor E7PROMs enable the designer to minimize 
the cost of designing, the cost of components and 
the cost of “time-to-market.” By minimizing or 
eliminating the additional circuitry required for data 
retention integrity, system cost and reliability are en- 
hanced. Xicor is the leading manufacturer of 
E2PROMs, having sold more 5-volt only E7PROM 
devices (NOVRAMs & E?PROMs) than all other 
manufacturers combined. This experience allows 
Xicor to maintain leadership in this key emerging 
market segment by providing reliable cost-effective 
nonvolatile devices. This “learning curve” character 
istic is shown in Figure 4. This figure shows the price 
curve as a function of time for the X2864A, an 8K x 8 
E*PROM. 
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Figure 3: Price Curve as a Function of Time for the X2864A 
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E2PROMs: THE COMPETITIVE EDGE 
AGAINST BUBBLE MEMORIES 


By Richard Palm 


E*PROM densities have increased to the point 
where they are now highly competitive with bubble 
memories. They also provide a number of distinct 
advantages over bubble memory technologies. 

Bubble memories are primarily used as mass 
data storage devices in environments where tape or 
rotating memories cannot perform as reliably. These 
applications are predominantly in the industrial envi- 
ronment. The key factors for memory selection in 
these environments are high density and package 
hermeticity. 

Assuming the packaging techniques for both 
bubble memories and E*PROM provide the same 
degree of hermeticity, let's examine the two side by 
side, specifically for industrial applications. For com- 
parisons we'll use the Intel BPK 70A series of 1Mbit 
modules (each comprised of 7 devices), the Fujitsu 
256K FBM43DA and FBC501 and Motorola 
MBM2011A. 


Design Complexity 


As a designer and/or manufacturer | have a 
choice of designing my own memory module or 
purchasing one similar to the BPK 70A. If | chose to 
minimize cost | would design my own subsystem. 
However, | would then be faced with the task of 
interfacing the actual bubble memory device to the 
following minimum circuitry: coil predrivers; driver 
transistor arrays; a formatter sense amp; and a 
current pulse generator. Then to efficiently interface 
this array of devices to my micro, | would also require 
a VLSI bubble memory controller. Then the decision 
must be made as to whether the micro is to be tied 
down servicing interrupts from the controller or 
whether an additional VLSI DMA controller will have 
to be added to the system. This design task will cost 
engineering overhead, plus additional software to 
interface to the bubble memory controller. In addition, 
as a manufacturer | would also be faced with the 
task of testing a combination of analog and digital 
circuitry. 
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Interfacing the X2864A to a microcomputer or 
microprocessor requires no unique VLSI controllers 
or interface circuitry. It appears to be a ROM 90% of 
the time. When it requires modification, straight 
forward byte-wide writes directly on the bus are all 
that are required. 


Read Timing Comparison 


Figure 1 is an illustration of comparative random 
read access times for the memory systems under 
comparison. The fastest bubble memory access time 
is 6.0ms for the FBM43. The Xicor X2864A-25 is 
250ns or TWENTY-FOUR THOUSAND TIMES 
FASTER than the fastest bubble memory. Keep in 
mind, the read of the X2864A presented eight bits of 
data to the micro, it will take the FBM43 an additional 
70us to transfer the other seven bits. 
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Figure 1: Random Read Access Times 
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Write Timing 


The fastest write time for the bubble memories 
being examined is 100KHz. These are serial devices, 
So that's one bit being written every 10us. Compared 
to_an array of sixteen X2864A devices, employing 
DATA Polling, Page Writes and assuming the typical 
write cycle speed of 5ms the entire contents of the 
array can be written in 2.56 seconds compared to 
the 10.48 seconds for the BPK 70A and the 2.62 
seconds for a single 256K FBM43DA. These last two 
figures do not include the latency time to locate the 
bit cell to begin the write. 

In a very high density system requiring 8Mbits 
of memory, the BPK 70A modules can be wired in 
parallel eight wide, effectively providing an eight bit 
bus to the bubble memory controller. The write cycle 
time to write the entire memory remains at 10.48 
seconds. The equivalent X2864A array would be 
comprised of 128 devices, 8 times the number 
required for the 1Mbit array, yet the write cycle time 
to change the entire array is only 3.15 seconds, 
STILL THREE TIMES FASTER THAN BUBBLE 
MEMORY. 
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Figure 2: Array Write Cycle Times 


“Note: Rewrite time for FBM43 is 10.48 seconds when writing serially 


or 2.62 seconds when writing four bits in parallel. 


Power Consumption and Power 
Supplies 

Another major concern for any design is power 
consumption and limiting the number of power sup- 
plies required in a system. The X2864A requires only 
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one +5 volt supply, whereas the BPK 70A requires 
+5 and +12, and the Fujitsu devices require +5, 
+12 and —15. Figure 3 illustrates power consumption 
for a 1Mbit design using various configurations of 
X2864s and bubble memories. 

These are critical design considerations for 
industrial applications where the memories might be 
in remote locations such as, Digital Numeric Con- 
trolled equipment being operated by a master CPU. 
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1MBIT ARRAY ACTIVE POWER DISSIPATION 
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Figure 3: Comparison of Active Power Consumption For 1Mbit of 
Memory 


*Note: Power consumption for these arrays is Calculated for the 
memories only. The required peripheral Circuitry was not included in 
the calculations. 


Operating and Storage Temperatures 


Figures 4 and 5 illustrate the comparative tem- 
perature ranges for which these devices are guar- 
anteed. The X2864A is a hands down winner. 

Nonvolatile storage temperature can be ex- 
tremely important in data logging applications, where 
the data is collected at point “A’ and then transported 
to point “B” for analysis. The use of X2864A devices 
allows transportation without the worry of possibly 
losing data. 
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Figure 4: Operating Temperature Range 
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Figure 5: Nonvolatile Storage Temperature 


Packaging Density 


An additional consideration in making the deci- 
sion to use E°PROMs vs. bubble memories is the 
number of bits per square inch of board space. 
Bubble memories at first glance appear to have an 
advantage. 1Mbit can be in a package as small as 
1.1 in. x 1.1 in. But this all requires peripheral circuitry 
around it so that it can be accessed. The added 
circuitry builds up to a board approximately 4 in. x 4 
in. On the same size board sixteen X2864A devices 
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+80°C +120°C +160°C 


can easily be mounted. And using the soon to be 
available J-lead surface mount devices, both sides 
of the board can be used to double the density. 

Added to this is the upward growth pattern that 
E?PROMs allow. In the second half of 1985 Xicor will 
be sampling the X28256. On the same 4 in. x 4 in. 
board a user can implement thirty-two devices using 
both sides of the board. These thirty-two devices will 
provide 8Mbits of memory. 
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“tpy”—WHAT IS IT? 
By Richard Palm 


E2PROMs, RAMs and EPROMs all being memory 
devices have similar specifications. However, one of 
the specifications unique to E2PROMs is tpy (Data 
Valid Time). 

The E2PROM requires a relatively lengthy period 
of time to tunnel charge onto or off of the floating 
gate to complete the write cycle. This time is speci- 
fied as twc. In order to more closely emulate RAM 
write timing, Xicor introduced “‘self timed” write op- 
erations. Xicor E2PROMs latch the address on the 
falling edge of WE or CE, whichever occurs last, 
and latch data on the rising edge of WE or CE, 
whichever occurs first. The falling edge of the write 
operation not only latches the address of the byte 
(or page) to be written but also starts a number of 
internal timers that control the programming cycle. 


In page mode, subsequent WE/CE falling edges will 
restart the timers. But it is these timers that require 
specifying tpy. 

In most microprocessor based systems, tpy can 
be ignored because twp will be less than tpy. How- 
ever, in applications employing slower microproces- 
sors and microcontrollers twp might be quite long. 
The actual internal programming cycle could begin 
before either CE or WE returned high, thereby miss- 
ing valid data even though tpg was met. 

Once the internal timers initiate the programming 
cycle, the I/Os will be disabled. Therefore, valid 
data must be present on the bus before the I/Os 
are disabled. As an example, refer to Figure 1 illus- 
trating the sequence of events. 


twp min. 
WE/CE 
INTERNAL 
1/0 ENABLE i 
DATA x VALID DATA 


Figure 1: External/Internal Timing 
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{py is the maximum time to elapse from the falling How does this impact your design? The following 
edge of WE or CE (whichever occurs first) before timing diagrams cover the three possibilities. Notice 
valid data have to be presented to the E2PROM. that in all the examples tp}, must still be met. 


WE/CE 
DATA 
tos 
0060-2 
Example 1: If twp is equal to or greater than twp min but less than tpy, then tpg and tp, must be met. 
twe > toy 
‘wr <tpy * tps 
WE/CE 
DATA 
tos 
0060-3 


Example 2: If twp is greater than {py but less than tpy plus tps, then tps and tpx must be met. 


twr > tov * tos 
WE/CE 


DATA ———_ 


0060-4 
Example 3: /f twp is greater than [py plus tps, then tpy and tp; must be met. 


In summary, the data must be valid on the bus for Glossary 
the worst case timing parameters; whether that is 


tpy or tps and always valid for toy. tov Data Valid Time 
two Write Cycle Time 
tps Data Setup 
twp WE Pulse Width 
tpoH Data Hold 


7-70 


Reprinted from 


Ele 


NICS. 


5-volt-only EE-PROM 
mimics static-RAM timing 


By Applications Staff, Xicor Inc., Milpitas, CA 


5-volt-only EE-PROM 
mimics static-RAM timing 


On-chip charge pump, interface latches simplify designs; 
textured polysilicon enhances tunneling through thick oxides 


By Applications Staff, Xicor Inc., Milpitas, CA 


CL] The approaching mastery in fabricating electrically 
erasable programmable read-only memory conjures up 
dramatically different system designs. On the most mun- 
dane—but perhaps most immediately valuable—level, 
alterable nonvolatile semiconductor memory will soon 
banish routine service calls by allowing remote changing 
of system software. Not far away, if still somewhat 
tinged with the aura of science fiction, is the vision of 
self-programmable systems that adapt themselves to a 
changing operating environment. The catalyst for these 
advances is an EE-PROM that is simple to incorporate in 
microprocessor-based systems. 

Now being launched by Xicor is a family of EE-PROMsS 
that is the first to do away completely with external 
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supporting hardware (Fig. 1). The chips contain the 
charge pump that generates a high programming voltage 
from a 5-volt supply. Further, latches on chip hold the 
data, address, and control signals during alteration of the 
cells, which typically takes 5 milliseconds per byte and is 
timed internally. The part marks the debut of an EE- 
PROM that can simply be dropped into a standard 24-pin 
static random-access-memory socket. 

The 5-micrometer n-channel MOS technology applied 
to produce the X2816A 2-K-by-8-bit EE-PROM and the 
X2804A, a 512-by-8-bit version, is the same as that 
being used to build the devices in the Novram line of 
static RAMS with nonvolatile backup arrays [Electronics, 
Oct. 11, 1979, p. 111]. Recently, however, theoretical 
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1. All aboard. This 16-K electrically erasable programmable read-only memory integrates all its support circuits. A charge pump generates the 
programming voltage from a 5-V supply; latches hold addresses and data during the internally timed write cycle. 
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Shedding light on electron tunneling 


_ The present generation of electrically erasable program- 
mable read-only memories using floating-gate structures 
draws on a reservoir of process development, circuit 
design, and basic physics. The floating-gate process has 
been in production for many years and forms the building 
block of EE-PROMs. The next step toward a practical 
5-volt programmable EE-PROM centers on removing the 
high currents typically used to alter data by avalanche or 


hot-electron injection. A high voltage can be generated on - 


chip as long as only minute currents are required, as with 
the new circuit designs. 

As far as the underlying physics, the tunneling pro- 
cesses found in most floating-gate EE-PROM devices are 
described by a theory introduced in the 1920s by Fowler 
and Nordheim. As shown in the theory, if the emitting 
surface is flat, very thin oxides of around 100 angstroms 
are necessary for significant tunneling currents at reason- 
able voltages of 15 to 20 volts. To the continued puzzle- 
ment of researchers, experimental data has fit the theory 
roughly, but not especially closely. 

Xicor purposely fabricates textured emitting surfaces 
that are covered with low-lying bumps or hills formed 
during the oxidation of the polysilicon surface. Recently, 
tunneling theory has been extended to describe this tex- 
tured-surface geometry with the result that conventional 
devices are now better understood as well. 

The low-lying hills, which serve as the electron emitters, 
are less than 150 A high and more than 500 A across their 
base. The figure on the right shows the triple-polysilicon 
tunneling structure in cross section, a scanning-electron- 
microscope photograph of a typical textured tunneling 
surface, and the geometry of a typical bump on the 
polysilicon surface. 

Because the oxidation is a well-controlled step, the 
properties of the emitters are exceptionally regular. The 


shape of the emitters tends to increase the electric field at 
the crest of the hills, enhancing the emission of electrons — 
substantially, which allows the use of thick oxide layers of 
approximately 800 A. As indicated in the figure, increasing 
the voltage not only increases the emission, but enlarges 
the area from which it occurs. This effect explains the 
discrepancies between experiments and the earlier tunnel- 
ing theory. The thick oxides have important practical 
advantages: they are easier to manufacture and lead to 
increased retention of data. 

Until recently, the theoretical work on Fowler-Nordheim 
tunneling had solved only the limited case of perfectly flat 
plates. Roger Ellis and H. A. R. Wegener of Xicor recently 
presented measurements and calculations that agree over: 
a range of eight orders of magnitude in the current. With 
the aid of the methods of differential geometry, the tunnel- 
ing characteristics of a textured surface were calculated 
for the first time. As the scale of the texturing is reduced, 
the solution naturally reduces to the familiar flat-plate 
case. The figure on the far right compares the tunneling 
currents for flat and textured surfaces. 

The two structures were designed for the same operat- 
ing point—a current density of 10~* amperes per square 
centimeter at 17 V. At low fields, such as are applied to 
read data, the thick oxide used with the textured surface 
has only about a thousandth the current of a flat surface. 
As a result, data retention would be expected to be far 
longer. 

The current from a flat emitter in fact can be modeled 
much more closely by considering some texturing of its 
surface. Even single-crystal polished silicon wafers have 
surface features on the order of 5 A, and normally 
processed polysilicon has even larger variations. Thus, 
Xicor's tunneling structures accentuate features that are 
always present in floating-gate devices. 
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work has significantly added to the understanding of the 
tunneling of electrons from textured polysilicon, the 
mechanism exploited in all these products (see “Shed- 
ding light on electron tunneling,” above). 

This work explains how a textured surface emits more 
electrons than a smooth one for a given voltage and oxide 
thickness. (Scanning-electron-microscope studies of the 
polysilicon surface show that the texturing consists of 
low-lying bumps about 150 angstroms high and 500 A 
across.) This enhanced emission allows the use of typi- 
cally 800-A-thick oxides, instead of very thin, 100-A 
layers that are much harder to produce reliably. 

Besides being easier to manufacture, thicker oxides 
lead to increased retention of data. What’s more, a 16-K 
EE-PROM with 5-um linewidths.and 800-A-thick oxides 
promises to be more readily scaled down for denser 
memory arrays than one with, for example, 3-«m lines 
and 100-A-thick oxides. 

Floating-gate technology along with the architectural 
features making the parts simple to use present the state 
of the art in EE-PROMs after a decade of development. 
Metal-nitride-oxide-semiconductor structures yielded 
the first nonvolatile memories that were electronically 
alterable. These devices store data by trapping electrons 
within the nitride and oxide dielectrics. Besides the prob- 


lems these devices encounter—data disturbance during 
the read operation and the loss of data over time—they 
require multiple power supplies, one of which is often 
negative, and signal swings beyond TTL levels. All this 
complicates their incorporation within microprocessor- 
based systems that work with a single 5-v power supply 
and TTL levels. 

Further complicating their use is the fact that the 
addresses and data must be stable for the entire write 
cycle, lasting up to 40 ms. It takes extra hardware to 
capture these signals and to time the write interval in 
order to free the processor for other tasks. 


Comparing EE-PROMs 


The second generation in EE-PROMs was ushered in by 
the 2816 from Intel Corp. of Santa Clara, Calif. This 
part stores data by trapping charge on floating polysili- 
con gates, as is done in ultraviolet-light-erasable PROMS, 
or E-PROMs, and improves the data integrity compared 
with MNOS parts. Although the 2816 has a standard pin 
configuration and uses TTL signal levels, it still requires 
an externally generated high-voltage pulse for altering 
data, not to mention latches for holding the address and 
data signals. 

Measured against the 2816, recently introduced third- 
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generation parts incorporate some or all of the required 
supporting hardware on chip (see table). The 2817 from 
intel moves the external high-voltage pulse generator 
onto the chip, so that a fixed 21-v supply is all the user 
must provide. Though it does include the necessary 
interface latches, it still requires an external capacitor to 
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time the write cycle. More recently, the 5213 from Seeq 
Technology Inc., San Jose, Calif., operates from a single 
S-V power supply, but still needs latches and external 
timing. Only the X2816A completely eliminates the 
external components. 

All the X2816A’s input and output signals are TTL- 
compatible and the addresses and data are latched so 
that they need be stable for only 200 nanoseconds to 
initiate the 10-ms write cycle. Once the write cycle 
starts, the part self-times the remainder of the operation, 
freeing the microprocessor and the data bus for other 
tasks. Freedom from an external timing capacitor or 
other hardware leads to considerable savings in compo- 
nent and assembly expense as well as in board space. In 
addition, the cost of design is lower because the part is 
far simpler to operate. 

As can be seen in Fig. 2, the timing of a write cycle for 
the X2816A is as simple as that for a static RAM. The 
latches are active only during a write cycle, when they 
hold the addresses and data to allow the microprocessor 
to use the bus for other tasks. A write cycle is activated 
by both chip-enable and write-enable lines going low 
while output-enable is high. The addresses are latched on 
the last low-going edge of either the chip-enable or 
write-enable signal. The data inputs are latched by the 
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2. Like a static RAM. The write-cycle timing for the X2816A EE-PROM looks much like that for a static random-access memory. Although the 
write cycle takes a maximum of 10 ms, latches hold the address and data signals, freeing the processor for other tasks. 


first of those two signals to return to the high level. 

Unlike with most EE-PROMs, there is no need to 
precondition the data at the desired address before the 
write cycle, for the X2816A automatically performs an 
erase function immediately after the cycle starts. Both 
the erase and write of the data occur during the 10-ms 
write cycle. The condition requiring the output-enable 
signal to be high to initiate the write cycle ensures that 
the part will not be mistakenly programmed when the 
power is switched on or off. 


A compatible part 


Conveniently, a socket designed for one of the earlier 
EE-PROMS can accept an X2816A as well. An internal 
detector on the write-enable pin senses a signal above 12 
V and initiates the internal write cycle (and thus the part 
may second-source the 2816). This high-voltage signal is 
used only to detect the system’s request to write data — 
otherwise, the part draws virtually no current from the 
high-voltage supply. 

Further, because of their internal control over the 
write cycle, the Xicor EE-PROMs can plug into the stan- 
dard sockets of 2-k-by-8-bit static RAMS. They will 
operate with the signals normally applied to a RAM, with 
the only restriction being the delay of 10 ms after 
starting a write cycle before accessing data. As men- 
tioned already, the X2816A is not on the bus and 
requires no servicing or supervision during this 10-ms 
wait. Since the parts time their own write cycle, other 
EE-PROMS may be updated while a write cycle is continu- 
ing on the first unit. 


The 10 ms quoted is the maximum delay for writing — 
the typical delay is only half that. By polling the part 
during its write cycle, a user can usually reduce the 
waiting time. One method is to place a particular byte of 
data at some address and then ask for data from that 
address during the write cycle. If the data that is 
retrieved checks against the data written, the part has 
finished its cycle. 

With the cost of a single service call to modify a 
system in the field mounting toward $200, no doubt the 
system that can be serviced from afar will be an early 
development goal. With an EE-PROM plus a modem or 
other communication method, a telephone call suffices to 
download the program and configuration data pertaining 
to all or some of the systems tied together in a network. 

A prime application for this technique would be a 
system of point-of-sale terminals for a market chain. 
Pricing for items could be dumped to all terminals in the 
system by calling each store and modifying the price 
look-up table in each terminal. Similarly, gasoline prices 
at computer-controlled service-station pumps may be 
remotely updated. 

Indeed, from here it is only a simple step to imagine 
writing programs that learn as they go. A terminal might 
analyze the way it was being used and adjust itself for 
optimum performance in a particular application. By the 
same token, the next wave of automated manufacturing 
systems may calibrate themselves, hold information 
about the steps that have been completed, then interro- 
gate themselves to determine their point in the manufac- 
turing process. O 


Reprinted from ELECTRONICS, June 30. 1982. copyright 1982 by McGraw-Hill. Inc.. with all rights reserved. 
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hough nonvolatile semiconductor 

memories have been commercially 
available for a decade or so, the ear- 
ly versions were no joy to work 
with—multiple power supplies, high 
voltages, and slow writing discour- 
aged potential users. The push to 
create a simpler part is yielding 
noteworthy results, particularly the 
16-K electrically erasable program- 
mable' read-only memory that Xicor 


Inc. describes on page 2. 

Solid state editor Rod Beresford 
first heard about the company’s new 
chip back in January. ‘“‘At the time,” 
he recalls, “we had just published 


Our annual markets forecast, in 
which we were projecting that con- 
sumption of EE-PROMs would nearly 
quadruple by 1985, to over $330 mil- 
lion. Many of those parts will be 
going into microprocessor-based sys- 
tems, where 5S-volt power supplies 
and TTL signal levels are the only 
way Of life.” 


Xicor’s X2816A gets high marks 
for ease of use. In fact, it’s not only 
microprocessor-compatible, it’s a 
truly self-supporting EE-PROM that’s 
as simple to use as a static random- 
access memory. Beyond those fea- 
tures, though, our editor was struck 
by the research at Xicor on the elec- 
tron tunneling that provides the stor- 
age mechanism in EE-PROMs. “I 
studied tunneling in school,” notes 
Rod, “and can appreciate what the 
Xicor researchers were up against in 
trying to get a better fit between 
theory and experiments. | think they 
succeed admirably.” 
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Understand your application 
in choosing NOVRAM, EEPROM 


Richard Orlando, Xicor Inc., Milpitas, CA 
in EDN Magazine 
May 12, 1983 


Understand your application 
in choosing NOVRAM, EEPROM 


Examining how NOVRAMs and EEPROMs serve various applications illustrates 
the memory devices’ capabilities and simplifies device selection. 


Richard Orlando, Xicor Inc 


If your system design calls for electrically erasable 
nonvolatile data storage, you can simplify the selection 
of semiconductor memory for that task by choosing 
from among four basic types—NOVRAM, EEPROM, 
EAROM and battery-backed CMOS RAM. Assuming 
that you’ve examined the system-level tradeoffs among 
these memory types (EDN, April 14, pg 135) and have 
narrowed your choice to the first two, use the 
information presented here to understand the detailed 
tradeoffs and design considerations underlying 
NOVRAM and EEPROM use. In some application 
classes, either memory type functions adequately; in 
others, you have a clearcut choice. And in still others, 
consider taking advantage of both—an approach that 
often results in cost reductions and enhanced features. 


NOVRAMs use multiple technologies 


First, however, understand how each memory type 
works. Nonvolatile static RAM (NOVRAM) combines 
two memory technologies on one monolithic chip. In Fig 
1, the NOVRAM shown contains 1k bits of static RAM 
and 1k bits of electrically erasable PROM (EEPROM). 
The device comprises cells that in turn each contain one 
cell of each memory type, rather than housing two 
separate memory arrays (see box, “Anatomy of a 
NOVRAM cell”). 

In this NOVRAM, data gets read and written exactly 
as in a standard static RAM. In addition, the Store 
signal transfers each RAM cell’s data into a shadow- 
ing EEPROM cell; EEPROM-stored data gets reloaded 
into the RAM via the Recall signal. Note that the 
EEPROM-cell portion is accessible only through the 
RAM portion. 

One of this device type’s most powerful features is its 
ability to transfer the entire RAM contents into 


nonvolatile storage in one operation, initiated by 
bringing the TTL-compatible Store LOW. The opera- 
tion takes less than 10 msec, and once data is stored in 
this manner, only another store operation can alter 
it—even if the chip loses power. 

Generating Store in the event of a power failure 
therefore saves the RAM contents, subject only to 
power remaining on the chip for the next 10 msec. RAM 
data can also be changed without disturbing the 
shadowing EEPROM, allowing the system. to manipu- 
late two separate groups of data. 


EEPROMs offer greater density, fewer features 
EEPROM, your other major memory choice, resem- 
bles UV-erasable EPROM. Unlike EPROM, however, it 
can be written electrically in circuit; it needs no prior 
erasure by exposure to ultraviolet radiation. 
First-generation EEPROMs are merely electrically 
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Fig 1—Nonvolatile static RAM (NOVRAM) is organized so 
that each static-RAM bit is overlaid on a bit of nonvolatile 
electrically erasable PROM (EEPROM). 


7-78 


Careful analysis simplifies 
the EEPROM vs NOVRAM choice 


alterable ROMs (EAROMs). They’re reprogrammable 
only after an entire memory array (or at least one page) 
is electrically erased. Similarly, second-generation 
devices require erasure of individual bytes before 
programming. Third-generation EEPROMs, however, 
automatically and internally erase a to-be-written byte 
as part of the write cycle; they also contain much of the 
required voltage-generating and pulse-shaping func- 
tions on chip. 

Two examples of third-generation EEPROMs cur- 
rently in production are the Intel 2817 and the Seeq 
5213. The 2817 latches the data to be written and 
eliminates the need for prewrite erasure. However, it 
requires an external high-voltage supply as well as a 
timing capacitor for deriving internal timing signals. 


TABLE 1—EEPROM/NOVRAM COMPARISONS 


NOVRAM 
(X2212) 


EEPROM 
(X2816A) 


16,384 
$23.00 
$0.0014 


1024 
$9.00 
$0.0088 


Density (bits) 
Price (1k level) 
Cost/bit 


The 5213 generates the high voltage on chip but 

requires external latches that hold the data and address 

valid during erase and write operations. 
Fourth-generation EEPROMs are characterized by 


Anatomy of a NOVRAM cell 


NOVRAM-cell operation depends 
on a phenomenon termed Fowler- 
Nordheim tunneling. In the 
NOVRAM, a layer of oxide iso- 
lates a gate from an underlying 
section of polysilicon. Applying a 


cell is programmed or erased 
during a store cycle. 

Capacitance ratios are the key 
to the data transfer from RAM to 
EEPROM. If node N, is LOW, Q, 
is turned off, allowing the junction 
between capacitors C3; and C, to 


float. Because the combined ca- 
pacitance of C3 and C, is larger 
than Cp, the floating gate follows 
the Store-node voltage. When the 
voltage on the floating gate is 
sufficiently high, electrons tunnel 
from POLY, to POLY2, and the 


large positive voltage to this float- 


ing gate while holding the underly- 
ing polysilicon near ground pro- 
grams the gate. 

Specifically, electrons attracted 
to the floating gate’s significantly BIT 
higher potential tunnel across the 
separating oxide. As a result, the 
floating gate acquires a net nega- 
tive charge from the tunneled 
electrons. 

The cell is erased in a similar 
manner: The floating gate is held 
at a low potential while the poten- 
tial of the top polysilicon layer is 
raised; the electrons then tunnel 
across the oxide from the floating 
gate to the neighboring polysilicon 
sandwich. 

The EEPROM technology em- 
ployed in Xicor’s NOVRAM uses a 
3-layer polysilicon sandwich that, 
when coupled with a 6-transistor 
static-RAM cell, results in the = 
NOVRAM circuit shown in Fig A. 
The state of the static-RAM cell 
determines whether the EEPROM 
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Fig A—A NOVRAM cell consists of two sections: a 6-transistor RAM and a shadowing 
2-transistor EEPROM. 
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on-chip generation of all high-voltage and wave-shaping 
functions in addition to their use of on-chip latches and 
self-timing features. Their byte-write requirements are 
identical to those of static RAM except that the 
EEPROM write cycle, once initiated by normal static- 
RAM timings, takes as long as 10 msec. Once a 
byte-write operation begins, the EEPROM is self 
supporting, freeing the processor and all external 
circuitry for other tasks. Read timing to the EEPROM 
is identical to that of a standard EPROM, RAM or 
ROM. 

An important feature of a fourth-generation 
EEPROM is its compatibility with currently used 
RAM, EPROM and ROM. An EPROM- or ROM-based 
system needs only an additional Write Enable line to 


each socket to provide retrofitting for EEPROM. This 
control line allows the changing of data tables and 
program store without removing the component from 
the system, as required with EPROMs. 


Choosing between NOVRAM and EEPROMs 


Many application requirements can be satisfied by 
either of the two memory types. However, note that 
although NOVRAM is the most versatile in terms of 
features and capabilities, the price you pay for its 
greater intelligence is increased cell size. 

Specifically, a fourth-generation EEPROM’s cell is 
small and simple, allowing much higher density storage 
than in a NOVRAM. The EEPROM is also more 
efficient as memory-array area increases, thanks to the 


gate becomes 
charged. 

If node N, is HIGH, Q, turns on, 
grounding the junction between 
C3; and Cy. C3, larger than Ce, 
holds the floating gate near 
ground when the Store node gets 
pulled HIGH. This action creates a 
sufficiently large field between 
POLY. and POLY; to tunnel elec- 
trons away from the floating gate, 
leaving it with a positive charge. 

The recall operation also de- 
pends on capacitance ratios. Cz is 
larger than C,. When the cell 
receives the external Recall com- 
mand, the internal power supply 
(Vcca) first goes LOW to equalize 
the voltages on N; and Nz. When 
Vcca iS allowed to rise, the node 
with the lighter capacitive load 
rises more rapidly. The flip flop’s 
gain causes the lightly loaded 
node to latch HIGH and the oppo- 
site side to latch LOW. If the 
floating gate has a positive 
charge, C2 is connected to Nz 
through Qs, and Nz latches LOW. 
If the floating gate has a negative 
charge, Q, gets turned off and N, 
experiences the heavier loading. 

A major task in the development 
of the NOVRAM was to reduce the 
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Fig B—A 32-stage charge pump internally generates a NOVRAM's high Store voltage, 
allowing the device's NOVRAM and EEPROM sections to operate from 5V. 


amplitude and simplify the wave- 
form of external voltages needed 
for programming or erasure. Earli- 
er devices required carefully 
shaped pulses with amplitudes 
exceeding 20V. 

The first step in the cell design 
was to reduce the internal voltage 
level presented to the cell to 
initiate electron tunneling. The 
voltage magnitude required for 
programming a floating gate is 
related to the intensity of the 
electric field generated at the 
oxide-polysilicon interface by that 
voltage. 

Electric-field strength at the ox- 
ide-polysilicon interface can be 
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increased by using an extremely 
thin oxide, on the order of 100A. A 
second technique uses textured 
polysilicon to locally enhance the 
field at the surface and achieve 
Fowler-Nordheim tunneling. It 
achieves better data retention. 

Once the internal voltage-level 
requirement was reduced, a key 
achievement in device design was 
the on-chip generation of the high- 
voltage pulses needed to program 
or erase an individual cell. A 
Store-voltage generator (Fig B) 
provides the solution; it uses a 
32-stage capacitor/transistor 
charge pump. 


Each NOVRAM cell combines 
RAM and EEPROM 


TABLE 2—EEPROM/NOVRAM 
DATA-CAPTURE SPEEDS 


NOVRAM 
(X2212) 


EEPROM 
(X2816A) 


256 x 1 SeC 256 x 10 msec 
10 msec 0 
10.26 msec 2.56 sec 


Byte-Write Time 
Store Time 
Total Time 


decrease in the relative proportion of support-circuitry 
area required. Therefore, EEPROMs are more likely to 
be the device of choice if your application needs large 
amounts of memory. 

The larger cell size and more extensive on-chip 
support that gives NOVRAM its added capabilities also 
results in a higher cost per bit, which might not be 
justified in applications that don’t require all of a 
NOVRAM’s features. Consider, for example, the 
cost-per-bit comparison between the X2212 256 x4-bit 
NOVRAM and the X2816A 2kx8-bit EEPROM (Table 
1): NOVRAM cost per bit is more than six times 
greater than that of EEPROM. 

However, cost-per-bit ratios can be deceiving for 
systems requiring a minimum amount of nonvolatile 
memory. Lower density nonvolatile memories often are 
more cost effective in a NOVRAM configuration. The 
smallest NOVRAM currently available, the 64x4 
X2210, is also the least expensive 5V device. 

Another selection factor to consider is the required 
write time. An EEPROM requires a relatively long 
write time (10 msec/byte max), while NOVRAM write 


ADDRESS 
DECODE 


POWER FAIL 


ADDRESS 


a pet 


time is that of a typical static RAM. Therefore, 
NOVRAMs are more suited for applications requiring 
frequent memory-data changes, while EEPROMs most 
suit applications calling for infrequent memory writes. 

A NOVRAM is also better suited to data-capture 
applications. Table 2 compares two 256x4-bit 
NOVRAMs organized in a byte-wide configuration with 
a 2kx8 EEPROM in terms of the time needed to store 
256 bytes of information. These times assume a 
1-ysec/byte max processor write-cycle time. You can 
see that the NOVRAM’s single-store operation makes it 
much faster. A NOVRAM system can update and store 
10,000 bytes of data in the time needed to store two 
bytes of EEPROM information. 

Another important NOVRAM feature is the device’s 
ability to initiate and complete a nonvolatile store of 
data under external-signal control. This feature can be 
a key decision criterion in real-time applications such as 
power-fail re-entrant systems. 


Both types serve power-fail-tolerant controllers 


As noted, however, many applications can profitably 
use either device type. One common application in this 
class centers on retaining important system informa- 
tion in the event of a power loss. In most systems, 
power failures require reinitialization of the entire 
system, necessitating the temporary loss of system 
operation. In real-time control applications, this loss of 
control can cause expensive and sometimes dangerous 
failures of the process or equipment being controlled. 

Such an application’s main requirement is therefore 
some type of nonvolatile storage upon power failure. A 
prime consideration in this type of environment is the 
storage of a fixed amount of data upon receipt of an 
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Fig 2—1n this controller, a NOVRAM retains the P state in the event of a power failure. 
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Fig 3—A power-failure-tolerant controller's 6809-.P assembly-language routines handle both failure store and recovery. 
NOVRAM handles the stack and other temporary storage. 
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NOVRAM doubles as 
bootstrap and global memory 


external Power Fail signal. You can use an EEPROM 
for this purpose if the processor has sufficient time to 
recognize the power failure and respond by writing the 
data into memory. Otherwise, a NOVRAM is the 
device of choice because it captures data in one 
nonvolatile store operation. 

Fig 2 shows a simple controller that uses a NOVRAM 
to retain the state of a pP in the event of a power 
failure. The Power Fail signal generates a pP inter- 
rupt, and the NOVRAM stores the contents of all RAM 
including the pP stack. 

Upon interrupt acknowledgement, the wP registers 
are pushed onto the stack as program control branches 
to the interrupt routine (Fig 3). The routine writes the 
current stack pointer and a test byte to the NOVRAM, 
signifying that a power failure has occurred, and then 
generates a Store signal. The power supply is designed 
to ensure that the Vc level remains above 4.5V for 10 
msec after it generates the Power Fail signal. 

Once power is restored, the Power-On Reset signal 
generates a Recall signal to the NOVRAM. The 
power-on routine in the »P checks the state of the test 
byte to see if a process was interrupted by a power 
failure. If so, the stack pointer gets loaded with the 
address of the saved processor state, a return from 
interrupt is executed, and the process resumes. 


NOVRAM stores terminal configurations 

An application in which NOVRAM is the device of 
choice lies in the storage of terminal-configuration 
information, consisting of such parameters as baud 
rate, data format and parity method. The conventional 
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approach to this task (Fig 4) stores data in DIP 
switches on a pe board somewhere in the terminal; the 
user must have a terminal manual handy for decoding 
switch settings to change any of the preset features. 
One alternative uses menu-driven configuration 


modés to set the terminal and a NOVRAM to store the 


terminal-configuration parameters. The user can easily 
change the configuration information for specific tasks 
and retain this data until the terminal loses power. 

Upon power-up, a set of predefined default parame- 
ters stored in the NOVRAM’s EEPROM section goes to 
RAM, and the terminal is configured. The NOVRAM 
also allows the user to change default parameters for 
subsequent sessions by transferring the modified RAM 
data to EEPROM—in either a general or privileged 
user environment. The NOVRAM’s ability to manipu- 
late two sets of data proves important here because the 
terminal software operates on the data in the 
NOVRAM’s RAM section, regardless of whether the 
terminal is in the default configuration or a user- 
entered one. 

In Fig 4’s conventional approach, an 8-section DIP 
switch holds the configuration information. If a switch 
position is open, the pull-up resistor causes a ONE to 
appear at the buffer input; a closed switch denotes a 
ZERO. Decoding the buffer’s address and reading the 
data provides the switch information. If the system 
needs more than eight bits, the design requires 
additional switches, resistors, buffers and logic. 

If a block of memory addresses is reserved for 
configuration information, the granularity of the ad- 
dress decoding increases with the number of DIP 


REFRESH 
RAM AND 
CONTROL 


DECODE 


KEYBOARD 
AND 


ADDRES. 
DECODE ie) 


POWER-ON RESET 


Fig 4—A conventional terminal contiguration uses an 8-section DIP switch to program the terminal's operating parameters. 
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In-system data modifications make 


EEPROMs more versatile than EPROMs 


Switches required. And you can change the default data 
only by altering individual switch positions. 

The NOVRAM implementation of this system (Fig 5) 
permits the storage of 1k bits of configuration informa- 
tion in one 18-pin X2212. If you reserve an 8k 
memory-address block for configuration storage, the 
NOVRAM requires only a single chip-select decode. 
The only restriction in this arrangement is that four 
parameter bits get read simultaneously, rather than 
eight. Note that storing the same amount of informa- 
tion using the conventional approach calls for 128 DIP 
switches and octal buffers, 1024 resistors and sufficient 
address decoding to provide 128 separate locations 
within the 8k field—an address granularity of 64. 

A terminal user employs the keyboard to enter 
operational parameters into the NOVRAM. The user 
enters a configuration mode when the terminal is in the 
off-line or local mode. A menu display shows the 
current terminal configuration; the user moves the 
cursor and/or strikes a control key to alter the current 
values. Once the configuration is established, the user 
exits the configuration mode, and the terminal operates 
according to the new parameters. The user can also 
change the default parameters by entering a control 
signal that places the new configuration mode in the 
NOVRAM’s EEPROM section. 

In this application, very few terminals would ever 
require the NOVRAM’s full storage capacity for 
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Fig 5—Replacing a DIP switch with a NOVRAM results in 
greater versatility for programming terminal operating parameters. 
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configuration information. You could therefore employ 
the unused portion to store other operational and 
maintenance parameters. 


NOVRAM loader provides reusable memory 


A system that employs a bootstrap loader during 
initialization is another prime NOVRAM application 
candidate. Examples of such applications include sin- 
gle-chip Cs operating in external-memory modes and 
full-blown systems requiring the maximum allowable 
memory space. A common approach to this require- 
ment stores the bootstrap program in ROM or EPROM. 
However, the program occupies memory space that 
might be used for other purposes during system 
operation. Because most initialization routines use a 
relatively small amount of memory space, this approach 
can be particularly wasteful in space-limited systems. 

As an alternative, you can preprogram the bootstrap 
into the EEPROM section of a NOVRAM. Upon reset, 
the system generates a Recall signal to the NOVRAM, 
loading the bootstrap into RAM. The bootstrap pro- 
gram executes, and the NOVRAM RAM section then 
becomes free for other uses. This design feature even 
allows bootstrap-program alteration via external con- 
trol for servicing or software updates. 

Fig 6 shows a simple disk-oriented system that uses 
NOVRAM as a bootstrap memory. After booting, the 
NOVRAM becomes a global RAM. The device—and 
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Fig 6—This disk-oriented system uses two NOVRAMs as 
bootstrap memory. Once loading is complete, the NOVRAM 
functions as global RAM. 
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Fig 7—A 6502-P assembly-language boot routine is located temporarily in NOVRAM, which forms the highest 256 bytes of 
memory in this system. 
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Use EEPROM if data changes 
are byte size and infrequent 


hence the bootstrap routine—is in the highest memory 
segment so it can hold all the interrupt vectors. uPs 
such as the 6502 and 6800 use these locations for reset 
and interrupt pointers. 

In the bootstrap program (Fig 7), the reset vector 
for the 6502 »P points to the boot routine. Fig 6’s two 
NOVRAMs reside in the highest 256 bytes of the 
address map. Upon power-up, the NOVRAM’s 
EEPROM section gets loaded into the device’s RAM 
section. The »P then initializes the stack pointer, and 
the DMA controller begins a data transfer from the 
disk. A test byte gets set to show that a boot process is 
under way. 

Once the DMA transfer begins, the iP loops until an 
interrupt signifies that the operation is complete. The 
P vectors to the interrupt-handling routine, which 
determines if a valid DMA has occurred. If an error has 
occurred, the program causes a jump to location 
Program, where the first byte of the loaded program 
resides. The NOVRAM RAM is then free for general 
use. Note that you must take care not to accidentally 
overwrite the interrupt and reset vectors, located in 
the highest memory locations. 


EEPROM stores controller parameters 


Turn now to some applications in which an EEPROM 
is the device of choice. One such task is the storage of 
coefficients in PID (proportional integral-differential) 
controllers. 

Modern control applications such as the PID algo- 
rithm are characterized by two basic qualities. First, 
they are computationally intense. Second, their ability 
to precisely control a set condition is based on their 
knowledge of the effects of their outputs. This knowl- 
edge results from deriving the various controller 
coefficients via calculations: Each controller output 
must be calculated with reference to the previously 
defined term. 

If a PID system loses power, it must resynthesize all 
data before it approaches the level of performance 
exhibited before the power loss. The data tables for 
each control task are fairly large and require a 
substantial amount of memory. Therefore, a controller 
might use EEPROM for algorithm-coefficient storage. 

Note also that most PID-controller deviations result 
from the sensitivity of the system’s sensors as well as 
the response time and accuracy of the control outputs. 
These variables might change in a particular unit but 
are usually the same when power returns to the 
controller; they need only be updated occasionally as 
the system runs. An EEPROM’s slow write time and 
fast read time make it ideally suited for this infrequent- 
write application. 

Finally, note that parameters stored in EEPROM are 
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Fig 8—A self-learning video game uses EEPROM to 
change difficulty levels after play is completed. 


available to the system whenever it’s running— 
whether programmed into the system during initializa- 
tion or resulting from previous system operation. An 
EEPROM implementation of such a system thus results 
in shorter system-interrupt recovery time as well as 
self-recalibration upon component replacement. 


Self-learning video games use EEPROMs 


Another potential EEPROM application centers on 
the storage of self-teaching or self-modifying code, 
through which a process or algorithm can tailor itself 
based on the results of previous executions. Such 
applications are characterized by updates to program 
storage, which usually occur relatively infrequently. 
This high read-to-write ratio of memory access, as well 
as the densities required in the program store. 
generally dictate an EEPROM implementation. 

An example of this application category is a self- 
learning video game (Fig 8). Such a game’s success 
depends largely on its ability to keep a player 
interested by continually increasing the level of chal- 
lenge after repeated plays. 

At the end of a certain period (Fig 9), the game 
analyzes the scores and modifies its program (including 
timing loops and difficulty factors) to present a more 
complex play to the next group of players. The learning 
algorithm also makes the game easier to play under 


certain conditions, preventing unwarranted increases make the game progressively more difficult to play. 
in difficulty. These routines get bypassed in the initial program 
The initial game code includes several routines that execution by always-executable branch instructions. At 
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Fig 9—Written in 6809-».P assembly language, this self-learning video-game program changes branch instructions based on 
previously obtained scores. 
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EEPROM and NOVRAM 
could team up in some cases 


the end of each play, the system determines from the 
score whether to make the algorithm more difficult. If 
So, it eliminates some of the branches around difficult 
parts of the game software. A simple table stores all of 
these branches. Other features, including speed param- 
eters and energy levels, can also be stored to make the 
game more difficult as scores improve. Storing them in 
EEPROM provides the additional advantage of easy 
updates and changes in the basic table. 


EEPROM and NOVRAM team up 


As a final example, consider how you might combine 
EEPROM and NOVRAM in an automobile navigational 
system that could direct a driver to a location within a 
specific city or area. Proponents of this approach 
envision beacons located throughout an area, notifying 
each in-car computer of the car’s current location. 
Provided with this information, a local electronic map 
and the desired destination, the computer would direct 
the driver along the most efficient route. 

Data-storage requirements would be extensive, im- 
plying the use of EEPROM. After all, the system must 
not only be programmed with a map of the area roads 
but must also be able to select between many possible 
alternatives based upon continuously changing factors 
such as time of day and known construction areas. 
Using EEPROM would allow the car’s driver to load the 
navigational computer upon entering a location such as 
a filling station. 

A NOVRAM would also prove critical to this 
application. It would contain rapidly changing current 
information, which would get transferred to the 
NOVRAM’s EEPROM section upon reaching a destina- 
tion. The approach allows power removal from the 
system while the car is parked, eliminating battery 


SYSTEM 
ROM 


ADDRESS 


Salen 5 ares 5 na C45 


‘RESET 


POWER-ON RESET 


—_—_ 


RECALL 
NOVRAM 
CURRENT-LOCATION 
STORAGE 


J 


SYSTEM 
RAM 


MEMORY 


LOCATION 
DETECTION 
RECEIVER 


drain. Restarting the vehicle would transfer the 
current data from the NOVRAM’s EEPROM section 
back to its RAM section. 

Fig 10 shows how the hardware could be implement- 
ed. Map information, stored in EEPROM, gets changed 
as necessary via the map-download controller, a serial 
interface over which the data is transmitted. The 
transmission rate is low because the map data is 
written into EEPROM, which specs a slow write cycle. 

The system has two main interfaces—to the driver 
and to the vehicle. The former consists of a keyboard 
for input and a CRT for display of the map and other 
information. The latter receives data such as mileage 
and speed so that the system can monitor the driver’s 
progress along a given route. EDN 
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Fig 10—A hypothetical automobile navigational system uses EEPROM to store extensive map information and NOVRAM to 


handle rapidly changing current-location information. 
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ELECTRONICS IN DESIGN 


Non-volatile memories 


keep appliances 
out of the dark 


Richard Orlando, Xicor Inc., Milpitas, CA 


Appliance design has undergone a 
revolution in recent years. The 
advent of the low-cost, single-chip 
microcomputer has opened many 
applications for these small comput- 
ers in the appliance market. Initial 
applications were based upon new 
types of appliances where digital 
control was a necessity. Today one 
sees even the venerable “white 
goods” using single-chip microcom- 
puters to add features and capabili- 
ties to the end products. With this 
migration to digital control, a need 
for non-volatile memory has devel- 
oped, and many new non-volatile 
memory devices have been made 
available to the designer. 
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Appliance control applications 
have gone through an orderly 
evolution. The design methods of 
the past used electromechanical 
devices, such as switches, relays, 
mechanical timers and, of course, 
wafer switches. The requirements of 
older appliances could be easily 
satisfied by these devices. Washing 
machines, for example, using multi- 
plane wafer switches driven by a 
simple timer could initiate, time and 
terminate the different cycles of the 
laundry washing process. And the 
electronic range allowed simple 
electromechanical timing of a cook- 
ing cycle. 

Since the appliance industry has 
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been subject to the whims and 
attitudes of the consumer, the 
desired capabilities of appliances 
have grown as a function of added 
features. A simple example is the 
evolution of the home stove control- 
ler: first, accurate control over 
cooking temperature, then the 
ability to turn off the oven after a 
programmed time, and, finally, the 
complete programmable oven ‘that 
not only turns itself off after a 
programmed time has elapsed, but 
also initiates the cooking cycle at a 
certain time of day. 

The increased capabilities of the 
appliances coupled with the availa- 
bility of low-cost, single-chip micro- 
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computers has led to the final step in 
the evolution, that of full digital 
control. The use of the microcom- 
puter as a control mechanism allows 
the designer increased flexibility, 
reliability and precision in the 
control process, not easily attainable 
with the older design methods. 
Decreased development costs are 
also possible since a flexible digital 
controller can be used in a variety of 
different products, or models of the 
same product. 

Microcomputer designs were not 
free of their own unique problems, 
however. The microcomputer inter- 
face required to perform the actual 
control functions was somewhat 
complex. New issues had to be 
addressed in terms of product 
reliability, since the semiconductor 
devices introduced different failure 
modes than those exhibited by 
electromechanical devices. The mi- 
crocomputer also had a major 
disadvantage over prior design 
techniques due to its inherent 
volatile nature: when the power was 
removed from the appliance, the 
microcomputer not only stopped 
functioning, it lost any data it had 
maintained based upon the current 
State of the system. 

One advantage that the older 
electromechanical timers possessed 
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was that if the power went off to the 
appliance, the control system would 
maintain the state it was in when the 
power was interrupted. When the 
power was restored to the appliance, 
it would continue from where it left 
off. One can easily appreciate the 
irritation of a homemaker who, 
having left a roast in the oven, 
returns from errands to find that it 
had not resumed cooking after a 
blackout. 

Emergence of non-volatility 

With many appliance designs, 
there is a definite need to prevent 
such untoward situations. Some type 
of non-volatility is a necessity in 
appliance design. Since the cost of 
the appliance is a great concern, this 
non-volatility must be cost-effective. 
One of the earlier approaches was 
that of battery backup on the 
microcomputer itself, or on a 
separate CMOS memory in the 
system. The disadvantages of this 
approach are based simply on the 
limitations of batteries and the cost 
of implementation. Unfortunately, 
there were not many alternatives 
until now. 

The past five years have seen a 
remarkable evolution in the emer- 
gence of semiconductor non-volatile 
memories. Unlike the battery back- 
up of the data in either on-board or 
external RAM, these devices were 
able to retain data without the 
external power, in a manner similar 
to that of an EPROM. The main 
difference between these devices and 
the EPROM was their ability to be 
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“rewritter in-circuit, as opposed to 
being removed from the circuit, 
erased, and then “reprogrammed” 
before they were put back into the 
circuit. 

Unfortunately, these early devices 
were expensive and difficult to use. 
They required multiple ‘“program- 
ming” voltages, extensive support 
circuitry, and were quite unreliable. 
These devices, for the most part, 
were organized for microprocessor 
“bus” applications, and as such 
required too many Vo lines for 
efficient interfacing to single-chip 
microcomputers, where Vo lines are 
a precious commodity. 

The development of Sv floating- 
gate, NMOS non-volatile memories 
eliminated many of the disadvantag- 
es of semiconductor non-volatile 
devices. These devices not only 
decreased the support circuitry 
required for their use, but increased 
the reliability of the devices. 
Unfortunately, these devices were 
also designed for ‘‘bus”’ applications 
and were relatively expensive due to 
their large densities (>1k bits). A 
need was recognized in the appliance 
and other industries for an inexpen- 
sive and reliable non-volatile memo- 
ry designed exclusively for interfac- 
ing to single-chip microcomputers. 

The Xicor X2444 answers this need. 
The device is a low-cost 16 x 16 
non-volatile static RAM (NOVRAM for 
short) which features serial interface 
designed for interfacing to a 
single-chip microcomputer with a 
minimum requirement for both V/o 
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lines and software. Housed in an 
eight-pin mini-pip, the X2444 pro- 
vides inexpensive non-volatile data 
storage for both operational and 
configuration parameters. Its low 
cost (less than $4.00 in unit 
quantities) makes it the least 
expensive non-volatile storage on the 
market, even rivalling the pip switch 
in unit cost, while providing the 
equivalent of 32 pip switches in terms 
of data capacity. 

The NOVRAM concept 

The NovraM idea is not new. Xicor 
invented this type of memory more 
than three years ago. The concept is 
quite simple. Figure 1 shows a block 
diagram of the X2444. It consists of a 
256-bit (16 < 16) static RAM with a 
256-bit 5v E’PROM array overlaid bit 
for bit in a “shadow” type manner. 
Two signals, STORE and RECALL, 
control the transfer of data between 
the E2PROM array and the static RAM. 
The store function replicates the 
data which is currently in the RAM 
into the non-volatile E’PROM array. In 
a similar manner, the RECALL 
function transfers the non-volatile 
data in the E°PROM array into the RAM. 
One can see that by simply 
performing a STORE during power 
failure, the data is then retained in 
the non-volatile E’PROM , and can be 
restored to the RAM using the RECALL 
once power is returned to the 
system. 

The X2444’s serial interface method 
is ideal for microcomputer applica- 
tions. Figure 2 shows the pinout and 
signal designation for the X2444. The 
four-line serial interface consists of a 
Chip Select (cs), a Serial Clock (sc), 
a Data In (p1) line, and a Data Out 
(po) line. The Data In and Data Out 
timings are designed to allow the 
implementation of a single Serial 
Data line by typing both Data In and 
Data Out to a single V/o line from the 
microcomputer, reducing the W/o 
lines to three. All data transfer to 
and from the X2444 are performed 
over this serial interface by either 
synchronous 8-bit instructions or 
16-bit data operations. The X2444 has 
two external pins, STORE and RECALL, 
for performing the non-volatile 


operations via hardware control in 
the event of power failure. The x2444 
also includes distinct sTORE and 
RECALL instructions over the serial 
interface to allow only software 
control over the non-volatile opera- 
tions. 

The serial interface is accom- 
plished using discrete “‘bit-banging”’ 
from the single-chip micro. An 
instruction is performed by loading 
an accumulator with the proper bit 
pattern, and shifting it out through 
an Vo line while toggling the serial 
clock low and then high again 
between each bit. 

The software for this interface is 
simple, and an example of a 6801 
implementation is shown in Figure 3. 
The software assumes that the 2444 
is connected to bits 0, 1, 2 and 3 of 
the 6801 /o Port 1. The interconnect 
between the 6801 and the X2444 is 
shown in Figure 4. The three main 
parts of the software segment are 
three subroutines, SHIFTIN, SHIFTOUT 
and DRIVE. The SHIFTOUT routine 
takes the eight bits of data in the A 
accumulator, and shifts it out 
through Bit 1 of Port 1. Between 
each data bit output the clock is 
toggled. This routine is used for 
either instruction or data output to 
the X2444. 

The sHIFTIN subroutine gives the 
x2444 eight clock cycles, and shifts 
the data from the X2444 into the A 
accumulator. This routine is used 
only in the READ instruction. The 
DRIVE subroutine actually provides 
the driver to interpret the desired 
operation and issue the proper 
sequence of commands to the X2444. 
It should be noted that this sample 
interface uses the software- 
controlled sTORE and RECALL com- 
mands and leaves the X2444 STORE 
and RECALL inputs tied to Vcc. 

E.g. . . . microwave oven controller 

One of the newest appliances in 
the consumer environment is the 
microwave oven. This also proves to 
be an ideal example for the 
application of a non-volatile memo- 
ry. 

The microwave oven started with 
a control mechanism which was no 
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more than the simple electrome- 
chanical timer borrowed from elec- 
tric ranges. Since the microwave 
oven cooks in times which are 
orders-of-magnitude faster than a 
conventional stove, it became appar- 
ent that an accurate and precise 
control mechanism was needed. The 
microwave was one of the first 
appliances to embrace full digital 
control using a single-chip micro- 
computer. 

Figure 5 shows a typical micro- 
wave oven control system based 
upon the 6801 microcomputer. The 
user interface includes a keyboard, 
alarm and display, while the oven 
interface includes the magnetron 
control, door interlock, and an 
optional temperature probe. Non- 
volatile memory has been added to 
the system design through the use of 
an X2444. The interface method to 
the 6801 and the driving software are 
similar to that above. The key 
difference to note is the addition of 
an external signal to drive the STORE 
input. This allows the controller to 
automatically store the data in the 
RAM into the E’PROM upon Power- 
Failure. The circuitry in the power 
supply senses a loss of power by 
monitoring either the ac or unregu- 
lated dc levels. Once a power failure 
has been detected, the power supply 
circuitry pulls the STORE input low. 
The power supply circuitry need only 
ensure that Vcc is held valid to the 
x2444 for 10 msec, and all of the data 
in the RAM will be stored into the 
E*PROM array. Upon Power-on- 
Reset, the 6801 issues a RECALL 
command to the X2444, and all of the 
data is restored. 

The remainder of the microwave 
control circuitry is fairly standard. A 
4 x 4 keyboard provides an input 
mechanism for the user, while the 
status indicators and display provide 
visual feedback. A two-line magne- 
tron control allows the use of 
variable power levels in the cooking 
process. Timing is performed using 
the 6801’s internal 16-bit timer which 
is driven off the 60-Hz reference 
from the power supply. Standard 
features include a safety door 
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interlock and alarm. Optional fea- 
tures are provisions for a tempera- 
ture probe for magnetron control or 
temperature-based cooking algo- 
rithms. The a-d converter used for 
temperature sensing has a serial 
interface similar to that of the X2444 , 
and is placed on the same serial bus. 
Distinct chip selects enable the x2444 
or the a-d converter to be accessed. 
Many such devices are currently on 
the market including the new 
TLC540 from Texas Instruments. 
The X2444’s non-volatile memory 
serves many functions in this 
application. Frequently used recipes 
or cooking sequences can be stored 
so that the microwave will sequence 
through a complex cooking algo- 
rithm automatically. The X2444’s 
ability to store the data currently in 
the RAM into the E’PRoM is very useful 
here. As the cooking process takes 
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place, the 6801 keeps a copy of the 
preset time and power setting in the 
X2444’s RAM. As cooking time 
elapses, a location in the x2444 is 
updated to show the elapsed time. In 
the event of a power failure, the 
current values of these variables are 
automatically stored into the E’pRoM 
section of the x2444. Once power is 
restored to the microwave, the data 
in the E*PROM is loaded into the RAM 
section of the X2444, and cooking 
continues from where it was 
interrupted. Intelligence can be 
added to the control algorithm to 
compensate for the continued cook- 
ing (due to retained heat) that occurs 
after the power outage. 

The X2444’s unique NovRAM archi- 
tecture makes such an application 
feasible. Since current E’PROM tech- 
nology has limitations on the number 
of times that the non-volatile data 
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can ve changed, one would not want 
to change the contents of the E’PROM 
each time the timer was _incre- 
mented. If one were to use a typical 
EPROM with a write limitation of 
10,000 writes, the device would be 
worn out in a relatively short period 
of time at a write rate of one per 
second. Instead, the x2444 allows the 
system to update the Eprom section 
of the chip only in the event of a 
power failure while using the 
unlimited RAM write capability of the 
X2444 every time the counter value 
changes. 

The X2444’s can also be used for a 
variety of other purposes in micro- 
wave design. As was mentioned 
earlier, one can save development 
time and money if a_ universal 
controller is designed. Many differ- 
ent models could use the same 
controller simply by adding circuitry 
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external to the 6801 microcomputer. 
Configuration information can be 
stored in the X2444 at time of 
manufacture which the 6801 can then 
determine upon Power-on-Reset to 
control the features and functions of 
its particular microwave. Additional 
X2444s can be added on the serial bus 
as user or model options. These 
optional X2444s require only an 
additional chip select, and can be 
used for such features as increased 
recipe storage or operational modes. 
The X2444’s_ non-volatile memory 
also can be used for calibrating the 
temperature probe and storing the 
response time of the magnetron to 
allow quick calibrations or more 
complex and precise temperature- 
control algorithms. 


General applications 

There are many other areas in the 
appliance field which are natural 
applications for the X2444. Since most 
electronic appliance controllers uti- 
lize the single-chip microcomputer, 
the X2444’s serial bus is the ideal 
solution their non-volatile storage 
needs. 

‘‘User-programmable”’ parameters 
such as favorite stations, cooking 
algorithms or preset time-of-day 
events all make the appliances more 
“user-friendly” especially if these 
parameters are retained in the event 
of power loss. System configuration 
parameters can be stored in the x2444 
to allow the design of appliances in a 
modular fashion, substantially re- 
ducing development costs while 


increasing the reliability of each new 
product. System status saved in the 
X2444 in the event of a power failure 
is restored upon Power-On so that 
the system can complete interrupted 
tasks as well as ensure that the 
appliance is left in a safe and stable 
State. 

The availability of the new 5V 
non-volatile memories allows the 
appliance designer to add more 
features and capabilities for a 
minimum cost. Whether it be used 
for power-failure data storage, or as 
user set-up information, the X2444 
will make appliance designs less 
complex, more cost-effective, more 
fault-tolerant, and easier to use. [] 
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SYSTEM DESIGN/ (MOR SYSTEMS 


NONVOLATILE MEMORY 
GIVES NEW LIFE 


TO OLD DESIGNS 


Terminals and other equipment can be made more flexible, 
and product life can be extended by upgrading and 
customizing with NOVRAMs and EEPROMS. 


OO 


by Richard Orlando, xicor inc., miipitas, Calit 


The recent appearance of low cost, 5-V nonvolatile 
memories has led to design applications that can be 
broken into two distinct classes. One class uses non- 
volatile memory to store such data as configuration 
or calibration parameters. This information can be 
updated and then stored in the device for access on 
power-up. The second application uses nonvolatile 
memory for program storage. Here, the nonvola- 
tile memory’s main advantage is that content can 
be updated or changed remotely, rather than by 
device replacement. 

Unfortunately, many end products completed 
prior to the availability of these devices are threat- 
ened by newer designs. The latter take advantage of 
the added flexibility and features afforded by non- 
volatile memory. There are, however, ways to add 
nonvolatile memory to existing designs without a 
major redesign. 

For example, consider the schematic of an intel- 
ligent terminal design, which will be used to illus- 
trate methods that improve the flexibility of almost 
any microprocessor-based design (Fig 1). Here, the 
6800 processor is the source of the ‘‘intelligence’’ in 


Richard Orlando is product marketing manager at Xicor, 
851 Buckeye Ct, Milpitas, CA 95035. He holds a BS in 
computer systems engineering from the University of 
Massachusetts at Amherst. 


the design. The serial communication channel is 
through a 6551 asynchronous communication inter- 
face adapter (ACIA), which features an onchip baud 
rate generator. A 2716 erasable PROM is the program 
store for the 6800, and the two 2114 RAMs provide 
1 Kbyte each of buffer, stack, and parameter 
storage. The keyboard is an ASCll-encoded type 
whose inputs are fed through one port of a 6821 
peripheral interface adapter (PIA). The other port 
of the 6821 receives the dual inline package (DIP) 
switch settings for such user-defined operational 
parameters as baud rate, parity, and protocol 
selections. 

Video control is provided by a 68045 (or 6845) CRT 
controller. The display RAM interface is set up as 
a tightly coupled, shared RAM interface. The timing 
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Fig 1 The original terminal design has dual inline package (DIP) switch settings that must be read by the processor. 
They are then parsed to determine setup parameters invoked from the terminal program contained in the EPROM. 


is such that the CRT controller only accesses the data 
in the display RAM during the bus ‘“‘dead”’ time of 
the 6800. This allows the processor to access the data 
in the display RAM at any time, regardless of the 
state of the CRT controller. The CRT controller can 
access the RAM transparent to the processor, and 
thus can relieve the processor of any access arbitra- 
tion tasks. 


Improving the design 

Although the design serves its initial purpose, 
several areas, which will make it more flexible and 
possibly extend the life of the product, can be 
improved. Intended for use in a variety of applica- 
tions, the original design relies primarily on software 
for its characteristics and ‘‘feature set.’? Simple 
changes to the erasable PROM containing the 6800’s 
software allow such terminal “‘customization.’’ This 
approach is adequate when end-user needs are 
known prior to manufacture. However, if a user 
wants to upgrade an existing terminal, someone must 
perform a costly EPROM change in the field. The 
same penalty applies to the manufacturer who wishes 
to “‘upgrade’’ the software of the existing units in 
the field, in order to increase performance or to 
eliminate possible errors. 

The second area in need of improvement is the 
DIP switch used for the input of user-definable 
Parameters. It creates many manufacturing 
problems, since most DIP switches cannot be 


handled by automated assembly equipment, such as 
insertion machines and wave solderers. Additionally, 
because someone must manually toggle the switch 
through a sequence of positions in order to fully test 
the boards, DIP switches slow down automated 
board testing. Also, to change parameters, a DIP 
switch requires the terminal user to remove an access 
panel and manipulate switch toggles while referring 
to a manual. As the range of user-definable 
Parameters expands to include such features as emu- 
lation modes, the problem becomes even more 
awkward. 

In the example terminal, added features and 
enhancements can be made in two ways. The first 
involves replacing the DIP switch with an X2443 serial 
NOVRAM, which is used to store user-defined setup 
and configuration parameters. The second replaces 
the EPROM with an electrically erasable PROM. 

The NOVRAM, a 256-bit serial device, is organized 
as 16 words of 16 bits each. All communication 
between the device and the processor is done in a 
bit-serial fashion using the data in input, data out 
output, and the synchronous clock lines shown in 
Fig 2. All operations are controlled by the micro- 
processor through the serial interface. Read and 
write operations are executed through the transmis- 
sion of a specific 8-bit instruction code with an 
embedded address of the word to be accessed. In 
the write operation, the processor follows the write 
command with 16 bits of data to be written. In the 
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read operation, the processor supplies the read in- 
struction, and then gives the X2443 16 clock cycles, 
which the device uses to output the data to be read. 
The NOVRAM also includes several non-data types 
of instructions to control the nonvolatile operation 
of the part, the part’s power consumption, and the 
write/store lockout feature. 

The X2443 is designed to interface with single-chip 
microcomputers when the main consideration is 
minimizing 1/O lines and software overhead. This 
device also works well in microprocessor-based 
designs requiring upgrading with minimal design 
changes. It consists of a serial static RAM overlaid 
or ‘‘shadowed’’ bit-for-bit with a 5-V EEPROM 
array, as shown in Fig 2. The execution of a store 
operation, either from the input STORE or by the 
execution of the software store instruction, trans- 
fers the current contents of the SRAM en masse into 
the nonvolatile EEPROM array. In a similar manner, 
the execution of a recall operation, via the RECALL 


input, transfers the contents of the nonvolatile 
EEPROM array into the SRAM array. On power-up, 
the contents of the EEPROM array are automatically 
loaded into the RAM array for a default 
configuration. 

When using the X2443 to replace an existing DIP 
switch, it is advantageous to drop the NOVRAM into 
the existing switch ‘‘footprint.’’ Fig 3 shows the 
simple conversion of the existing site or socket (a) 
to accept the X2443 (b). Four of the eight 6821 1/0 
lines used to read the DIP switch are already mapped 
into pins 1 through 4 of the NOVRAM.These lines 
originally input the current settings of the DIP 
switches, but can be configured through the 6821’s 
data direction register to serve as the three outputs 
and one input needed for interfacing the NOVRAM. 
Since hardware STORE and RECALL signals are not 
needed in this application, they are simply tied to 
Vcc. All nonvolatile operations occur through soft- 
ware control, whose requirements are relatively 


Fig 3 Within both the original DIP interface (a) and the x2443 implementation (b), the interface is serial. Therefore, 


only the clock, enable, data input, and data output lines need to be used. 
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Fig 4 When using a header for a parsing program used 
with the DIP switch configuration, the possible parameters 
are limited to 8 bits, and an elaborate software routine is 
needed to interpret them. 


Se dae ge a eg ee ee 
straightforward (as described). With this software 


in place, the communication between the processor 
and the device simply becomes a series of reads or 
writes to the appropriate serial device locations. 
The original design only allowed eight user- 
definable inputs, since only one DIP switch is used 
in the terminal. The meaning of the various input 
conditions is shown in the DIP switch map portion 
of the program header in Fig 4. Since the single 8-bit 
input is used for so many functions, parsing the input 
byte into the appropriate setup parameters requires 
an extensive piece of code. The problem with this 
implementation is the extensive software required 


to make switch operation straightforward in the 
user’s manual. 

Replacing the DIP switch with the NOVRAM has 
several significant advantages. The 256-bit nonvola- 
tile storage leaves adequate room for storing an 
“‘image”’ of all interface circuit registers. Thus, the 
parsing problem of the DIP switch implementation 
is eliminated. Even the control registers that do not 
need to be user-programmable can benefit from this 
imaging, since they can be changed remotely in the 
field for hardware or software updates. This method 
simplifies field upgrading when compared with the 
usual method of storing these register images in the 
program store ROM or EPROM. 

New images can either be down-loaded remotely 
or loaded through a diagnostic mode using a direct- 
connect RS-232 interface. Examples of where this 
capability is beneficial are numerous, and include 
changing interface protocols, data formats, or other 
hardware, interface, or networking options. 

The use of the device for storing setup parameters 
also allows a more user-friendly operator interface. 
Software in the original design includes routines that 
allow random placement of the cursor or text 
through the use of a ‘‘go to X-Y” routine. It 
becomes a fairly trivial task to implement a menu- 
driven setup mode. After entering a certain escape 
sequence, the user is placed in the configuration 
mode, which presents an English menu. 

The return key increments the cursor position to 
the next setup area where the current setting is 
displayed, and the spacebar key increments that set- 
ting through all possible choices. Once the user has 
set up the parameters for a particular session, 
depressing the escape key writes the current settings 
into the RAM section of the NOVRAM. With this 
operation, the user can set up a temporary configu- 
ration without changing the default parameters in 
the EEPROM section of the NOVRAM. Default set- 
tings are changed only when the user executes a 
certain control sequence (such as control x and 
then the escape). In some applications, it may be 
desirable to allow only certain users to change these 
default parameters before entering a special code. 
iret ie a ee eee 
Replacing the DIP switch with the 


NOVRAM allows increased design 
flexibility, as well as reduced 
manufacturing and testing costs. 


Since the X2443 has a much larger capacity than 
actually needed for this application, the remainder 
of the nonvolatile storage can hold such data as serial 
number of the individual unit, revision level, and 
hardware configuration diagnostic parameters. 
Otherwise, it can be reserved for future expansion. 
The Table shows a sample address map for the 
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device, with the associated data stored in each of 
the 16-bit locations. The end results of replacing the 
DIP switch with the NOVRAM are increased design 
flexibility, as well as reduced manufacturing and 
testing costs. 


Program storage considerations 

The second aspect of improving the terminal 
design involves the program store for the 6800 
microprocessor. The original design uses a 2716 
EEPROM since the software requirements for the 
terminal are not extensive. The feature set of the 
X2816A EEPROM makes the replacement easier be- 
cause EEPROMS of the X2816A generation incor- 
porate high voltage generation, address and data 
latching, and the write-cycle timing circuitry on the 
memory chip. During read operations, the device 
functions just like the 2716 EPROM in its use of chip 
enable (CE) and output enable (OE) signals. During 
a write operation, the X2816A latches the addresses 
on the bus during the high to low transition of the 
write enable (WE) signal, and then latches the data 
to be written on the rising edge of the WE signal. 

The duration of this signal is not important, since 
the EEPROM only uses it to initiate the write cycle; 
the timing for the write operation is generated on- 
chip. The processor needs only to ignore the 
EEPROM for 10 ms during the write cycle, and the 
device does the rest. The latched and self-timed na- 
ture of the X2816A allows it to be placed in a 16-K 
SRAM socket and be read and written with the same 
signals used for the SRAM. 

The read operation of the X2816A is the same as 
that of the 2716 EPROM, so this part of the EEPROM 
operation is of no concern. The only changes 
required to the existing circuitry involve the write 
operation. The first change allows the processor to 
write to the EEPROM, and the second protects the 
EEPROM from unwanted write operations during 
power-up and power-down. 

The memory map for the original design was not 
very full, so only large blocks of the address map 


are decoded for each memory device and I/O chip 
on the bus. The 2716 logically resides at addresses 
F800 through FFFF since the 6800 reset vectors must 
be included. The physical decoding for the 2716 
includes the address range of F000-FFFF since only 
the microprocessor’s two most significant address 
lines Als and Al4 are used for the decoding. 
Since line Al4 is used to drive the OE line of the 
2716, the EPROM is selected whenever A15 is a logi- 
cal one. Possible conflict with the system RAM resid- 
ing at 8000-81FF is avoided by restricting the 
processor’s access to the 2716 in the logical F800-FFFF 
range. Since the processor can now read and write 
to the logical address range of the 2716 socket, the 
CE must also be derived from the Ais and Al4 
address lines. And, since CE is active low and the 
address line is active high, a simple NAND gate will 
suffice (Fig 5). Luckily, an extra NAND gate in the 


Fig 5 The EEPROM control logic uses the processor’s 
high order address lines to map the device into the proper 
address range and enable it at the same time. 
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Fig 6 Address maps for updating EEPROM software are 
kept in EEPROM (a) and copied to RAM (b) when needed. 


design can be used as an inverter. The inverter used 
for the CE is no longer needed, and therefore can 
replace the NAND gate. The inverter on Al4 must 
remain intact since it is used in the 2114 RAM decode 
circuit. 

The WE line for the X2816A EEPROM can be 
derived from the composite RAM write signal used 
for the 2114 RAMs. This signal is the logical OR or 
the R/W output from the 6800 and the Phase 1 clock 
signal. This qualification of the R/W line ensures 
that the addresses are valid on the high to low transi- 
tion of the WE signal. Therefore, they can be latched 
into the EEPROM. This ORing connection also guar- 
antees that the data to be written is valid on the rising 
edge of the composite WE signal. The OE signal on 
the EEPROM can simply be driven from the comple- 
ment of the R/W signal from the processor. This 


technique requires that all accesses to the EEPROM 
be made in the logical address range of F800-FFFF 
to avoid bus contention with the system RAM. 

Discussion of the circuitry needed for the OE 
signal also must include another important issue: 
ensuring that the chip does not experience an 
accidental write cycle during power-up or power- 
down. Even though the chance of CE and WE going 
low during power-up or power-down is rather 
remote, the possibility must be eliminated. 

The EEPROM simplifies write protection by in- 
cluding an onchip voltage sensor that monitors the 
Vcc input level and automatically disables writes 
from occurring when Vcc falls below 3 V. Also, a 
noise filter on the WE input prevents a write from 
being initiated by a low spike. Functional interac- 
tion of the control inputs on the chip allows a low 
level on the OE to disable any write operations 
regardless of the state of the CE and WE inputs. By 
holding OE low while Vcc is between 3 and 4.75 Ne, 
inadvertent write cycles are inhibited. 

The power supply must be modified to generate 
an active low signal whenever Vcc is below a 
specific level. This signal disables the write opera- 
tion during both power-up and power-down. Be- 
Cause this signal is wire-ANDed with the control 
signal driving the OE signal, all writes to the chip 
are disabled when Vcc is below the 4.75-V limit. 


Software modification 

Once hardware changes have been made, in- 
factory modifications and in-field modifications 
must be addressed in order to take full advantage 
of an X2816A. In-factory modifications can be han- 
dled in many ways. If the terminal configuration is 
known at assembly time, the appropriate software 
can be loaded into the EEPROM through the use of 
a standard PROM programmer. However, this 
method does not take full advantage of the features 
of the in-circuit reprogrammability inherent in the 
X2816A. A more advanced approach also makes 
automated board testing easier. 

For example, the EEPROM can be initially 
installed with a diagnostic program for testing the 
completed terminal board with an automated test 
system. Once the board has been tested, the tester 
controls the 6800 processor by holding it in a quies- 
cent state such as reset or halt. The tester then 
assumes control over the terminal bus and writes the 
actual terminal software into the EEPROM. This 
greatly reduces the overhead required to manufac- 
ture a variety of different configurations or 
“‘models”’ on a single assembly line. In-line program- 
ming also allows for the verification of the EEPROM 
write operation and control circuitry. 

The real advantages of the EEPROM surface when 
it comes to modifying software in the field. In this 
case, the terminal is placed in a down-load mode, 
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and the software revision is loaded through the 
RS-232 interface, either from a service **bhox’’ or-re- 
motely via a modem. The X2816A allows the termi- 
nals in the field to be called over phone lines for 
loading new operating software, thereby greatly 
reducing the cost and impact of a software update. 

Although full-featured EEPROMS such as the 
X2816A simplify this task significantly, there remains 
one software issue to be resolved. While the 
EEPROM is performing its internal write cycle, it 1s 
unavailable for further writes or reads. For exam- 
ple, the processor, executing out of a program stored 
in the EEPROM, might perform a write cycle to the 
chip and then fetch the next instruction. Since the 
X2816A is occupied with its internal write cycle, the 
next instruction fetch will yield a high impedance 
bus. The processor will take this data as its next in- 
struction and enter the ‘‘catch fire and die’”’ mode 
of operation. 

To avoid this situation, a very compact routine 
fetches the byte to be written into the EEPROM from 
a given location, writes the byte into the EEPROM, 
and then enters a timing loop to wait the 10-ms 
period required to complete the write. Since the 
RS-232 interface supports full handshaking, there is 
no chance of overrun from the down-loaded data. 
This routine is initially loaded into the EEPROM, but 
it is never executed from this device. Instead, another 


‘““copy to RAM’’ routine copies the routine from 
EEPROM into RAM, from which it is executed. 

Since the terminal has 1 Kbyte of RAM capacity, 
there is ample room for storing such a routine during 
the EEPROM write cycle. Fig 6 shows address maps 
for both the EEPROM (a) and the RAM (b) prior to 
and during the execution of the EEPROM write 
routine. This method works especially well with the 
6800 since its architecture is that of a von Neumann 
machine, and can therefore execute program seg- 
ments out of the memory space reserved for RAM 
data storage. 

In-field terminal upgradeability has two important 
benefits. If the terminal software is upgraded or 
revised after the unit is sold, the new software can 
be added to the existing units in the field at minimal 
cost. This method also eases the addition of optional 
hardware in the field, since the new software sup- 
porting the hardware option can be down-loaded 
instead of replacing the terminal EPROM. 


Reprinted with permission from Computer Design—October 1, 1984 issue. 
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Save volatile 
data during 


power loss 


Save volatile 
data during 


power loss 


Nonvolatile-storage devices give you a 
medium in which to store data during 
power loss. By combining these devices with 
power-sensing circuits and supplying the 
necessary control signals, you can design a 
system that transfers data securely between 
volatile and nonvolatile memory during 
power loss. 


Xicor, Inc. 


To protect volatile data during power loss, you need to 
transfer that data reliably to nonvolatile memory dur- 
ing the transient and return it to RAM after power is 
restored. A system that performs this function includes 
two subsystems. The first reports power status, indi- 
cating when power is lost and when it is restored; the 
second handles the data transfer, using the power- 
status signal to generate the appropriate store and 
retrieve commands. 


Sense power failure 

To transfer data reliably after power loss, a system 
must have enough time to copy data from RAM to 
nonvolatile memory before the supply voltage drops 
below a certain level. The sensing circuit must recog- 


nize the power loss and generate a power-loss signal 
promptly, giving the storage subsystem enough time to 
effect the data transfer. In fact, in some systems, you 
may have to complete your transfer within a single 
write cycle to ensure a reliable transfer. 

Your first step in designing the sensing subsystem is 
to choose a sensing point. You could use the 5V regula- 
tor’s output as a sensing point, but this output will not 
indicate power loss as quickly as will either the ac input 
line to the power supply or the unregulated de voltage 
supplied to the regulator. 

To sense ac loss on the power supply’s ac input line, 
you can monitor either the input or the output to the 
power transformer. If you monitor the transformer’s 
input side, you must electrically decouple the sensing 
circuit’s signal from the system’s de portions (by using 
optoelectronic isolators, for example). If you monitor 


DC SUPPLY 


-— 


NOTE: MINIMUM RELIABLE WRITE VOLTAGE = 4.5V 


Fig 1—The system characterized by this timing diagram must 
detect a power loss early enough to allow it to generate a store pulse 
10 msec before the dc supply drops to 4.5V. 
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+5V SUPPLY 


Q, TO 
INTERRUPT 


Fig 2—This zero-crossing detector monitors power-supply status at 
the transformer’s ac output. The two diodes isolate the detector from 
the main power supply’s unregulated dc bus. 


POWER FAIL 


NOW GOOD 


Fig 3—In a typical pP system that tests for power loss, once the 
processor receives an interrupt indicating a power loss, the system 
initiates a subroutine that tests for a true power loss. The subroutine 
first produces a delay of about 2 msec; then the system looks again at 
the power detector’s output. If that output is still asserted, the system 
decides that the power loss is real and sends a store pulse to the 
nonvolatile RAM. 


the output side, you must isolate the detector circuit 
from the main power supply’s filtered unregulated de 
circuit, because that circuit’s response to a line fault is 
slow. To isolate the circuit, you can use either a 
separate transformer tap or two extra diodes between 
the bridge and the detector. 

Alternatively, you can use the unregulated de voltage 
ahead of the regulator as a sensing point. The regulator 
maintains its regulated output as long as its input 
voltage remains within a certain range. To make sure 
that the system will have time to respond to a power 
loss, you should set your trip point below the normal 
input voltage. This allows you to send your store signal 
early enough to ensure a reliable transfer to nonvolatile 
memory. Consider, for example, the timing diagram in 
Fig 1 and assume that the minimum reliable write 
voltage of the memory in the system it characterizes is 
4.5V. Because this system’s de supply drops to 4.5V 10 
msec after initiation of the store pulse, the system must 
complete a write operation to nonvolatile memory with- 
in this 10-msec period. 


Once you’ve chosen a sensing point, you must choose 
a detector. If you’ve chosen to detect ac loss, consider 
one of the following four methods. The first is a low-cost 
zero-crossing detector (Fig 2), in which two diodes 
isolate the detector circuit from the filter capacitor (Cr) 
that’s ahead of the regulator. When a power loss 
occurs, the full wave’s rectified ac drops to zero, 
inhibiting base current to transistor Q;. This causes Q,’s 
output to go high, thereby generating an interrupt 
signal at point B. 


TO INTERRUPT 


TO INTERRUPT 
TIME DELAY 2 mSEC 


Fig 4—You can connect a detector like this one, (which contains 
optoelectronic isolators with their diodes connected back-to-back) 
directly to the ac line through a resistor (a). The circuit produces an 
output pulse that can interrupt a pP each time the input waveform 
crosses zero, or every 8.3 msec (6). Instead of allowing the sensor to 
interrupt the pP every 8.3 msec, you can feed these pulses first to a 


555 timer that’s configured as a missing-pulse detector. It issues an 
interrupt only when the input pulse train is interrupted (c). 
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When it receives an interrupt, the system initiates a 
subroutine that tests for a true power loss (Fig 3). The 
subroutine delays the store signal for about 2 msec and 
then looks at the detector again. If the output is still 
high, the system decides that the power loss is real, and 
it sends a store pulse to the nonvolatile RAM. Resistor 
R, in Fig 2 limits the transistor base current. 

Capacitor C, is essential in this circuit because it 
filters the power supply’s half-cycle pulses before 
they’re applied to Q;. (If you were to fail to filter these 
pulses, the »P would receive an interrupt signal every 
8.3 msec, whether or not a power loss had occurred. 
Without C,, as much as 25% of your available processor 
time would be spent responding to false interrupts 
generated by the power-loss detector.) The value that 
you choose for C; depends on the power supply’s holdup 
time, the values of R; and R», and the delay that you 
want between the loss of ac and the triggering of the 
store signal. 


Use optoisolators 


The second technique for sensing ac power loss uses 
two optoelectronic isolators between the detector and 
the ac power line (Fig 4a). This technique produces a 
positive output pulse at each zero crossing on the ac 
line, or at 8.3-msec intervals (Fig 4b). The problem 
with Fig 4a’s circuit is that the interrupt signal occu- 
pies the wP’s time while the rest of the system is 
resampling the detector’s output. To solve this prob- 
lem, you can add a missing-pulse detector similar to the 
one shown in Fig 4c. 

A third detector that relies on direct ac-line connec- 
tion uses General Instrument’s MID 400 power-line 
monitor. When you use this device, you need to add 
only two resistors to ensure a clean interrupt signal 


TO INTERRUPT 


Fig 5—To incorporate the MID 400 detector in your sensing 
subsystem, you need to add only two external resistors that you 
connect directly to the ac line. You can control the on and off delays at 
the output by connecting a capacitor across Rp». 


To ensure that you'll be able to transfer 
data reliably from RAM to EEPROM, 
you need to maintain power for at least 10 
msec after a power loss. 


(Fig 5). You can adjust turn-on and turn-off delays by 
adding a capacitor across R». 

The fourth detector (Fig 6) uses a CMOS Schmitt 
trigger as a full-wave, low-voltage, missing-pulse de- 
tector. To avoid latch-up, and possible damage to the 
CMOS circuits, you must make sure that the input 
voltage to the CMOS Schmitt trigger does not exceed 
the 5V supply voltage. You can meet this requirement 
by inserting a resistor between the Schmitt trigger and 
the bridge’s output. To obtain narrow pulse widths 
from the first gate, keep the ac input voltage as high as 
possible. R; and C, determine the output’s delay, which 
must be longer than the first gate’s pulse width. 


Sensing dc power loss 


If you’ve decided to sense dc loss instead of ac loss, 
you don’t have to worry about capacitor delays or 
missing pulses. Consider the sensor in Fig 7a, for 
instance. The sensor generates a negative interrupt 
pulse when it senses dc loss; it uses a zener diode to set 
the trigger point. On one hand, you should set the 


Fig 6—When you use two Schmitt triggers to detect ac loss (a), the 
delay produced by R; and C; must be longer than the first gate’s 
output pulse width. The timing diagram (6) shows the circuit 
waveforms. 
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+5V 
SUPPLY 


R; 


TO INTERRUPT 


TRIP POINT = 10.7V 


+5V 
SUPPLY 


TRIP POINT = 14.3V 


TO INTERRUPT 


+5V 
SUPPLY 


Fig 7—Using zener diodes you can configure a power-supply detec- 
tor circuit to produce either a negative (a) or a positive (b) interrupt 
pulse when the trigger point is reached. You can configure the op amp 
shown in ¢ to produce either a positive or a negative output pulse 


polarity. 


ADDRESS 
DECODE 


POWER-ON RESET 


trigger point as high as possible (to allow the circuit to 
sense the power loss as early as possible). On the other 
hand, you must still set the trigger point low enough to 
fall below the lower boundary of the supply’s upper 
unregulated limit (to prevent false triggering). Re- 
member that the diode’s voltage rating should equal the 
desired trip-point voltage minus the 0.7V base-emitter 
drop. 

In the de detector circuit shown in Fig 7b, when the 
unregulated de voltage drops, a pnp transistor turns on 
and produces a positive pulse. Here, the zener diode’s 
rating is equal to the trip-point voltage minus 5V, plus 
0.7V for the base-emitter drop. 

The circuit in Fig 7c trips when the dc level at Ri’s 
and R,’s junction drops to the zener’s voltage rating. 
You can provide either a positive or a negative inter- 
rupt signal, depending on the operational amplifier’s 
input configuration. 

To ensure that the regulator operates long enough 
to perform a reliable transfer to nonvolatile memory 
once a store pulse is sent, you need to use a large filter 
capacitor. The capacitance depends on the desired trip 
point, the lowest input voltage to the regulator, and the 
load. For example, a system with a 10-msec transfer 
time, a 300-mA load, a 15V trip point, and a minimum 
regulator input of 7V requires a 375-wF capacitor; you 
can derive the capacitor’s value from the equation 
i=Cdv/dt. 

Once you’ve chosen a sensing point and a sensing 
circuit, the next step is to develop a subsystem that 
uses the power-status signal to generate save and 


GENERAL- 
PURPOSE 
V0 


SYSTEM 


Fig 8—This industrial controller's storage architecture uses a NOVRAM as both the volatile and nonvolatile system storage elements. 
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restore signals. These signals tell the storage subsys- 
tem to transfer data from RAM to nonvolatile memory 
during power loss and return data to RAM after power 
has been restored. 

The type of system you design will depend largely on 
the type of nonvolatile storage that you plan to use with 
that system. For instance, you could use battery- 
backed RAM, or you could use a NOVRAM like the one 
used in the industrial controller shown in Fig 8. The 
industrial-controller design takes advantage of the non- 
volatile RAM’s ability to transfer data between RAM 
and EEPROM in a 10-msec single write cycle (see box, 
“NOVRAM architecture”). 

The nonvolatile RAM provides both the system stor- 
age (RAM portion) and the nonvolatile program stor- 
age (EEPROM portion) for power losses. The »P 
supplies a low-going TTL store signal (100-nsee min 
duration) to the nonvolatile RAM’s store input. During 
the 10 msec that the nonvolatile RAM requires to 
complete its data transfer, you must keep the power 
supply’s voltage within the specified operating toler- 


Monitoring the ac line in front of the 
matin supply’s power transformer gives you 
the fastest warning of a power loss. 


ance. Once the system initiates a store cycle, the store 
cycle can’t be terminated. 

When the system loses power, the sensor sends a 
power-failure-detection interrupt to the wP. Once the 
processor acknowledges the interrupt, it branches to an 
interrupt routine that writes the current stack pointer 
and a test byte to the nonvolatile RAM (to signify that a 
power failure has occurred) and generates a store 
signal. The power supply holds Vcc above 4.5V for 10 
msec after it generates the power-fail signal. During 
the store operation, the nonvolatile RAM I/O lines 
maintain high impedance, allowing the »P to complete 
other tasks. After the system completes a store opera- 
tion, it must drive the store input high before perform- 
ing subsequent store operations. 

When power is restored, the power-on-reset routine 
sends a recall signal to the nonvolatile RAM. The 
routine in the »P then checks the nonvolatile RAM’s 
test byte to see if the previous process had been 
interrupted by a power failure. If so, the processor 
saves the current processor state and loads the address 
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NOVRAM architecture 


A NOVRAM (nonvolatile RAM) 
is a memory device comprising a 
static RAM overlaid bit for bit 
with an EEPROM (electrically 
erasable programmable ROM). 
A typical nonvolatile RAM, the 
Xicor X2212, contains 2k bits or- 
ganized as a conventional 1k- 
byte static RAM overlaid with a 
1k-byte EEPROM. 

The operation of the RAM 
portion is identical to that of 
other static RAMs. However, in 
addition to CS (chip select) and 
WE (write enable) pins, nonvol- 
atile RAMs also have store and 
recall pins that control data 
transfers between the RAM and 
EEPROM. Because the pulse 
widths of the control and data 
inputs are less than 450 nsec, 
most wP-based systems don’t re- 
quire wait states during the data 
transfers. 


A store operation transfers 
the entire RAM contents to the 
EEPROM in a single 10-msec 
write cycle. After the NOVRAM 
completes the store operation, 
the original data will reside in 
both the RAM and the EE- 
PROM. 

The NOVRAM uses a recall 
operation to transfer data in the 
EEPROM to the RAM, replac- 
ing the RAM’s prior content. In- 
stead of moving data on a word- 
by-word basis, store and recall 
operations transfer the entire 
content of the memory simulta- 
neously. 

NOVRAMs don’t require high- 
voltage pulses or high-voltage 
supplies: The devices operate 
from a single 5V power source 
and have no battery backup. All 
inputs and outputs are TTL 
compatible. The RAM portion’s 


cycle time is 300 nsec, and the 
common data input/output is 4 
bits wide. 


On-chip protection 


A built-in Vcc sensor protects 
the NOVRAM from spurious sig- 
nals often initiated during pow- 
er-up and power-down. The sen- 
sor establishes a threshold 
supply voltage of 3V. When the 
supply voltage falls below 3V, 
store operations to the EE- 
PROM and write operations to the 
nonvolatile RAM are blocked. 

A noise filter built into the 
EEPROM prevents glitches on 
the WE line from initiating a 
write cycle. This filter makes 
the device ignore pulses of less 
than 20 nsec so that noise spikes 
will not be interpreted as write 
commands. 
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An alternative to monitoring ac power at 
the power transformer is monitoring the 
unregulated dc power to the regulator. 


SYSTEM 
STORE 


WE 


POWER 
STATUS 


Fig 9—By NANDing the store, WE, and power-status signals you 
can protect the NOVRAM from false store commands. In _ this 
configuration, all three inputs must be true for a store operation to 
occur. 


(OR ARRAY RECALL) 


CE OR WE (OR STORE) 


Fig 10—In a hold-low protection scheme (a), a nonvolatile memo- 
ry’s array-recall pin is pulled to logical zero when the supply voltage 
falls below 5V. In hold-high protection (b), when power is lost, either 
the WE or CE pins are held high. 


of the saved processor state onto the stack. It then 
executes a return from interrupt and resumes the 
previously interrupted process. 


Beware false commands 


One of the biggest obstacles you'll face in deriving 
reliable store and save signals will be to avoid false 
store commands. Because most ».P-based systems don’t 
operate in ideal environments, they often generate 
false signals during power-ups, power-downs, brown- 
outs, and power failures. However, these signals are 
generally nonperiodic in nature, so the system usually 
recognizes them as by-products of a faulty memory 
device and disregards them. 

Sometimes, however, these signals are periodic and 
turn out to be unintended write/store commands. After 
a system reset, for example, the »P’s erratic behavior 
may cause the registers that usually contain the system 
information to contain false write-store commands in- 
stead. Therefore, when the system addresses those 
registers, those registers issue a false store command. 

You can use several system techniques to avoid these 
errant commands. (For a discussion of on-chip protec- 
tion features, see box, “NOVRAM architecture.”) One 
technique for protecting the NOVRAM from errant 
commands takes advantage of the fact that even though 
most »Ps can issue spurious addresses, they don’t 
usually issue false write commands. By ANDing the 
system write command with the system store com- 
mand, you can make sure that the nonvolatile RAM will 
respond to a store signal only during a write cycle. 

Nevertheless, glitches can still appear at the store 
pin during power up, even if no write command is 
received at any of the 3-state TTL gate inputs. One way 
to solve this problem is to use an open-collector NAND 
gate, one of whose inputs indicates the power supply’s 
status (Fig 9). This method ensures that the store pin’s 
voltage follows the power supply’s voltage as the volt- 
age increases. 

If you hold one NAND gate’s open-collector input 
low, the output transistor is turned off. Pulling the 
gate’s output voltage to the nonvolatile RAM’s power 
supply through a pullup resistor ensures that the 
output follows the power supply with no glitches. You 
can also use the power supply’s status signal to hold the 
recall pin low and the store pin high. This technique 
gives you better control over the nonvolatile RAM 
because it uses two conditions to prevent an inadver- 
tent store operation. All you need to do is to connect the 
status signal directly to the recall pin. 
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Two additional methods of preventing unintentional 
nonvolatile data changes during power transitions are 
hold-low and hold-high protection. When you use hold- 
low protection (Fig 10a), the array recall pin is pulled 
to logical zero whenever the supply voltage falls below 
the 5V—10% threshold. The Intersil ICL8211, an 8-pin 
miniature DIP, provides the voltage reference and 
gives a zero output whenever the supply falls below its 
threshold. When the sensed voltage rises above the 
selected threshold, the device produces a logical one. 

(Fig 10b) gives an example of hold-high protection. 
ICL8211 keeps the voltage on the nonvolatile RAM’s 
store pin (or the WE or CE pins) near the power 
supply’s voltage level. This blocks the low pin voltage 
that’s necessary for a write or store operation. 

The power-supply output that ICL8211 senses is a 
sawtooth waveform. ICL8211’s output is a logical 1 
while the supply output is above 4.5 volts. Below 3V, 
the nonvolatile RAM’s internal protection circuitry 
prevents inadvertent writes or stores. In the critical 
unprotected range between 3 and 4.5V, ICL8211 pro- 
vides a zero output to prevent writes or stores. 


An alternative to ICL8211 in these applications is the 
SGS L487. The SGS L487 is a 500-mA precision 5V 
voltage regulator that includes an open-collector power- 
on/power-off reset output pin that protects nonvolatile 
memory the same way the ICL8211 does. 

Other schemes that protect systems from inadver- 
tent store operations employ jumpers, cables, and 
Switches. You transmit the store signal through a 
jumper or switch that you hold open unless you're 
changing data in the EEPROM. During normal opera- 
tion, the only component attached to the store pin is a 
resistor to the power supply. EDN 
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THICK OXIDE BEATS THIN FILM 
IN BUILDING BIG EEPROMS 


TECHNOLOGY TO WATCH 


THICK OXIDE BEATS THIN FILM 
IN BUILDING BIG EEPROMS 


MAY 12,1986 


XICOR USES IT TO SOLVE 3-D SCALING PROBLEMS IN 256-K CHIPS 


y abandoning the ge 
conventional _ thin- 
film route to fabri- 
cating high-density 
electrically erasable 
programmable read-only mem- 
ories, Xicor Inc. may have 
overcome the problems that 
have kept the parts from 
climbing above the 64-K densi- 
ty level. The Milpitas, Calif., 
company employed a conserva- 
tive 2-um process and standard 
off-the-shelf 5 stepper litho- 
graphic equipment to build a 
256-K EEPROM. 

The key to doing this was 
the use of a thick oxide and a 
unique triple-polysilicon float- 
ing-gate cell, says William 
Owen, Xicor’s vice president of 
research and development. The 
process is inherently more reli- 
able and easier to scale to sub- 
micron dimensions, he claims, 
although it was more difficult 
for the Xicor engineers to mas- 
ter. They were less familiar | 
with it than with the thin-oxide | 
double-poly technology derived 
from EPROM manufacture. a 

Conventionally used thin-ox- | 


ide floating gates are relative- 1.SMALL DIE. Equivalent in size to many thin-oxide 64-K parts, 
ly easy to manufacture, but Xicor’s 256-K EEPROM die measures about 64,000 mils2. 


cannot be scaled down easily 
without introducing significant reliability problems. This un- 
pleasant consequence of the laws of physics is one reason 
many EEPROM houses are having difficulty moving to densi- 
ties beyond 64-K to the 256-K level. To do so requires pushing 
minimum line widths on the oxides down to 1 um using 
advanced photolithography. 

“The problem with scaling EEPROMs lies in the fact that it 
is necessary to scale in three dimensions—in the vertical as 
well as horizontal directions,’ says Owen. “To achieve 256-K 
densities, not only must thin-oxide EEPROMs be scaled from 2 
or 3 wm down to 1 to 1.5 wm in the horizontal direction, but 
from 90 to 100 A down to about 70 to 80 A in the vertical 
direction.” To achieve similar densities in its 256-K EEPROM, 
Xicor found it necessary only to scale down from 3 to 2 um 


TECHNOLOGY TO WATCH 12s a regular feature of Electron- 
ics that provides readers with exclusive, in-depth reports on 
important technical innovations from companies around 
the world. It covers significant technology, processes, and 
developments incorporated in major new products. 


yq horizontally and from 600 to 
4 800 A down to 400 A vertically. 
The thick oxide enabled Xi- 
es cor’s designers to form a basic 
EEPROM cell with a triple-poly 
structure that puts the pro- 
gramming portion atop the 
erase mechanism. This result- 
ed in horizontal cell dimensions 
smaller than the thin-oxide 
structure. 

Another factor in the small- 
er size was the use of a propri- 
etary textured thick-oxide sur- 
face on the programming ele- 
ments. The textured surface’s 
electrical potential per unit 
area is greater than conven- 
tionally used smooth surfaces, 
producing cells that are inher- 
ently smaller than comparable 
thin-oxide cells, but with the 
same effect. The oxide can be 
shaved off without affecting 
cell reliability, making vertical 
scaling relatively easy. 

The first 256-K EEPROM 
fabricated with the 2-um pro- 
cess is the 32-K-by-8-bit n-MOS 
X28256. It features a chip area 
of about 64,000 mils? (Fig. 1), 
equal in size to many thin-ox- 
ide 64-K parts fabricated using 
1.5-um design rules, and half 
the size of thin-oxide 256-K EE- 
PROMs designed with 1- to 1.2-um geometries. Soon to follow 
will be a CMOS version, the X28C256. Both parts feature 150- 
ns access times and support 64-byte page-write operations. A 
write cycle takes 31 us per byte, enabling the entire memory 
to be written in less than 1 second. 

In Xicor’s triple-poly cell (Fig. 2), the floating gate sits 
between the upper and lower poly layers, forming the thick- 
oxide tunnel structures for erasure and programming. Com- 
pared with the 80- to 120-um? cells of conventional 1-um thin- 
oxide designs, the electrically erasable cell in Xicor’s 2-um 
256-K parts measure only 68 ym’. 

The programming tunnel mechanism occurs between the 
first and second floating-gate poly layers; the erase tunneling 
action occurs between the second and third (Fig. 3, left). As 
in the thin-oxide approach, a selection transistor isolates the 
selected cell on a column while a capacitor develops, through 
capacitive coupling, enough voltage across a tunneling device 
to make electrons tunnel on and off the floating gate. This 
voltage is sensed by a MOS transistor, whose gate is formed 
by the second poly layer. 
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2. TRIPLE POLY. Key to the small die area is a unique triple-poly floating-gate cell. The gate, 
between the upper and lower poly layers, performs erasure and programming. 


Because capacitance increases linearly as oxide thickness de- 
creases, tunnel devices made with very thin oxides—80 to 100 
A thick—rate 5 to 10 times higher than tunnel devices made 
with 500- to 800-A-thick oxides. Consequently, cells using thin 
oxide have to push photolithography requirements to the limit 
of available equipment and processes in order to make the thin- 
oxide tunneling devices as small as possible. The coupling ca- 
pacitor, which must be made from a thicker, nontunneling 
oxide, ends up relatively large to obtain efficient coupling. 

In contrast, thick-oxide tunnel devices inherently have very 
low capacitance. Therefore they can be made with reasonable 
feature sizes and still produce a small cell with good coupling- 
capacitor efficiency. Since the feature sizes used in the tunnel 
devices are compatible with the lithography requirements of 
the rest of the cell, they can be readily scaled down as ad- 
vances in lithography technologies become available for 
manufacturing. 

What makes this structure work is its surface, which Xicor 
describes as textured with hillocks (Fig. 3, right). Also called 
asperities, these odd-looking features were at first considered 
an undesirable side effect of MOS processing, and occur be- 
cause oxidation progresses faster along some crystal direc- 
tions than others. Because crystal orientation is random in 
deposited poly, there are points on the surface of an integrat- 
ed circuit where oxide growth is enforced. The temperature of 
the oxide controls the size and shape of the hillocks. 

Through the use of carefully designed and controlled fabri- 


COLUMN 


cation techniques, Xicor exploits this phe- 
nomenon to build EEPROM transistors 
using thicker silicon dioxide layers that 
can still discharge the floating gate. Be- 
cause the oxidation is a well controlled 
step, the properties of the emitters are 
exceptionally regular. They are shaped so 
that the electric field increases at the 
crest of the hills, substantially enhancing 
the emission of electrons. 

The poly electrodes are separated by 
oxide layers about 500 to 800 A thick. 
Without the hillocks, Xicor says, 100 V 
would need to be applied to produce effec- 
tive tunnel current. With the textured 
surfaces, the voltage required for tunnel- 
ing is only 10 to 20 V, low enough to be 
generated easily on chip with an internal 
charge-pump circuit. 

The coupling capacitor’s size also con- 
tributes to the smaller cell area. To induce tunneling, the 
floating-gate voltage is raised or lowered through capacitive 
coupling to a bias-voltage supply. To avoid excessively high 
bias voltages, efficient coupling to the floating gate must be 
achieved by making the coupling capacitance much higher 
than all other floating-gate capacitances combined. These oth- 
er capacitances include that of the MOS sense transistor, and 
especially that of the tunnel devices. 

To electrically program a cell, electrons must tunnel onto 
the floating gate. In Xicor’s triple-poly enhanced-emission cell, 
this is accomplished by applying a bias voltage to the coupling 
capacitor to capacitively pull the floating gate high and devel- 
op a voltage across the program tunneling device. When this 
voltage reaches the tunnel voltage, electrons tunnel from the 
first poly level’s surface through the programming device to 
the second-level floating gate. When the applied voltages are 
brought back to normal reading levels, the programmed float- 
ing gate carries a negative voltage because of the extra elec- 
trons on it. When read, the MOS floating-gate sense transistor 
is turned off by the negative voltage and a 0 is produced at 
the EEPROM’s output. 

To electrically erase a cell, electrons must tunnel off the 
floating gate. In Xicor’s triple-poly cell, this is done by capaci- 
tively coupling the second poly level’s floating gate low while 
the third poly level’s word line, which forms the other end of 
the erase tunneling device, is brought high. When the voltage 
across the erase tunneling device reaches the tunnel voltage, 
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3. TUNNELS AND TEXTURE. In Xicor’s cell design, programming by tunneling action occurs between layers 1 and 2 and erasure between layers 
2 and 3 (left). The thick-oxide cell approach uses a “‘textured”’ floating gate surface to enhance electron emission. 
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electrons tunnel from the second poly floating gate to the 
third poly word line. When the applied voltages are brought 
back to normal reading levels, this erased floating gate has a 
net positive voltage because of the lack of electrons on its 
surface. When read, the MOS floating-gate sense transistor is 
turned on by this positive voltage and a 1 is produced at the 
EEPROM’s output. 

Other advantages of the thick-oxide approach, says Owen, 
include improved data retention and endurance, or the number 
of data changes a nonvolatile memory can sustain before the 
first bit fails. Because the floating gates in the Xicor design 
are completely surrounded by thick thermal oxides, similar to 
an EPROM, data retention is excellent even at very high 
temperatures. “In fact, the only way retention can be mea- 
sured on the thick-oxide devices is by subjecting them to 
temperatures over 300°C for several weeks,’ Owen says. “If 
these measurements are extrapolated, the typical retention 
for a Xicor EEPROM is more than 2 million years at 125°C.” 
But for the record, the company is much more conservative, 
guaranteeing data retention of only 100 years at 125°C. 

The data-retention advantages of the textured thick-oxide 


maximum read voltage, a textured surface requires a lower 
programming voltage than a planar thin-oxide structure, lead- 
ing to better scaling. 

With regard to endurance, recent data on Xicor’s EEPROMs 
indicates an expected failure-in-time rate of 0.015% per 1,000 
hours, or 150 FIT, in systems requiring 10,000 data changes 
per byte over a 10-year period, says Owen. “Thus for many 
applications, the endurance-related fallout is actually similar 
to or lower than other semiconductor-related failure rates.” 

To achieve 1-Mb densities, Owen believes that although it 
will require moving to l-um geometries horizontally, only a 
few “tens of angstroms” reduction will be necessary in the 
vertical direction. ‘In thin-oxide EEPROMs, this is a reduction 
of 10% to 15% down to the operational limits of the floating- 
gate mechanism,” he says. By comparison, Xicor’s thick-oxide 
approach requires a reduction on the order of a few percent- 
age points. “Moreover, the scaling is well within the limits of 
the Xicor cell design,” he says. “As a matter of fact, we think 
we can continue to scale for several generations before we 
run into any of the problems our competitors are running into 
with thin-oxide EEPROMs.” O 


approach are retained—or 
even improved—as devices 
are scaled, he says. This is 
due to the fact that lower 
programming voltages are 
needed in order to scale the 
memory properly, so isolation 
widths and device channel 
lengths can be reduced in 
both the memory array and 
in the peripheral circuitry. 
However, for a typical part, 
which stores data in 3 ms 
and must retain it for 10 
years, the tunneling current 
under storage and reading 
conditions must be reduced 
by at least 10! than under 
programming conditions be- 
cause the retention time is 
1071 times longer than the 
storage time. 

For planar nontextured 
tunneling structures, this is a 
difficult design constraint be- 
cause the slope of the cur- 
rent voltage curve—that is, 
the relationship between the 
current and voltage of the 
tunneling device—is fixed. 
This means that the maxi- 
mum allowable read voltage 
drops with the programming 
voltage on a volt-for-volt ba- 
sis, not proportionately. 

On the other hand, a tex- 
tured-surface tunneling 
structure has a much steeper 
current-voltage curve; that is, 
for each increment of change 
in one voltage, there is an 
amplified increment of 
change in the other. In addi- 
tion, the curve is not fixed, 
which means the relationship 
between the current and volt- 
age can be tailored to yield 
steeper curves if necessary. 


This means that for a given 


XICOR: FROM LONG SHOT TO LEADER 


Life is sweet these days for 
Raphael Klein, Julius Blank, 
William Owen III, and Wal- 
lace E. Tehon, who all helped 
found Xicor Ine. in 1978. But 
they can recall the time when 
the Milpitas, Calif., compa- 
ny’s chance of survival was 
considered a long shot. 

“The problem was that few 
in the industry thought we 
had a technological edge ex- 
cept us,” says Owen, vice 
president of research and de- 
velopment. “There was Intel 
Corp., with its thin-oxide ap- 
proach to fabricating electri- 
cally erasable programmable 
read-only memories, and 
there was Xicor, with the 
thick-oxide approach. Every- 
body seemed to be going the 
thin-oxide route.” All that is 
changing now. 

First of all, it is becoming 
clear that the company is at 
least a generation ahead of 
its competition with its thick- 
oxide approach. While every- 
one else is pushing to l-um 
geometries to achieve 256-K 
products, Xicor is coasting 
along with a relatively con- 
servative 2 um to achieve the 
same density. 

Second, thin-oxide advocate 
Intel has entered into a long- 
term agreement with Xicor 
for joint development of ad- 
vanced EEPROMs. The deal 
also calls for mutual second- 
sourcing of EEPROMs and 
related products. As part of 
the agreement with Intel, Xi- 
cor has received $6.5 million 
and may receive an additional 


Se 


COMING UP ROSES. The commitment to thick-oxide EEPROMs finally 


starts paying off for Xicor Inc.'s Tchon (left), Blank, Klein, and Owen. 


$500,000 as well as a $10 mil- 
lion lease guarantee. 

Third, the company contin- 
ues to dominate the market it 
created, 5-V-only EEPROMs. 
Sales have grown from $2.8 
million in 1982 to $39 million 
in 1984. Estimates for 1986 
range as high as $53 million. 

Finally, Xicor had profit- 
able operations during all 
four quarters of 1984 plus Q1 
of 1985. It owns about 50% 
of the market for 5-V EE- 
PROMs and Novrams, static 
random-aecess memories 
backed by nonvolatile EE- 
PROM cells. 

Klein, now chief financial 
officer and chairman of the 
board, is a graduate physicist 
from the Israeli Institute of 
Technology and performed in 
a variety of technical man- 
agement positions at Fair- 
child, Intel, Monolithic Memo- 
ries, and National Semicon- 
ductor before starting Xicor 
as its first president. He 


holds two patents. 

Owen, who joined the com- 
pany to direct its develop- 
ment of advanced memories 
in 1978, holds an MS in elec- 
trical engineering and previ- 
ously worked at Intel. As a 
process engineer and senior 
design manager, he was _ in- 
volved in the development 
and design of Intel’s HMOS 
memory products. 

Strategic planning vice 
president Tchon, who joined 
Xicor to aid in the develop- 
ment of its initial memories, 
is now principally involved ia | 
business planning, patent ac- 
tivity, and investor relations. 
With an MS in physics, Tchon 
holds 10 patents. Before Xi- 
cor, he held engineering pos- 
tions at Honeywell Informa- 
tion Systems and Intel. 

Blank, one of the original 
eight founders of Fairchild 
Semiconductor Corp. in 1957, 
has been a member of the Xi- 
cor board of directors since 
its founding. 
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SOLID-STATE POTENTIOMETER 


RICHARD PALM 
Applications Engineer 
Xicor Inc. 

Milpitas, CA 


2 agents play a vital role 
in circuit design, yet they have a 


number of problems. Their settings 
can change when exposed to vibra- 
tion. They are difficult to use with 
automatic insertion and soldering 
equipment. And trimming must be 
done by hand. 

A solid state potentiometer 
solves these problems. Packaged in 
an eight-pin minidip, an electrically 
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erasable (E”) device called the 
X9MME digitally controls re- 
sistance trimming. The device has 
three-wire TTL control and oper- 
ates from a standard 5-V power 
supply. Packaged in the dip is a 
99-resistor array. Tap points are 
between the resistive elements and 
at the ends of the array. A tap point 
can be connected to the wiper out- 
put Vy. 

Because the resistive elements 
are all equal, each has %9 the total 
resistance of the array. In a voltage 
divider application, moving the 
wiper up or down the array pro- 
duces a linear output on Vy, witha 
resolution of 1%. 

The tap point on the array is 
selected with three TTL inputs on 
the digital portion of the device. 
These inputs control a seven-bit 
up/down counter. To move the 
wiper tap point, the “chip select” 
line must be activated (CS = 
LOW), the wiper direction selected 
(U/D, up = HIGH, down = LOW), 
and a clock pulse provided to the 
INC input. Counter output is de- 
coded to select one of 100 tap 
points. 

Mechanical potentiometers es- 
sentially have a nonvolatile mem- 
ory; resistance does not change 
until the wiper is moved. In the 
X9MMBE, seven bits of nonvolatile 
E” memory retain the resistance 
value. When the device is de- 
selected after a wiper position 
change, the counter output is 
stored in memory. If power is re- 
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moved and subsequently restored, 
the nonvolatile memory contents 
are transferred to the counter and 
the last stored wiper position de- 
coded. Wiper position retention is 
100 years. 

The manufacturing and test cost 
of equipment produced in high vol- 
umes can be reduced when solid 
state pots are used. Because auto- 
matic insertion equipment can 
be used, the device is soldered and 
cleaned just like other electronic 
components. This eliminates spe- 
cial handling and cleaning steps. 
During board testing, automatic 


test equipment (ATE) can check 
the device and set wiper position. 
Hand operations are reduced, and 
the cost of supplemental test 
equipment is eliminated. 

Operator convenience can also 
be of prime concern in circuit de- 
sign. If the equipment operator or 
field technician must access the 
pot to make adjustments, the de- 
sign process is complicated. The 
X9OMME, in contrast, can be 
placed anywhere in the circuit and 
still be controlled through key- 
boards or a microprocessor. 

As an example of how circuitry 
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can be simplified, consider a hy- 
pothetical car radio system. Con- 
trol might be by miniature rocker 
switches mounted on the steering 
wheel. The switch sense and 7-bit 
parallel-in-serial-out circuit could 
be implemented in either discrete 
TTL circuits or as a standard cell 
or programmable logic device. The 
microcontroller interface would be 
two wires, one for the shift clock 
and another for the interrupt and 
data transfer. The microcontroller 
actuates off/on, AM/FM selection, 
and tuning. Six port lines control 
volume, bass, treble and balance. @ 


input 1 Input 2 
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1K X2201A Product Bit Map 1024 x 1 Bit 


Nonvolatile Static RAM 


On the following pages are individual device bit maps. 
These bit maps are supplied to aid in the development 
of test programs. 
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Each Square Equals One Bit. 
Address to XY Key 
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256 Bit X2210 Product Bit Map 64 x 4 Bit 


Nonvolatile Static RAM 
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1K X2212 Product Bit Map 256 x 4 Bit 
jj}. 
Nonvolatile Static RAM 
1/O 1/0 
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1K X2001 Product Bit Map 128 x 8 Bit 
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Nonvolatile Static RAM 
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4K X2004 Product Bit Map 512 x 8 Bit 
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Nonvolatile Static RAM 
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912 x 8 Bit 


X2404 Product Bit Map 
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RELIABILITY 
REPORT 


By John Caywood 
and Reliability Engineering Staff 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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INTRODUCTION 


This report is an accumulation of reliability test- 
ing data taken on the Xicor X2210 and X2212 
NOVRAM memories. In these memories, each 
memory bit integrates one bit of static RAM and one 
bit of electrically erasable-programmable ROM 
(E2PROM) into one cell. The controls STORE and 
RECALL cause the data to be transferred in parallel 
from all RAM bits into the associated E2PROM bits 
and back again. These devices, which exemplify 
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X2201A 
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Figure 1: X2201A, X2210, and X2212 pin assignment drawings. 
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Xicor’s innovative technology, require only a 5V 
power supply and TTL level signals for all opera- 
tions, including STORE and RECALL. Both devices 
employ the same design and processes and are or- 
ganized 64 x 4 and 256 x 4 for the X2210 and 
X2212, respectively. Figure 1 shows the pinout for 
the two parts, as well as for the X2201A (1K x 1) 
NOVRAM. Figure 2 shows the logic diagram. The bit 
maps for the three devices shown in Figures 3-5 
illustrate the physical location of the various ad- 
dress bits. 
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Figure 2: Functional diagram of X2212 memory. 
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Figure 5: X2212 physical address map. 
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TECHNOLOGY 


Xicor NOVRAM memories store their nonvolatile 
data on electrically isolated polysilicon gates. These 
gates are islands of polysilicon surrounded by about 
800A of SiOo, one of the best insulators known. 
This is similar to the structure used in UV light eras- 
able PROMs (UVEPROMs). 

Electrons once trapped on the floating (isolated) 
gates will remain there unless they receive a large 
energy input from an outside source (e.g., an ultravi- 
olet photon in the case of UVEPROMs), or until a 
sufficiently high electric field is applied to distort the 
energy bands sufficiently to allow Fowler-Nordheim 
tunneling to occur.1 

Fowler-Nordheim tunneling, which will be dis- 
cussed in more detail later in this report, is the 
mechanism employed to charge and discharge the 
floating storage gate of Xicor’s NOVRAM memories. 
The storage gate is formed in the second of three 
layers of polysilicon as illustrated in Figure 6. Elec- 
trons move to the floating gate by tunneling from 
POLY 1 to POLY 2. When the high fields which are 
used to cause the desired tunneling are not present, 
the electrons remain trapped on POLY 2. 

As Figure 6 illustrates, the NOVRAM memory cell 
is a conventional six transistor static RAM cell to 
which a floating gate E?PROM cell containing two 
transistors has been added. During the normal 
READ/WRITE operations, memory array power 
supply (Vcca) is fixed at the positive supply level 
(nominally 5V) and the Internal Store Voltage is 
fixed at ground. Only the six transistors of the static 


WORD 
LINE 


Veca 


INTERNAL 
STORE VOLTAGE 


RAM cell are effective and the operation is exactly 
that of a conventional six transistor static RAM. 

The RECALL operation depends on capacitance 
ratios. The value of Co in Figure 6 is larger than that 
of C;. When the external RECALL command is re- 
ceived, the memory array power supply (Vcca) is 
initially pulled low to equalize the voltages on nodes 
Nz; and No. These nodes equalize quickly to Vcca 
through the depletion transistors Q1 and Qs. When 
Vcca is then allowed to rise, the node with the light- 
er capacitive loading will rise more quickly and turn 
on the pull down transistor on the opposing side, 
which will keep the more slowly rising node clamped 
low. If the floating gate is charged positively, Qg is 
turned on, which connects Co to No. Thus Ny, which 
is loaded by the smaller capacitor Cj, rises more 
rapidly, causing the latch to set with Ny high and No 
low. If the floating gate is charged negatively, Qg is 
turned off, which isolates Co from No and allows No 
to rise more rapidly than Nj. Thus the latch is set 
with No high and N; low. During the RECALL opera- 
tion the Internal Store Voltage remains at ground. 

The STORE operation also utilizes capacitance 
differences to transfer data from RAM to E2PROM. 
When node Ny is low, transistor Q7 is turned off. 
This allows the junction between capacitors CC» 
and CCz3 to float. Since the combined capacitance 
of CC2 and CCz is larger than that of Cp, the capaci- 
tor between POLY 1 and POLY 2, the floating gate 
follows the potential of the Internal Store Voltage. 
Thus when the Internal Store Voltage becomes high 
(several times Vcc), a sufficient field exists between 
POLY 1 and POLY 2 to cause electron tunneling 
and the floating gate is charged negatively. 
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Figure 6: Schematic diagram of an NOVRAM memory cell showing how a standard six-transistor static RAM cell is merged with a floating gate 


E2PROM cell. 


When node N, is high, transistor Q7 is turned on 
which grounds the junction between CCo and CCsz. 
Since the capacitance of CCo is larger than that of 
Ce, the capacitor formed between POLY 2 and 
POLY 3, CCo holds the floating gate near ground 
when the Internal Store Voltage goes high. In this 
case the high field exists between POLY 2 and 
POLY 3 and electrons tunnel from POLY 2 to 
POLY 3, which discharges the floating gate. 

The Internal Store Voltage is at ground except 
during the STORE operation. Moreover, during the 
STORE operation all bits are stored simultaneously, 
which is possible because the RAM bit associated 
with each E2PROM bit acts as a data latch. 


TUNNELING PHYSICS 


Because the innovative aspects of NOVRAM and 
E2PROM memories revolve around the nonvolatile 
storage procedure, it seems appropriate to discuss 
the storage phenomenon in more detail. As men- 
tioned previously, the storage occurs via a tunneling 
mechanism first described by Fowler and Nordheim 
in 1928 and subsequently named after them.! The 
basic idea is illustrated in Figure 7. The energy dif- 
ference between the conduction and valence bands 
in Si is about 1.1eV; the energy difference between 
those bands in SiOo, is approximately 9eV. When 
the two materials are joined, the conduction band in 
SiOo is 3.25eV above that in Si. The differences in 
valence band energies is even larger (approximately 
4eV). Since the thermal energy of an electron aver- 
ages only 0.025eV at room temperature, the 
chances of an electron in silicon gaining enough 
thermal energy to surmount the barrier and enter 
the conduction band in SiO»s is exceedingly small. 
This case is illustrated in Figure 7. 


Si SiO, Si sid, 


CONDUCTION 


VALENCE { 
BAND 
47. 
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Figure 7: Energy band diagrams of the Si/SiO2 system in the neutral state 
(a), and during the store operation (b). 
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Fowler and Nordheim pointed out that in the pres- 
ence of a high electric field, the energy bands will 
be distorted as illustrated in Figure 7b. Under these 
conditions there is a small but finite probability that 
an electron in the conduction band in the silicon will 
tunnel through the energy barrier and emerge in the 
conduction band of the SiOz, as illustrated in Figure 
7a. 

Fowler-Nordheim emission was observed early in 
this century for the case of electrons being emitted 
from metals into vacuum, and in 1969 Lenzlinger 
and Snow observed this phenomenon for the Si- 
SiO> system.2 The Fowler-Nordheim current. in- 
creases exponentially with applied field and be- 
comes readily observable (i.e., J ~ 10-6 A/cm2) 
for the Si-SiO. system in which the Si surface is 
smooth for fields on the order of 10 MV/cm. 

It has been known for some time that “en- 
hanced”’ electron emission currents could be ob- 
served for Si-SiO»2 systems for which the Si surface 
has a texture. (Texture in this context means that 
the Si surface has features on the order of a few 
hundred angstroms.)3-5 These enhanced currents 
occur at applied fields with values smaller than one 
quarter of those necessary for the same current 
from a smooth surface. It has been thought that the 
enhanced emission occurs because of locally en- 
hanced fields near the top regions of the features 
on the surface. 

Lewis attempted to model Fowler-Nordheim tun- 
neling from a textured surface by calculating current 
from a number of hemispheres set in a plane.® At- 
tempts to quantitatively fit experimentally observed 
currents with this model have not been very suc- 
cessful. Hu, et al, for example, found that to fit their 
data to existing theory it was necessary to assume 
an energy barrier of approximately 1eV between 
conduction bands in Si and SiO».’ Even with this 
assumption, the fit was poor because the measured 
current increased more rapidly than the calculated 
values, as is illustrated in Figure 8. 

Because of the importance of tunneling to the op- 
eration of its products, Xicor decided to adequately 
characterize and model tunnel emission from tex- 
tured polycrystalline silicon (poly) surfaces. One av- 
enue of exploration was to characterize the physical 
topology of the tunneling structure. Figure 9 is a 
scanning electron micrograph (SEM) of the emitting 
(top) surface of a layer of polysilicon from which the 
oxide has been removed for clarity. As shown in the 
micrograph, this surface is composed of a densely 
packed array of features reminiscent of a cobble- 
stone street. A count of these features on SEM pho- 
tos of material from several lots determined that 


there is an average of about 50 features per square 
micron. A transmission electron microscope (TEM) 
cross-section of a tunneling structure is shown in 
Figure 10. This photo demonstrates the conformal 
nature of the structure. The top surface of the prior 
deposition of polysilicon is formed into a series of 
“hillocks’” 200-300A high and 1000-1500A across 
the base. The free surface of the oxide grown on 
this silicon replicates the silicon surface. Thus, poly- 
silicon deposited atop the prior polysilicon layer sub- 
sequent to oxidation has dimples on its undersur- 
face occurring over the already existing ‘‘hillocks”’. 

The topology of the polysilicon surfaces causes 
the electric field lines to no longer be parallel as in 
the case of parallel emitting and collecting surfaces, 
but rather to diverge and converge in response to 
the local topology as is illustrated in Figure 11. As 
shown, the field lines converge near surfaces of 
positive curvature (i.e., bumps) and diverge near 
surfaces of negative curvature (i.e., dimples). Since 
Fowler-Nordheim tunneling depends exponentially 
on the electric field at the surface of the polysilicon, 
a good model of the electron emission requires an 
accurate knowledge of the field over the complete 
surface. 
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Figure 8: Current vs. applied voltage for current from textured poly surface 


emitted through 1760A of thermal SiOz compared with calculations based 


on previously available theory. 


0075-10 
Figure 9: Scanning electron microscope (SEM) photograph of top emitting 
textured poly surface with oxide removed. The 0.5 yu-long bar gives the 
scale. 
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Figure 10: Transmission electron microscope (TEM) photograph of a 
cross-section through a textured tunneling structure. The one micron-long 
arrow shows the scale. 
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Figure 11: Sketch illustrating the manner in which field lines converge 
near convex feature and diverge near concave feature. 


Until recently, this field problem was one of the 
unsolved problems of mathematical physics. (It is 
classically known as the “lightning rod problem’’.) 
Roger Ellis, a member of the Xicor staff, has solved 
this problem.8 The technique used differential ge- 
ometry to transform Euclidean space into a space in 
which the field lines were parallel. The electrostatics 
problem was solved in this space and the solution 
transformed back into the original space. The tunnel 
current was found to be described in a spherical co- 
ordinate system by the equation: 


(2 F2 - (aseoliee 
SJ 8mrhdp 3hqE 
Jcollecting ‘on 


| Ss as| collecting 


where the electric field, E, is given by 


ds| emitting 
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aa El 40 67) 
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is the curvature of the surface at which the field is 
evaluated.9 

This expression has several interesting proper- 
ties. One is that the field depends on the difference 
of the curvatures of the emitting and collecting sur- 
faces. Another is that the electric field also depends 
on the derivative of the curvature of the emitting 
surface. 

To verify the accuracy of this expression, the cur- 
rent-voltage (J-V) characteristics of a textured poly- 
silicon tunnel structure were experimentally deter- 
mined and compared with those predicted by equa- 
tion (1). Because of the field enhancement on the 
bumps, a higher current is expected at a given ap- 
plied voltage polarity which causes electron emis- 
sion from the bumps than for that polarity which 
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causes emission from the dimples. Thus, by analogy 
with a diode, the polarity with the bumps negative 
(higher current emitted) is called the forward bias 
direction and the other polarity is called the reverse 
bias direction. 

Figure 12 shows the results of comparing experi- 
mental and calculated values for the forward bias 
condition. As can be seen, theory and experiment 
agree within about 20% over seven orders of mag- 
nitude in current. The parameters used in calculat- 
ing the predicted currents were not arbitrarily cho- 
sen. The value of the oxide/silicon conduction band 
barrier, dp, was taken to be 3.15eV as measured by 
Weinberg.19 The feature density (50u)2 and the 
bump base and height are typical of those seen on 
SEMs and TEMs such as Figures 9 and 10, respec- 
tively. The dashed line in Figure 12 is the current 
which would be predicted if the top (i.e., collecting) 
electrode were flat rather than dimpled. This illus- 
trates the effect of the collecting surface curvature 
on the field at the emitting surface. 
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Figure 12: Forward tunneling characteristic comparing the measured data 
with curves calculated for a concave and a planar collecting surface. 


To further verify equation (1), the reverse bias 
current was measured on the same device used for 
the forward bias case. The results are compared 
with the predicted current in Figure 13. This shows 
about 20% agreement over eight orders of magni- 
tude in current with the same parameters used as in 
calculating the forward bias case. Clearly, the model 
does an excellent job of predicting the measured 
current. 
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Figure 13: Reverse tunneling characteristic comparing the measured data 
with curves calculated for a concave and planar emitting surface. 


Several points of interest can be observed in Fig- 
ure 13. One point is that at a voltage at which the 
forward current is saturating (25V), the reverse cur- 
rent is unobservable (extrapolation of the measured 
current predicts ~ 10~—27A). Another point is that 
the current emission predicted from a flat top sur- 
face is greater than that predicted from a dimpled 
top surface. Moreover, the current emitted from a 
flat top surface decreases more slowly with de- 
creasing voltage than that from a dimpled flat sur- 
face. This latter fact is important for data retention 
as will be discussed in the next section. 

In summary, Xicor is able to accurately model the 
tunnel current emitted from textured poly surfaces 
through SiO»s layers. The magnitude of the tunnel 
current as well as its voltage dependence are de- 
pendent upon the surface topology. Thus, we have 
the means to optimize the emission characteristics. 
Lastly, the asymmetric nature of the tunnel emission 
makes possible cell designs which are better adapt- 
ed to particular requirements than is possible with 
symmetric tunnel characteristics—just as a diode of- 
fers more design possibilities than does a resistor. 


DATA RETENTION 


As was suggested in the previous section, tex- 
tured poly tunneling structures have a significant ad- 
vantage in data retention, in comparison with those 
employing flat surfaces and thin oxides. One basis 
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for this advantage is illustrated in Figure 14, in 
which the current-voltage (J-V) characteristics of a 
tunneling device which employs a thin oxide be- 
tween planar surfaces is compared with a tunneling 
device which employs a thick oxide between tex- 
tured silicon surfaces. For this comparison we 
match the currents in the high current region since 
most memories are designed to program in about 
the same time period (~ 10 ms). As can be seen, 
the same current can be obtained from a smooth 
surface with 125A thick tunnel oxide or from a tex- 
tured surface with an 825A thick tunnel oxide. Note 
however, that at lower values of applied voltage typ- 
ical of read and storage conditions, the current emit- 
ted from a textured surface is approximately four or- 
ders of magnitude lower than that from a smooth 
surface. 

These differences may become even more signifi- 
cant as devices are scaled. It is clear that, in order 
to scale the memory properly, lower programming 
voltages are needed so that the isolation widths and 
device channel lengths can be reduced both in the 
memory array and in the peripheral circuitry. Howev- 
er, for a typical part which stores data in 3 ms and 
must retain it for 10 years, the tunneling current un- 
der storage and reading conditions must be at least 
1011 times smaller than under programming condi- 
tions because the retention time is 1011 times 
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Figure 14: Comparison of calculated tunneling J-V curves for emission 
from a planar and a textured structure. The devices were designed to 
have the same emission in the high current regime where programming 
takes place. 


longer than the storage time. Actually, for a margin, 
one would design for a difference in currents of 
1013 to 1014. For planar surface tunneling struc- 
tures, this may be a difficult design constraint be- 
cause the slope of the J-V curve is fixed, which 
means that the maximum allowed read voltage 
drops with the programming voltage on a volt-for- 
volt basis, not proportionately. On the other hand, 
textured surface tunneling structures, in their current 
manifestation, have a steeper J-V characteristic 
than planar ones and the J-V characteristic of a tex- 
tured structure can be tailored to yield a steeper 
curve if desired. This means that for a given maxi- 
mum read voltage, a textured structure requires a 
lower programming voltage which leads to better 
scaling. 

To verify the excellent data retention expected of 
Xicor NOVRAMs, a study was carried out to mea- 
sure data loss as a function of temperature. Figure 
15 shows log cumulative data loss vs. log time for 
100 samples of X2210’s at each of three tempera- 
tures. Data loss is defined as occurring when the 
first bit in the array loses data. As shown in Figure 
15, high temperatures were required to obtain ap- 
preciable data loss in experimentally useful times. 
Note that even at 300°C, 2000 hours (~ 3 months) 
are required to begin to see data loss. Figure 16 
shows the result of calculating failure rates based 
on these results and plotting vs. inverse tempera- 
ture. Since the rates fall in a straight line, we can 
extract an activation energy and extrapolate to low- 
er temperatures (see the next section for a discus- 
sion of activation energies). The result is that the 
experimental value of the activation energy is 1.7eV 
and the mean time for data loss for this mechanism 
(which we believe to be the fundamental loss mech- 
anism for this technology) is 3 million years for data 
retention at 125°C. 
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Figure 15: Log cumulative data loss vs. log time for three storage 
temperatures on samples of 100 X2210’s. Data loss is defined to occur 
when the first bit in an array loses data. 
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Figure 16: Log data loss rate vs. inverse temperature for X2210’s. 


ENDURANCE 


The endurance of Xicor NOVRAMs is monitored 
on a regular basis. Figure 17 shows typical endur- 
ance data on 100 units of X2212 from five endur- 
ance monitor lots plotted on an extreme value distri- 
bution. All of the units tested exceeded the 1,000 
data changes/bit limit specified for this device. 
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0075-20 
Figure 17: Extreme value distribution plot of X2212. 


BASIC RELIABILITY 
CONCEPTS 


There are several concepts basic to most reliabili- 
ty work. One is the long established observation 
that failure rates follow the bathtub-shaped curve il- 
lustrated in Figure 18. There is an infant mortality 
region characterized by a rapidly declining failure 
rate as the “weak” parts are eliminated from the 
population, a random failure characterized by an in- 
variant or slowly declining failure rate, and a wear- 
out region characterized by an increasing failure 
rate as the units reach the end of life. 


INFANT 
MORTALITY 


RANDOM 
FAILURES 


WEAROUT 


FAILURE 
RATE 


LOG TIME 
0075-17 
Figure 18, Illustration of bathtub curve of failure rates showing regions in 
which infant mortality, random failures, and wearout mechanisms 
dominate the failure rate. 


Each region of the failure rate curve has specific 
failure modes which predominate. For example, the 
infant mortality region is dominated by failures which 
arise from manufacturing defects. Table | gives a 
summary of common failure mechanisms and 
stresses which may be used to accelerate the fail- 
ure rates of the various mechanisms which have 
been culled from the literature.11-14 

The classic parameter used to accelerate failure 
rates is temperature. It is Known that a very broad 
class of failure mechanisms have a temperature de- 
pendence proportional to exp (— Eg/kT) where Eg is 
called the activation energy, k is Boltzmann’s con- 
stant, and T is the absolute temperature. This is true 
because a number of basic physical phenomena 
such as diffusion rates and chemical reaction rates 
have this dependence. The significance of this is 
that if the activation energy is known for the failure 
mechanisms in question, then the failure rates aris- 
ing from these mechanisms can be measured at 
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elevated temperature where they are high enough 
to be conveniently measured and extrapolated back 
to lower operating temperatures where the failure 
rates may be so low as to require an inconveniently 
large number of device hours to measure. The rela- 
tionship which allows one to translate failure rates 
from one temperature to another is known as the 
Arrhenius relation. Figure 19 illustrates this relation 
for a number of common values of activation 
energy. 
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Figure 19: Acceleration factor vs. temperature calculated for various 
activation energies from Arrhenius relation. 


RELIABILITY TESTING 


Five types of tests were conducted to establish 
the reliability of the devices: 

1) High temperature dynamic lifetest. 

2) Data retention bake. 

3) High temperature reverse bias. 

4) Lifetest monitor. 

5) Environmental. 


These tests are discussed after Table I. 


Failure Tvpe Activation; Detection 
Mechanism yP Energy Method 
Infant/ 1.0eV High Temp. 
Contamination | Random/ Bias 
Wearout 
Surface Wearout | 0.5-1.0eV | High Temp. 
Charge Bias 
Polarization | Wearout 1.0eV High Temp. 
Bias 
Electro- Wearout 1.0eV High Temp. 
migration Operating Life 
Microcracks | Random Temperature 
Cycling 
Oxide Infant/ 0.3eV High Temp. 
Rupture Random Operating Life 
Silicon Infant/ 0.3eV High Temp. 
Defects Random Bias 
Oxide Defect | Infant/ 0.6eV High Temp. 
Leakage Random Operating Life 


Electron Wearout Low Temp., 
Trapping In High Voltage 
Oxide Operating Life 


Table |: MOS failure mechanisms. 


High Temperature 
Dynamic Lifetest 


This is the usual data from which failure rate pre- 
dictions are made. For this to be a valid predictor of 
failure rate, the parts must function as they would in 
normal operation. Thus, overly elevated tempera- 
tures at which the unit does not function internally 
are to be avoided since this may lead to overly opti- 
mistic predictions. 

Xicor gathers this data at 125°C ambient which is 
within the known operating range of the units under 
test. The stimulus pattern consists of recalling a 
known pattern, writing an all one’s pattern over the 
recalled pattern bit by bit, reading the all one’s pat- 
tern, writing its complement, reading the comple- 
ment and then beginning over again. 
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The units in lifetest are tested at 168, 500, 1000, 
and 2000 hours to verify that they are still within 
specification. The first step of the readout tests is to 
recall the information stored in the nonvolatile sec- 
tion of memory to verify that the previously stored 
pattern is still retained. If so, the memory is com- 
pletely exercised over voltage including verification 
of the STORE function. Finally, the predetermined 
pattern is restored to memory for the next lifetest 
period. 


Data Retention Bake 


This test is sometimes referred to as a storage 
bake. The term “data retention bake” better de- 
scribes the principal function it serves in the case of 
electrically programmable nonvolatile memories 
which is to measure how fast charge leaks away 
from the floating gate. 

In this test, a pattern which represents all floating 
gates charged positive is stored and the devices are 
baked at 250°C for the cerdip (ceramic dual-in-line) 
package and 150°C for plastic (dual-in-line) package 
with no bias applied. At intervals the memory is re- 
moved from bake, and the nonvolatile data recalled 
and checked for accuracy. The data is not restored 
at readouts in order to ascertain the worst case re- 
tention. Since Xicor warrants cycling endurance of 
various values, this test was performed on parts 
specified for 1000 cycle endurance which had per- 
formed 1000 complete data alterations, as well as 
on parts which had not received this treatment. 


HTRB 


HTRB stands for High Temperature Reverse Bias, 
a term which originated with bipolar circuits, in 
which case the test reverse biased the junctions of 
all of the input stages. For MOS circuits, a better 
term would be high temperature static bias. In this 
stress, which Xicor carries out at 150°C, Vsg is 
grounded and a static positive voltage is applied to 
all of the inputs and outputs, as well as to Vcc. This 
has the effect of applying a static bias equal to the 
power supply across the gate oxides of the circuit 
transistors. This stress is intended to expose fail- 
ures which might occur as a result of drift of mobile 
ionic contaminants or latent defects in the gate 
oxides. 


It is known that many defects are accelerated by 
voltage as well as temperature. For example, it has 
been shown by Crook that the failure rate of oxide 
defects increases 10’ times per MV/cm increase in 
the electric field.15 For this reason, HTRB stresses 
were conducted with both 5.5V and 7.5V bias ap- 
plied to the units under test. 


Lifetest Monitor 


In order to assure a continuous supply of the 
highest quality and reliability possible to our custom- 
ers, a weekly lifetest monitor is maintained. 

This monitor is used at Xicor for two purposes. 
First, it is used to monitor the infant mortality rate 
which is an indicator of manufacturing defects. If 
an unusually high failure rate were to be observed, a 
corrective action could be taken before defective 
units are shipped to customers. Secondly, a long 
term failure rate is also monitored. This establishes 
a way to ensure that long term reliability is 
maintained. 

Each week approximately 250 units of X2212 de- 
vices are placed in a dynamic lifetest at 125°C for 
168 hours. Also, monitor units of the first week of 
each period remain in dynamic lifetest for up to 
1000 hours. 


Package Environmental 
Tests 


MIL-M-35810 and MIL-STD-883, Method 5005, 
Group C and D have been the guide for environ- 
mental testing for the cerdip package. Table Il lists 


the tests, the test conditions and test results. All 
lots passed the 883 qualification criteria. 

Because of the nature of the plastic package, ad- 
ditional tests were done. These tests are 85°C/85% 
RH (both biased and unbiased) lifetest, temp cycling 
(200 cycles) and saturated storage test at 2 ATM 
(autoclave). 


RESULTS 


Tables IIIA and IIIB exhibit the results of dynamic 
lifetest of X2210 and X2212 in cerdip package and 
plastic package, respectively. Table IIIA shows zero 
failure result in 6 < 10° device hours on 1700 units 
of X2210 and X2212. Table IIIB shows two failure 
results in 1.7 < 106 device hours on 5055 units of 
X2210 and X2212. The causes of the failures were 
also listed in Table IIIB. In addition, Table IIIB in- 
cludes lifetest monitor data since plastic units are 
used. 

Tables IVA and IVB show the results of 150°C 
static lifetest at 5.5V for cerdip and plastic. No fail- 
ures were detected on both package types, out of 
121 units for cerdip and 245 units for plastic. 

Tables VA and VB show the results of 150°C stat- 
ic lifetest at 7.5V applied bias. Increasing Vcc from 
5.5V to 7.5V increases the field across the gate ox- 
ide from 6.875 < 105 V/cm to 9.375 < 105 V/cm. 
According to Crook this increase in field should ac- 
celerate the failure rate by about 56 times. In cerdip, 
one failure was observed at the 48 hour readout. 
For oxide breakdown, out of 250 units tested in 
plastic, no failures were seen. 


MIL-STD-883 _ 
Test Method 


Temp. Cycling 1005 Test Condition C 
(10 cycle, —65°C to + 125°C) 


Test Condition E 
(30,000g, Y1 axis only) 


Test Condition B 
(5 X 10-8 cc/min) 
Test Condition C 


Test Condition B2 
(Lead Fatigue) 


Constant Acceleration 2001 


Seal 1014 
—Fine 


—Gross 


Lead Integrity 


Seal 
—Fine 
—Gross 


Thermal Shock 


Test Condition B 
Test Condition C 


Test Condition B 
(15 cycles, — 55°C to + 125°C) 


Test Condition C 
(100 cycles) 


Temp. Cycling 


Moisture Resistance 


Seal 
—Fine 
—Gross 


Test Condition B 
Test Condition C 


Test Condition B 
(1500g peak, 3 axis) 


Test Condition A 
(20g peak, 3 axis) 


Test Condition E 


Mechanical Shock 


Vibration Variable 
Frequency 


Constant Acceleration 


Seal 
—Fine 
—Gross 


Test Condition B 
Test Condition C 


Test Condition A 


Salt Atmosphere 


Seal 
—Fine 
—Gross 


Adhesion of Lead Finish 


Test Condition B 
Test Condition C 


0/15 
(# of leads 
from 3 devices) 


0/5 


Lid Torque 


Table //: Environmental test for 18-lead cerdip package. 
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Table IIIA: Stress dynamic lifetest at 125°C—cerdip package. 


Free | 0 [srs] o [slo | | o | | o | o |aaxie 
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ager [0 | sa] 0 | so] o | | 0 | | 0 | 0 | 25x08 
seer) | 0 | 570 | 0 | so |e | 0 | | 0 | 0 | 256x108 
Feonty | 0 [ero | 0 | ee] 0 | oer | 0 | a7] — | — | saxi08 
tetas [2] soss | 0 | soa] 0 | rez [o | es] 0 | aa [urx08 


[a] = one x-decoder failure due to blown oxide 0.3eV 
one word line failure due to blown oxide 0.3eV 


Table IIIB: Stress dynamic lifetest at 125°C—plastic package. 
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Table IVB: Stress 5.5V HTRB at 150°C—plastic package. 


} 1 (2212) | (2212) Fo 
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[a] = Blown oxide 0.3eV 
Table VA: Stress 7.5V HTRB at 150°C—plastic package. 


( ) 


Table VB: Stress 7.5V HTRB at 150°C—plastic package. 


Tables VIA, VIB, VIIA and VIIB show the results of 
250°C and 150°C retention bake for cerdip and plas- 
tic, respectively. Retention bake was done both be- 
fore and after 1000 data change cycles on units that 
are rated for 1000 data change cycles. At 150°C no 
failures were detected before nor after 1000 data 
changes on a total of 125 units for 1000 hours. At 
250°C, the data on uncycled devices shows 3 units 
failed from 250 units for 2000 hours. The data on 
cycled devices shows 4 units failed from 125 units 
for 2000 hours. These results do not have statisti- 
cally significant difference in overall failure rate. 
Close examination shows a tendency for the cycled 
failures to be more scattered, while uncycled fail- 
ures are more concentrated at 1000 and 2000 hour 
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P41 | 0 | 50 
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ia 


# Fail 


rear, 0 | so | 0 | 50 


totais | 0 


Table VIA: Stress bake at 250°C—cerdip package. 


[totais | + | ves [0 | 124 
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readouts. This kind of data should not be surprising, 
as an oxide defect, which had been accelerated by 
the high electric field, became manifest during store 
operation. The retention failure rate for 1000 hours 
at 250°C is at the range of 1% to 2%, which is 


about half of that previously reported for 
EPROMs.'6 Retention data reported for other 
E2PROM technologies would indicate that the pres- 
ent NOVRAM ‘retention results are greatly 
superior. 17 

Tables VIll and IX represent 85/85 lifetest with 
and without voltage bias, respectively. As indicated 
by the data, no failures were observed in both the 
5.5V biased and the unbiased groups for a total of 
5 X 10° device hours. 
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Table VIB: Stress retention bake at 150°C—plastic package. 
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Table VIIA: 250°C Retention bake—cycled cerdip unit. 


ie fe [2s [0 |e | o | =| 0 | 2 | 20 
raeem | o | 2 [0 |e | o | 2 | 0 | 2 | ese 
Tage |e] 2s [0 | es | o | 2 [0 | 25 | zee 
seem | o | as | o | a | 0 |e | o | ss | zee 
tome [oo] as | 0) as [0] vs | 0 | as | tax 08_ 


Table VIIB: 150°C Retention bake—cycled plastic unit. 


2 (2212) 


3 (2212) 


24x 109 


Table Vill: Biased 85/85—plastic units with Voc = SV. 
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Lot # 


Table X: Temperature cycles (method 1010)—plastic package. 


Table XI: Dynamic lifetest at 10°C—plastic packaged units. 


Figure 20 shows a bar graph of the autoclave re- 
sults for plastic package. Cumulative failures steadi- 
ly increased for the first 400 hours with sharp in- 
crease at approximately 500 hours. Figure 20 shows 
the 500 hour mark for the plastic package in the 
24% range. The discrepancy between autoclave 
and 85°C/85% RH lifetest results can be explained 
by the two causes of failure. During the saturated 
storage (autoclave), failure rate is dependent on the 
galvanically induced ionic currents flowing in a layer 
of water on the surface of the die. This layer of wa- 
ter is accumulated after plastic has debonded from 
the die which causes corrosion to concentrate on 
the bonding pad. The 85°C/85% RH lifetest pro- 
duced more widespread corrosion due to phospho- 
rous in the passivations, and debonding is not a pre- 
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requisite for this type of failure.21, 22 Since corrosion 
on the bonding pad is only one of the failure modes 
which can occur in 85°C/85% RH lifetest, it would 
be a better indicator for normal operation.21 

Table X shows the result of the temperature cy- 
cling for plastic packages. No failures were ob- 
served. The test used 200 temperature cycles for 
+ 125°C to — 65°C, air to air. (MIL-STD-883, Method 
1010) indicates that the plastic packaged device 
would perform very well under normal temperature 
variations. 

Table XI shows the results (no failures) of low 
temperature dynamic lifetest. The lack of failures in- 
dicates that typical semiconductor failure modes are 
not a factor in this technology. 


CUM. PERCENT OF FAILURES 


NUMBER OF PRESSURE POT HOUR 


Figure 20: Pressure pot result. 


CALCULATION OF 
PREDICTED FAILURE 
RATE 


There is no simple, one-step formula for inferring 
a predicted failure rate from the experimental data. 
Instead, the failures of each individual activation en- 
ergy must be treated differently. The first step is to 
calculate the equivalent device hours at the ambient 
temperature of interest, utilizing the Arrhenius rela- 
tionship discussed earlier. This calculation should 
be carried out for every mechanism observed or ex- 
pected. For example, the calculation for the 0.3eV 
activation energy oxide rupture mechanism should 
be carried out whether this failure mechanism is ob- 
served or not, since this mechanism is always antic- 
ipated in MOS integrated circuits. The extrapolation 
should be carried out utilizing the junction tempera- 
ture at the ambient temperature of interest and not 
the ambient temperature itself. The upper confi- 
dence limit is then calculated for the failure rate for 
each activation energy. The upper confidence limits 
for the various activation energies are then summed 
for a total failure rate prediction. The meaning of the 
“upper confidence level” is that with a certainty, or 
probability, of a certain level we can say that the 
true value is less than the stated value. Thus, the 
confidence level rate calculated is non-zero even 
for the case where no failures are observed be- 
cause we can’t be sure that there will be none. 
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Two calculations were performed to separate 
short term failure rates (infant mortality) and long 
term failure rate (expected failure rate). This was 
done to obtain a better picture of the expected fail- 
ure rates. 

Long term failure rates are tabulated in Table Xl 
based on the data in Tables III-V. Voltage accelera- 
tion is applied for the 0.3eV activation energy failure 
mode typical of oxide breakdown. No voltage accel- 
eration is applied to the 0.6eV and 1.0eV failure 
modes because the dependence for these has not 
been established. These data lead to a predicted 
long term failure rate in plastic of 39 FIT (0.0039%/ 
1000 hr) at 60% UCL at 70°C ambient and 18 FIT 
(0.0018%/1000 hr) at 60% UCL at 55°C ambient. In 
cerdip the corresponding values are 85 FIT 
(0.0085%/1000 hr) at 60% UCL at 70°C ambient 
and 45 FIT (0.0045%/1000 hr) at 60% UCL at 55°C 
ambient. From these numbers, it should not be con- 
cluded that the parts are more reliable in plastic 
than in cerdip but rather that since there are more 
hours in plastic than cerdip the uncertainty is re- 
duced and hence the UCL (upper confidence level) 
is lower. The best single point estimate of the reli- 
ability of the part is probably obtained by combining 
the data on the units in plastic and cerdip packages. 
This leads to estimated failure rate of 39 FIT 
(0.0039%/1000 hr) at 70°C ambient and 60% UCL 
and 16 FIT (0.0016%/1000 hr) at 55°C ambient and 
60% UCL. 

The above calculations of long term failure rates 
were done excluding the data for the first 48 hours 


Hours at 
150°C 


Hours at 
150°C 


Activation; Hours at 


*0.3eV equivalent hours includes voltage acceleration for 7.5eV stress. 


Table XII: Long term failure rate (not including 48 hr data point). 


of dynamic lifetest. (Note: all units going into other 
tests received this stress as a preconditioning.) The 
short term failure fraction, sometimes called infant 
mortality percentage, can be estimated from these 
data in Tables IIIA, IIIB. In cerdip, no failures were 
observed from 1700 units. In plastic, there were 2 
failures in 5055 units or 396 ppm. If the data from all 
packages is combined, a single point estimate is 
296 ppm. 

These results show that Xicor NOVRAMs have at- 
tained failure rates comparable, if not better, to 
those reported by major suppliers of standard vola- 
tile memory products.18-20 


SUMMARY 


The data presented in this reliability report show 
that the data retention of Xicor’s NOVRAM technol- 
ogy is excellent. Even at a high temperature 
(300°C), only about 2% lose data in 1000 hours. 
Theoretical grounds for expecting this result are dis- 
cussed. Two calculations were done, one for short 
term (48 hours) failure rate and one for long term 
expected failure rate. These show an overall long 
term failure rate of 16 FIT at 55°C, 60% UCL and 
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60% UCL 
Failure 


Expected 


Equivalent Valué-ot 


Hours at 


Equivalent 
Hours at 


an infant mortality of less than 300 ppm. The cerdip 
packaging employed is shown to be capable of 
passing the Group D qualification requirements of 
MIL-STD-883, Method 5005. Finally, the plastic 
packaging employed shows excellent 85°C/85% 
RH result. 


REFERENCES 


1. R.H. Fowler and L. Nordheim, Proceedings of the 
Royal Society of London, A119, pp. 173-181 
(1928). 


_M. Lenzlinger and E.H. Snow, Journal of Applied 
Physics, 40, pp. 278-283 (1969). 


_D.J. Di Maria and D.R. Kerr, Applied Physics Let- 
ters, 27, pp. 505-507 (1975). 


_R.M. Anderson and D.R. Kerr, Journal of Applied 
Physics, 48, pp. 4834-4836 (1977). 


_H.R. Huff et al, Journal of the Electrochemical 
Society, 127, pp. 2483-2488 (1980). 


_T.J. Lewis, Journal of Applied Physics, 26, pp. 
1405-1410 (1955). 


ee eee 


7. C. Hu et al, Applied Physics Letters, 35, pp. 189- 


8. 


9. 


10 


cee 


14. 


15. 


191 (1979). 
R.K. Ellis, IEEE Electron Device Letters, EDL-13, 


pp. 330-333 (1982). 


R.K. Ellis, H.A.R. Wegener, and J.M. Caywood, 
International Electron Devices Meeting Technical 
Digest, pp. 749-752 (1982). 


.Z. Weinberg, Solid State Electronics, 20, pp. 
11-18 (1977). 


G.L. Schnable and R.S. Keen Jr., IEEE Trans. 
on Electron Devices, ED16, pp. 322-332 
(1969). 


. S.R. Hofstein, Solid State Electronics, 10, pp. 
657 (1967). 


. J.R. Black, Proc. 6th Reliability Physics Sympo- 
sium, pp. 148-153 (1967). 


R.E. Shiner et al, Proc. 18th Reliability Physics 
Symposium, pp. 238-243 (1980). 


Dwight L. Crook, 17th Annual Reliability Physics 
Symposium, pp. 1-7 (1979). 


8-22 


16. 


1%: 


18. 


18. 


20. 


21. 


aM 


B. Euzent et al, Proc. 19th Annual Reliability 
Physics Symposium, pp. 11-16 (1981). 


R.E. Shiner et al, Proc. 21st Annual Reliability 
Physics Symposium, pp. 248-256 (1983). 


Bruce Euzent, ‘2115/2125 N-Channel Silicon 
Gate MOS 1K Static RAMs” Intel Reliability Re- 
port RR-14, (1976). 


Chieh Lin Ping, ‘Reliability of N-Channel Metal 
Gate MOS/LSI Microcircuits” National Semicon- 
ductor, (1982). 


Bruce Euzent and Stuart Rosenberg, “HMOS 
Reliability” Intel Reliability Report RR-18, 
(1978). 


R.P. Merrett, J.P. Bryant, and R. Studd, Proc. 
21st Annual Reliability Physics Symposium, pp. 
73-81 (1983). 


K. Tsubosaki, et al, 21st Annual Reliability Phys- 
ics Symposium, pp. 83-89 (1983). 


This report is based on data collected through 
February, 1985. 


® 


pee eceeecenewesreese sees eesapecesean: 


99 


Sa 
= 
= 


CUMULATIVE PERCENT 


Petes sees sew ewes eee ee seeepeseeses- 


5057 


when 


RR-504 


TYPE 2816A 


Scodasunnd Geatonnaweonsdes gage hm awe 


pees ewes sees eee ses ee ese eae Pe sew e ae 
Pass eee an ese ee eee eee eee Peewee ee 


epeeeese ss ene en ees esse peeseses= 


4- 
ae eo ee 
a 


» 
a 
4 
a 


esgq@wedepese= - 


oO O>OUWNW 


ENDURANCE 


OF 
XICOR 
E-=PROMs 
AND 


NOVRAMs* 


By H.A. Richard Wegener 


Pete ee een wee es eee eeeeepessssss 
REDUCED VARIATE 


Pers wen eee we eee eee weeps see 
Petts essseee see sess seeerepreeecses=: 


Presa eseen ee ees ses eee eee presses 


eee we see ee ee Bee ee eee Ee ee Pee ee See 


e& 
Seas wee ee eee eee ewe Pe eeeeews 


5 


4. 
ahs 
4- 


2 


8 

' 
qepoeee a= 
fa 


deaepe cane de 


qepee- 4 = 


i 
-1 


=q7-= 
= 
' 
10K 


8-23 


*NOVRAM is Xicor’s nonvolatile static RAM device. 


ac en en 


INTRODUCTION 


Endurance is a property unique to nonvolatile 
memories. It describes the ability of the nonvolatile 
memory section of the chip to sustain repeated data 
changes without failure. Such a data change occurs 
when a stored ‘‘1” is changed into a ‘‘0”, or when a 
Stored “0” is changed into a ‘‘1”. Continual chang- 
es from “1” to “0” to “1” to “0” are called write- 
erase cycling, or just cycling. 

In this work, endurance will first be defined. A 
quantitative method for characterizing endurance is 
described and applied to the characterization of en- 
durance as a function of temperature and time be- 
tween store events. Data on the endurance of a se- 
lection of Xicor’s products is presented. Finally, the 
application of this information to the calculation of 
system failure rates is described. A general problem 
in discussions of endurance is that various people 
mean different things when they speak of endur- 
ance. One meaning which has been used is that en- 
durance is the number of nonvolatile data changes 
to a “typical” cell before the cell dielectric fails or 
the programming window closes. Figure 1 shows 
such data for a typical Xicor E7PROM cell showing 
that after greater than 10’ data changes the cell still 
has good margin with respect to the 50 yA trip point 
of our sense amplifier. Many other suppliers have 
presented similar data. Unfortunately this data is of 
little help to the user who doesn’t buy one “‘typical’” 
cell, but rather an array containing a large number 
of cells, some of which will not be typical. 

Xicor’s definition of the endurance of an individual 
memory is that the limit of endurance is reached 
when, under conditions specified by the data sheet 
for normal operation, the first bit on any chip is 
found to be in error after a required data change. 
This limit of endurance, or endurance for short, is 
expressed in terms of cycles. By this definition then, 
endurance (in cycles) is the number of data chang- 
es per bit that occurred without error before the first 
failure took place. 

When a nonvolatile memory chip is operating 
within a given application, it can be expected that 
some bits on that chip will experience more data 
changes than other bits, unless particular attention 
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0076-2 
Figure 1: E2PROM cell current vs. write/erase cycles. 50 BA Is the trip 
point of the cell. 


has been paid to even out their use throughout 
the chip. Within a given chip the endurances of indi- 
vidual bits have a small range of values, and it is 
pure chance whether a highly cycled bit has an en- 
durance on the high end or the low end of that 
distribution. 

Xicor’s approach to this problem is that the low- 
est, the worst case endurance on any given cell in 
the array, defines the endurance of that chip. In or- 
der to test for the bit that causes the worst case 
endurance, each bit on that chip must be subjected 
to the same number of data changes during cycling. 
When the first bit on that chip fails, all other bits 
have been cycled without failure at least the same 
number of times. While these other bits may have 
much higher endurance limits, the endurance of the 
chip under test is defined as that of the one worst 
case bit. 

Knowledge of the statistical distribution of the 
worst case bit from each of thousands of devices 
makes the endurance of a given chip statistically 
predictable. We have found that our endurance data 
fit a known statistical distribution — it is the logarith- 
mic “Extreme Value”’ distribution. Its properties, and 
the handling of cycling data to derive its parameters 
for a given lot, are described in Appendix A. 
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Figure 2: Typical endurance plots of two lots of Xicor X2212 NOVRAMs. 
The upper horizontal axis gives the cumulative percent of failures. 


The graph in Figure 2 shows the plots of endur- 
ances of two different lots of Xicor’s X2212 
NOVRAMs. This graph is an example of endurance 
plotted using an extreme value distribution. The 
meaning of the lower horizontal axis, the linear ex- 
treme value variate, is explained in Appendix A. The 
upper horizontal axis, however, has intuitive appeal. 
It is the cumulative failure percentage. The plots are 
well distributed around a straight line. This indicates 
that they originate from an Extreme Value distribu- 
tion. They differ somewhat in slope (which is the 
measure of spread, or dispersion of the distribution). 
They are also offset in the vertical direction, which 
indicates that the maximum of each distribution is 
different. Since the cycles are plotted as their loga- 
rithms, this difference is about 40%. 

Implicit in this discussion is the assumption that 
the endurance performance of lots can be de- 
scribed as the result of a relatively small sample. 
This has been proven correct experimentally and 
has been used to establish correlation between dif- 
ferent pieces of equipment used for the determina- 
tion of endurance. A successful application of this is 
shown in Figure 3. 
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Figure 3: Correlation between endurance data obtained by Xicor and by 
one of Xicor’s customers for Lot ZAA204. Each test is based on 28 data 
points. Most of Xicor’s points are coincident with the customer's so that 
they are hidden. 


The graph in Figure 3 shows the outcome of an 
endurance correlation exercise between Xicor and 
one of its customers. The first set of points (black 
squares) was established from a 30-device sample 
of X2212s from lot ZAA204 cycled out at Xicor. 
Overlying most of these original points are a second 
set (open squares) which were generated by endur- 
ance measurements on a separate 30-device sam- 
ple from the same lot at the facility of the customer. 
It can be seen that the signatures of the two sam- 
ples match faithfully, except at both extremes. At 
the left hand side, the difference can be explained 
by the increased scatter of any distribution at its ex- 
tremes. At the right hand side, a slight difference 
was introduced when the customer stopped cycling 
before the last three devices had failed. Even if it is 
assumed that the match would not have improved 
by further cycling, the agreement for 27 out of 30 
points, or between 5% and 95% of the sample, is 
excellent. 
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ENDURANCE VARIABLES 


The existence of an inherent limit to endurance is 
a universal property of nonvolatile semiconductor 
memories. Regardless of the materials used and of 
the details of the cell design or the semiconductor 
manufacturer, there is a measurable upper limit to 
the number of data changes that such a memory 
cell can sustain and still meet the data retention 
specification. The exact number of cycles, however, 
is dependent on all the elements that go into the 
construction and operation of a given cell design. 

The reason for an endurance limit arises from the 
basic physics of nonvolatile semiconductor memo- 
ries. All such memories depend on the highly nonlin- 
ear conduction properties of the solid-state dielec- 
trics employed to form the memory cells. At high 
electric fields, these dielectrics permit a predictable 
Current to pass from one electrode to another. This 
is used to program or erase such a device. At low 
electric fields, essentially no electron is transmitted. 
Therefore charges transferred at high fields to loca- 
tions isolated by this type of dielectric will remain 
there indefinitely. But during the transfer of charge 
at high fields, a very small fraction of the electrons 
passing through becomes trapped in the dielectric. 
The many thousands of times that this happens dur- 
ing the life of a memory contribute more and more 
trapped charge, creating an electric retarding poten- 
tial in the dielectric, until the device cannot function 
as a memory any more. Then its endurance limit is 
reached. 

The nonvolatile cells used in Xicor memories 
make use of the special characteristics of its micro- 
textured surface. The many tiny regions of gently 
curved features are particularly effective as non-lin- 
ear conduction elements. As a result of the combi- 
nation of surface curvature and thick oxide, they re- 
quire relatively low voltages for programming, and 
provide excellent retention of data. The physics of 
the programming process as well as the excellent 
data retention measured for Xicor memories have 
been described in a recent publication. 1 

If all these features were identical, if the thickness 
of the dielectric over them were the same, and if the 
details of the high voltage generator on the chip 
were precisely reproducible, then every device on 
the same silicon wafer, and in the same manufactur- 
ing lot would have identical endurance limits. In the 
real world, there are small variations in the results of 
the intricate fabrication steps of the silicon chip. 
These give rise to a range of endurance values for 
all the nonvolatile memory cells on the same chip. 


1XICOR Reliability Report RR-502A. 
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Additional small variations will occur from chip to 
chip over the whole silicon wafer, and from wafer to 
wafer. All of these define the details of the distribu- 
tion that describes the endurances of all the memo- 
ry cells in a device lot. Once the chips have been 
fabricated, the average and the dispersion of this 
distribution have been fixed by the interaction of cell 
design and the fabrication process with its small 
variations. These are the fixed internal parameters 
of endurance. The dispersion is an indicator of the 
process variation. 

There are, however, variations that can be super- 
imposed on the fixed characteristics by the condi- 
tions that accompany the normal use of the nonvol- 
atile memory devices. The temperature of operation 
is one of these. Both the details of the charge trans- 
fer process in the nonvolatile memory cell, and the 
operation of the high voltage generating circuit 
should be affected in some way by this condition. 
Another externally controlled parameter is the fre- 
quency of the cycling process. At the end of a stor- 
age cycle the newly trapped electrons are in a rela- 
tively high free energy state. Longer periods be- 
tween cycles give these charges and their environ- 
ment more time to relax into a lower energy state. 
This should also affect the measured endurance 
parameters. 

The control of these external parameters is es- 
sential when exact correlation of endurance data 
must be obtained. Their knowledge is also important 
to optimize performance and predict reliability in any 
application. 


The Effect of Temperature 
on Endurance 


The endurance of a lot of nonvolatile memories 
can be described concisely by the constants defin- 
ing its statistical distribution. For the simple ‘“‘Ex- 
treme Value” distribution pertinent here, these con- 
Stants are its mode and its dispersion. This distribu- 
tion can be used to assist in the characterization of 
endurance. 

Five 20-device samples from the same lot of 
X2212 NOVRAMs were subjected to continuous 
data changes, each at a different temperature, until 
all devices had failed. The temperature levels were 
— 55°C, — 10°C, +25°C, + 70°C, and + 125°C. The 
delay between data changes for all devices was 
one second. The endurances of individual devices 
were plotted in the form of a probability plot, as 
shown in Figure 4. 
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Figure 4: The effect of temperature on endurance: the endurance doubles 
for every increase in temperature by 50°C. 


The y-axis gives the logarithm of the number of 
cycles that each unit had at the end of its endur- 
ance. The straight lines shown were least-squares 
fitted to each set of data. The correlation coeffi- 
cients for lines ranged from 97% to 99%. The re- 
sults can be summarized as follows: 


1) There is an increase in the endurance with in- 
creasing temperature. 


2) The dispersion is essentially constant at and be- 
low room temperature and increases somewhat 
above room temperature. 


Over the range of the data, the logarithm of the 
endurance is linearly related with temperature. The 
coefficient is 0.0062/°C, but as a simple rule, the 
endurance doubles for every increase of tempera- 
ture by 50°C. 


The Effect of Data Change 
Delay on Endurance 


The baseline values of endurance can also be 
modified by the length of the delay between con- 
secutive data changes. 

In the determination of the endurance of a lot 
there is a premium on getting the job done as rapid- 
ly as possible. This means that only minimum delays 
can be added between STORE signals. Typically, 
the devices in a lot of our current NOVRAMs have 
endurances between 10,000 and 100,000 cycles. 
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The time to cycle a lot of devices will be 3 hours if 
the last device to fail had an endurance as low as 
100,000 cycles for delays between data changes of 
0.1 second even if all devices are cycled in parallel. 
This total cycling time increases to 28 hours for a 
delay of 1 second, to 12 days for a delay of 10 sec- 
onds, and 120 days for a delay of 100 seconds. 
Even a 1000 second delay is at the low end of the 
type of write frequency to be expected in most ap- 
plications, and this would take in excess of three 
years to document. For this reason we have limited 
the experimental work on the effect on lot endur- 
ances to delays of 0.1, 1, 10, and 100 seconds. The 
shortest delay could not be reduced much below 
100 ms, since that is the time required by the micro- 
processor which was used in the test to handle ad- 
dressing, reading and recording data of the many 
devices tested simultaneously. 

Four 20-device samples were taken from the 
same lot of X2212 NOVRAMs and then they were 
cycled until all devices had failed. The endurance of 
each device was recorded. Each of the four sam- 
ples had one of the four different data change de- 
lays in its cycling program. The data are summa- 
rized in Figure 5. Individual data points were not re- 
corded on this graph, since there was much confus- 
ing overlap where the data point from the samples 
overlay each other. Instead, the points were re- 
placed with least-squares fitted straight lines. The 
correlation coefficients for these lines were between 
97 and 99%. 
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Figure 5: The effect of data change delay on endurance: the maximum of 
the distribution is unchanged, but it becomes tighter as the delay 
increases. 


PRS AE NRE REL SSP iS aN CSS SEB a eae ar aera ceca 


The results can be best expressed in terms of the 
constants of the distributions obtained: 


1) The mode of the distribution did not change for 
the four orders of magnitude of delay tested. This 
is shown by the fact that the individual lines cross 
near 37% of the cumulative frequency. 


2) The slope of the distribution decreased 15% per 
decade of cycles with each order of increase in 
delay. At first sight, this might appear to be a 
small change. But in the terms of the definition of 
endurance, they are quite important for many ap- 
plications. This is because the endurance change 
in the region where the majority of the units have 
failed is irrelevant. The important region is that in 
which only a few per cent or less have failed. In 
this region, the effect of the longer time between 
store events at a constant endurance level is to 
decrease the fraction failing by an order of mag- 
nitude or more! 


Endurance Status of 
XICOR Memories 


Figure 4 and 5 lack vertical scales because they 
are intended to show general tendencies. The actu- 
al endurance observed on Xicor memories vary 
from product to product because of differences in 
cell design and to a lesser amount from lot to lot 
because of small processing variations. There is 
also a general tendency for the endurance to im- 
prove with time as a result of refinements in design 
and processing technique. 

To give the user a sense of the status of endur- 
ance of Xicor memories as of the date of this report, 
distribution measurements for several product types 
are reported here. All of this data measured at 25°C 
and rapid cycling rates. Figure 6 shows the endur- 
ance data measured on a lot of X2816As. The pro- 
cess average for this lot is about 500,000 cycles 
with the 5% point on the curve appearing at 
200,000 cycles. In Figure 7 the measured endur- 
ance distribution of a lot of X2443s (a 256 bit serial 
NOVRAM) is displayed. For this device the process 
average was ~ 80,000 cycles and the 5% point ap- 
pears at 30,000 cycles. The measured endurance 
distribution of a lot of X2212s is shown in Figure 8. 
This product exhibits a process average of about 
100,000 cycles and the 5% point appears at 40,000 
cycles. 
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The data reported here are intended as a status 
report. As we further refine our products and in- 
crease the endurance, we intend to issue updates 
to this report. 
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Figure 6: Endurance data from a lot of Xicor X2816A E2PROMs. 
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Figure 7: Endurance data from a lot of Xicor X2443 Serial NOVRAMs. 
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Figure 8: Endurance data from a lot of Xicor X2212 NOVRAMs. 


QUALITY ASSURANCE 
APPLICATIONS 


One problem any supplier of nonvolatile memory 
faces is how to define endurance and how to assure 
that the parts reaching the customer actually satisfy 
the endurance specification. This task is akin to as- 
suring the lifetime of a light bulb. If the light bulb is 
specified to have a 1000 hour life, one can verify 
that the bulb lasts 1000 hours by burning it for that 
period. However, one now knows only that the bulb 
lasted 1000 hours, not that it will last another 1000 
hours. The statistical technique discussed in this re- 
port allows Xicor to perform this difficult and exact- 
ing task. What a Xicor endurance specification 
means is that for any lot of memories shipped, few- 
er than 5% of the units will cease to cycle before 
the specified limit wnen cycled at room temperature 
and at the maximum frequency allowed by the spec- 
ification. Xicor continually samples production lots 
to assure that this criterion is met. 

Let’s look at what this means in a typical applica- 
tion. Assume that the Xicor memory is used in an 
electronic system which contains a number of other 
components so that the average chip temperature is 
50°C and that the average delay between store 
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events is some minutes. Examination of Figure 3 
shows that raising the chip temperature from 25°C 
to 50°C would decrease the fraction of units not ex- 
ceeding the endurance value from 5% to 0.03%. 
For data change delays of 100 seconds and longer, 
the fraction of the lot not meeting the nominal en- 
durance value further decreases to 0.001% or less. 

Of course, in a given application the predicted be- 
havior may be better or worse than that worked out 
in the previous example. However, the information 
supplied here should be sufficient for the user to 
compute the expected endurance failure rate in a 
particular application. 

One last consideration is how endurance failures 
affect the overall device failure rate. Here again, the 
calculation is a little application-sensitive, but for 
simplicity assume that the system is designed to 
last 105 hours (~ 12 years) and that the device per- 
forms nonvolatile writes roughly uniformly over this 
period. If the application is designed to use the 
specified number of cycles over the life of the part, 
the additional endurance-related failure rate is the 
cumulative failed fraction divided by the time. For 
our previous example, this works out to 0.001 %/ 
105 hours or 10-5%/1000 hours (0.1 FIT). As this 
illustrates, in most well-designed systems the endur- 
ance-related failures of Xicor products do not signifi- 
cantly increase the overall device failure rate. 

In all discussions of endurance in this work 
NOVRAMs and E2PROMs have been treated as if 
they behave the same. From a physical view of the 
nonvolatile storage element this is correct. Howev- 
er, there are two properties of the NOVRAM cell 
which may cause it to have significantly enhanced 
endurance in certain applications. One factor is that 
the NOVRAM allows the user to store data in the 
volatile latch during normal operation and only 
transfer data to the nonvolatile element prior to 
power down. In applications which require a high 
frequency of data changes but only relatively infre- 
quent power interruptions this may be very useful. A 
second, if less obvious factor, is that unlike the 
E2PROMs which automatically erase each byte pri- 
or to each write, the NOVRAMs only transfer elec- 
trons in the case of a change in nonvolatile data. 
This means that only those cells in which nonvola- 
tile data is altered use up endurance. In some appli- 
cations this fact can be used to greatly increase ef- 
fective endurance of the memory. 
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SUMMARY 


A method of characterizing endurance which is of 
general applicability has been described here. This 
method has been applied to the characterization of 
endurance as a function of temperature and time 
between store events. The meaning of Xicor’s en- 
durance specification is defined in the framework of 
this method. Based on the above, the fraction of 
Xicor product which is predicted to fail to store prior 
to attaining the specified endurance is predicted to 
be less than 0.001% in a typical system in which 
the devices experience a 50°C ambient tempera- 
ture. 


APPENDIX A 


The Mathematics of 
Endurance 
Characterization 


The mathematical characterization of endurance 
data arises most elegantly from the definition of en- 
durance. In an individual device, the endurance is 
the minimum number of data changes that all mem- 
ory cells can sustain until one cell gives rise to an 
erroneous Output (due to a permanent change in its 
characteristics). The extreme characteristic from a 
fixed set of possible values forms a well-known dis- 
tribution called the Extreme Value distribution. This 
distribution is independent of the distribution within 
that fixed set of values. Since by definition, the en- 
durance of a chip containing 1024 memory cells is 
that of the cell with the minimum endurance, it can 
be expected that the endurances of the chips from 
the same device type will have the Extreme value 
distribution. 

The formulations of the Extreme Value distribu- 
tion are given in Table |. On the left hand side are 
the entries for the Extreme Value distribution, and 


Cumulative 
Probability 


U at d = 0.37 


Maximum 
Dispersion 


Table |: Mathematical definitions. 


Extreme Value 


Sey =: EXP(—=ExP (— Y) 


7 = aU z= We 


on the right hand side the corresponding entries for 
the Normal distribution. 

The cumulative probability ® is defined by a frac- 
tion of 1. It defines, towards one side of a distribu- 
tion, the fraction of the population ® that has a 
smaller value than the variate at that fraction, and 
towards the other side, the complement of that frac- 
tion which has a larger value than the variate at 
that fraction. This is quite often expressed as “‘frac- 
tion with more than ... ” or ‘fraction with less 
than... ”’. It can be seen that the cumulative proba- 
bility of the Extreme Value distribution ®ey has a 
much simpler functional relationship with its variate 
Y than the equivalent ®y with its variate Z of the 
Normal distribution. The Extreme Value variate Y is 
related by two constants to the distributed property 
X. One constant is the maximum of the distribution 
U, and the other the dispersion 1/a. The Extreme 
Value distribution is not symmetrical around its max- 
imum (as the Normal distribution is). Instead, one 
side is stretched out more than the other. If the low 
cumulative probability fraction is on the narrower 
end, the maximum of that distribution is located at 
the value of 0.366, or 37%. 

This is typical of the distributions of low extremes, 
and this is the distribution used for endurance val- 
ues from NOVRAM chips of the same device type. 
There is one more empirical observation: it is not 
the number of cycles, but the logarithm of the num- 
ber of cycles that has the form of the Extreme Value 
distribution. The X in the expression for the variate 
then is the logarithm of the observed cycles of indi- 
vidual chip endurances, a is the dispersion of the 
distribution of these endurances, and U is the ob- 
served or interpolated value of the log of the endur- 
ance at ® = 0.366. 

The extraction of these two constants from the 
data could be a complex calculational procedure, 
but by linearizing the variate Y, it becomes as sim- 
ple as plotting a straight line. The approach is sum- 
marized in Table Il. 


Normal Distribution 


Oy = i 2, (2)~ 2EXP(—T2/2) dT 


M at ® = 0.50 


eR SP NAS BOI NS TANS A AEN NO IIE REE IS AEN EI SITE AL NEE RIC 


®, = EXP (—EXP—Y)) 
Yj = a (Xj — U) 
= —LN(-—LN ®)) 
X, = U+ (1/a) (—LN (—LN®))) 

BUT X; = LOG CY; 
= LOG CYm 


LOG CY; = LOG CYp + (1/a) (LV) 
CY; = endurance of part; 
CYm = maximum of distribution 
(1/a) = slope of line 
(LV) = (—LN (—LN®))) 

Table II: Linearized plot. 


The first line states once more the cumulative 
probability relationship between ® and Y, and the 
second line the linear relationship between Y and X. 
The third line shows that the value of Y can be cal- 
culated from the double natural logarithm of ®. The 
fourth line expresses the second line as a function 
of X, and substitutes its functional relationship with 
®. Identification of X with the logarithm of an individ- 
ual observation, and U with the logarithm of the 
maximum of the distribution of cycles then leads to 
the seventh line which states the desired linear rela- 
tionship. A typical plot is shown in Figure 9. There is 
clearly a straight line relationship. The value of the 
maximum occurs at ® = 37%, and the slope of the 
line is the value of 1/a. 


5057. CUMULATIVE PERCENT 99 
' ' 
’ 
i 


oOmMroO<O OOF 
Te tete Lele tte Be te be 


ers er arr eee 
ee be ai ene Ene nt 2 ftir 
wITII Iii isl lllil isis apecese=-: 
MRIIIIIIIIII Ill lll ee pennene=: 

ey Se i 


45959997 


REDUCED VARIATE 


0076-9 
Figure 9: Straight line plot of the logarithm of endurance cycles vs. the 
reduced variate. 


There remains one more problem, and that is how 
to associate the correct value of ® with a given ob- 
served endurance. This is accomplished by taking 
all the endurances from a group of devices and writ- 
ing them down in the order of increasing cycles (this 
is called ‘‘ranking’”’). Looking at the data in this way, 
any given endurance represents the borderline be- 
tween a fraction of the lot that is higher than any- 
thing preceding it, and lower than anything following 
it. The approximate value of that fraction is found by 
assigning consecutive rank numbers to the ordered 
endurances: 1 to the lowest, 2 to the second lowest, 
and so on, until the highest endurance ends up with 
the rank equal to the total number of devices tested 
in that group. Dividing the rank numbers by the total 
number of the devices in the group then yields the 
“fraction lower than... ”. A slightly more exact val- 
ue for ® is found by the formula ® = 
(i — 1/2)/N, where i is the rank number and N the 
total number of devices tested. 


Plotting 
Position 
(;= (i— 0.5)/n) 


Raw Data | Ranked Data | Rank 


1 
2 
| 
4 
5 
6 
7 
8 
9 
10 
11 
12 
13 
14 
15 
16 
Th 
18 
19 
20 


PLOT LOG (CY)) vs. — LN(—LN®)) 
Table I/l: Data preparation. 


This report is based on data collected through 
February, 1984. 
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i Te 
INTRODUCTION 


The X2804A and X2816A are electrically erasable 
programmable read only memories (E2PROMs) or- 
ganized 512 x 8 and 2K x 8 respectively. These 
memories operate on a single 5V power supply for ; 
all operations. Figure 1 provides pinouts for the two ; X2804A 
parts; Figure 2 shows the functional block diagram 
for the X2816A; Figures 3 and 4 illustrate the 
physical location of the various address bits. The 
thermal resistance table, burn-in circuit and a 
timing diagram are included in Appendix A for your 
reference. 


0077-2 
Figure 1: X2804A and X2816A Pin configurations. 
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Figure 2: X2816A Functional block diagram. 
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X4 Xz Xo Xy Xo X6 X5 X4 Xz Xp X1 Xo 
Ay As Ag A7 Ag A10Ag Ag As Ag A7 Ag 


0 0-0 9-0.0.0-0 
0 00.000 0 1 
Oo 0 0 0'O 1 1 
0 00000 1 0 
0 0000100 
0) 0000101 
0 00001 1 1 
‘@) 00001 10 
0 00010 00 
00010 0 1 
00010 1 1 
6.0 61,0 Aus 
11100 0.0: 0.4 4 Gee 
60-01 +. G51 
er 1,:6-0-4.% 44 
i ee 0001110 
1-4. 7 7 
00000000 ~ YeaAn FP TT Fit 
06 .6.0.11.1.1 Yo =A2 00001111 1111000 
CO fOO 9 Yeeeay OOOO ia a Awe 4 
01010101 Yo=Ao 01010101 14141011 
0077-5 (714.10 £86 
Each square equals one byte. 1114141100 
Figure 3: X2804A Physical bit map. 1711714 84 
1". et od 
1-2-9 7-14 V2 
00000000 Yz=Az Lito et. 
00001111 Yo =A2 0000.11 1.1 
00110011 Y,=A4 00110011 
01010101 Yo=Ao 01010101 
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Each square equals one byte. 


Figure 4: X2816A Physical bit map. 
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TECHNOLOGY 


Xicor E7PROMs are manufactured using a triple 
polysilicon N-channel process. Data is stored as the 
presence of positive or negative charge on the sec- 
ond level polysilicon which acts as a gate to a 
sense transistor. This second level polysilicon is a 
floating gate surrounded by ~ 750A of thermally 
grown oxide. Charge is transferred to and from the 
floating gate through a quantum mechanical effect 
known as Fowler-Nordheim tunneling. This phenom- 
enon has been described in detail in recent Xicor 
publications. 1,2,3 

Xicor’s process employs a textured polysilicon. 
This creates a textured surface between the polysili- 
con and the tunneling oxides, resulting in a sharp 
decrease in tunneling current with a decrease in 
voltage allowing the use of thick tunneling oxides. 
This in turn results in lower leakage currents from 
the floating gate during static store periods and dur- 
ing read operations. Recent Xicor publications de- 
scribe the excellent data retention that can be ex- 
pected from this technology.3 For both the X2804A 
and X2816A Xicor specifies a data retention of 100 
years. 


RELIABILITY STUDY AND 
RESULTS 


This report is based on data collected using the 
X2816A. The X2804A is a smaller version of the 
X2816A, produced by using the design of the 
X2816A with three-quarters of the array and two ad- 
dress buffers removed. Thus, reliability studies were 
focused on the X2816A. The X2816A has four times 
the memory and approximately twice the active sili- 
con area; therefore, it is the more sensitive reliability 
indicator. 

Before Xicor qualifies any new product it is sub- 
jected to a series of accelerating stresses and tests. 
These tests are designed to accelerate any degra- 
dation a device may experience over the course of 
a normal lifetime in order to uncover any design or 
process flaws. Because package type has an affect 
on device reliability, complete qualification of the 
X2816A involved both plastic and cerdip units. In 
addition, Xicor runs ongoing monitors of those prod- 
ucts in production. This assures high reliability stan- 
dards for all product shipped by Xicor. 

The stresses used to establish reliability data are 
as follows: 

1) High temperature dynamic lifetest. 
2) Data retention bake. 


8-36 


3) High temperature high voltage stress. 
4) Environmental testing. 
A short description of these tests and the results 
obtained are presented in the following report. 


Dynamic Lifetest 


Failure modes typically encountered in MOS 
semiconductor devices can be accelerated if the 
device is operated at elevated temperatures. The 
dynamic lifetest aims to accelerate any failure 
modes a device may exhibit by operating the device 
in its most common mode at high temperature. 

For the X2816A, the dynamic lifetest consisted of 
continually reading a known data pattern stored in 
the device, while it was subjected to a temperature 
of + 125°C. Each unit was then tested for data re- 
tention and complete functionality after 168, 500, 
1000 and 2000 hours of dynamic lifetest. The re- 
sults of the tests are shown in Table |. 


Data Retention Bake 


The purpose of this stress is to measure and en- 
sure a device’s ability to retain correct data. Tech- 
nologies using floating gate structures to retain 
charge will all have a greater tendency to loose this 
charge at higher temperatures. 

This test is conducted by storing a checkerboard 
pattern in the devices under test and then baking 
the devices at +150°C for plastic units and at 
+ 250°C for cerdip units. The pattern is verified after 
48, 168, 500, 1000 and 2000 hours of bake. In most 
Cases a group is split and retention evaluated on 
units that have been precycled (10,000 erase/write 
cycles) and units that have not been cycled. This 
provides a base to study the affect (if any) of writing 
to an E2PROM on data retention. The results of the 
tests are shown in Tables II and Ill. 


High Temperature High 
Voltage Stress 


The high temperature high voltage test is a deriv- 
ative of the high temperature reverse bias test used 
to evaluate bipolar circuits. In this test Vsg is 
grounded while all inputs and Vcc are maintained at 
high voltage while being baked. The stress is in- 
tended to expose failures due to mobile ionic con- 
taminants, electrical overstress and latent gate ox- 
ide defects. 


Lot # 


= 

[sc [ater [eer [0 | ze | 0 | we | 0 | — | tx 
[ao fo | st | | ot | | | texto 
zp [0 [ee | 0 | 7m | 0 | w | 0 | 76 | 20x18 
ee [oe few fo [1s | o | w | 0 | w | saxi 
Tyotae | 2 [eve [0 | oo] 1 | ow] 1 | we | taxa 


[a] lonic contamination: 1eV 
[b] Retention failure: 0.6eV 
Note: C = Cerdip 

P = Plastic 


Table |: 125°C Dynamic lifetests results. 


Total 


| 48Hre. | teats. | sooHrs. | _t000Hrs._| 2000Hrs._ 
oe 
Poe [a fo Pe fe Lo [ox 


a 


*Denotes units that received 10,000 erase/ write cycles prior to retention tests. 


Table //: 250°C Cerdip unit, retention bake test results. 


| 4strs. | 168tre.__| sootrs. | _1000Hrs. | 2000Hrs.__| Total 
al deh 
Pt | o fs fo ft | oo fot | oo | st] oo | 5t | 10x 108 | 
p2 | o [a | el | os | oo fle | oo | m4 | oo | aM | 48x 104 | 
ps | oo [wlio | wi] io [aw] o | ww] o | 76 | 15x 105 | 
[totals | 0 | 152] oo | tz] o | 1] oo | 151] 0 | 161 | 30% 105 


[a] Data retention failure: 0.6eV 


*Denotes units that received 10,000 erase write/cycles prior to retention test. 


Table Ill: 150°C Plastic unit retention bake test results. 
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This test was conducted on the X2816A at 5.5V 
and + 150°C. Data retention and functionality were 
verified after 48, 168, 500, 1000 and 2000 hours. 
The results of the test are shown in Table IV. 


ENVIRONMENTAL 
TESTING 


Environmental tests are designed to determine a 
device’s resistance to extreme or changing environ- 


ments. Due to the inherent differences between 
plastic and cerdip devices, different reliability stress- 
es are applied to evaluate the individual package. 


Cerdip 


The standard tests for cerdip encapsulated devic- 
es are defined by MIL-STD-883, Method 5005, 
Group C and D. The results and conditions of these 
tests on typical Xicor products are listed in Tables V 
and VI. 


[a] Oxide breakdown: 0.3eV 


Note: C = Cerdip 
P = Plastic 


Table 1V: High temperature high voltage stress test results. 


Test Condition C 
(10 cycles —65°C to + 125°C) 


Test Condition E 
(30,000g Y1 axis) 


Temperature 
Cycling 


Constant 
Acceleration 


Seal 
Fine Test Condition B 


Gross Test Condition C 


Table V: Group C, die related tests. 
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Test 883 Test 
Method 
Lead Integrity 2004 Test Condition B2 


Seal 
Fine 
Gross 


Thermal Shock 


15 


0/15 0/15 
15 0/15 


Test Condition B 
Test Condition C 


Test Condition B 
(15 cycles — 55°C to + 125°C) 
Test Condition C 

(10 cycles — 65°C to + 125°C) 


Temperature Cycle 


Moisture Resistance 


Seal 
Fine 
Gross 


Test Condition B 
Test Condition C 


Mechanical Shock Test Condition B 


(1500g peak 3 axis) 
Variable Frequency Test Condition A 
Vibration (29g peak 3 axis) 


Constant Acceleration Test Condition E 


Seal 
Fine 
Gross 


Test Condition B 
Test Condition C 


Test Condition A 


Salt Atmosphere 


Seal 
Fine 
Gross 


Test Condition B 
Test Condition C 


Adhesion of Lead Finish 
Lid Torque 2024 


Table VI: Group D, package related tests. 
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Plastic 


Some of the tests used to evaluate cerdip pack- 
ages do not apply to plastic packages. Tests such 
as seal, internal water vapor content and lid torque 
do not apply because plastic packages are not her- 
metically sealed and do not have lids. Other tests 
such as vibration and acceleration do not apply be- 
cause the die in plastic packages are completely 
embedded in plastic and are not susceptible to such 
mechanical failures. Plastic packages, however, 
may be more ‘susceptible to other failure modes. 
Due to the considerable difference in expansion co- 
efficients between plastic and silicon, plastic devic- 
es may be more susceptible to temperature cycling 
failures. Plastic package devices may also be more 
susceptible to moisture. Therefore, the plastic units 
were subjected in greater numbers to more strin- 
gent tests. 


Temperature Cycling 


Plastic packaged devices were subjected to 1000 
temperature cycles per MIL-STD-883 Method 1010 
Condition C. The results of this test are shown in 
Table VII. 


Table Vil: Temperature cycling test results. 


85°C/85% Relative 
Humidity and Autoclave 
Tests 


Because plastic encapsulated devices may be 
more susceptible to moisture related failures they 
are subjected to environmental tests at 85°C with 
85% relative humidity (both powered-on and pow- 
ered-off). Three additional sample lots were subject- 
ed to autoclave tests (pressure pot) at two atmo- 
spheres. These stresses test for corrosion, electro- 
lytic failure modes and passivation integrity. The re- 
sults of these tests are presented in Tables VIIIA, 
VIIIB and Ix. 


85/85 Vcc = +5.5V 
Ste te te ee 


Table VIIIB: 85/85 Test results, Voc = OV. 
Note: In both 85/85 tests, each pin was alternately biased to + 5V and OV to provide an electrical potential between adjacent metal lines. 
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pak 
1 of oo | a fo Tw To tte x t08 | 
2 {| o | # | oo fo fo fe | 79x 108 
a 

a 


Table |X: Autoclave test results. 


P 4 F Table X presents the predicted failure rates for 
Prediction Of Failure these activation energies. The results are based on 
Rates the test data presented in Tables | and IV. 


The failure rates predicted are for both plastic and 
Accelerated testing allows one to identify possible cerdip devices. Such a prediction is valid because 
design and process flaws. It also makes it possible all the failure modes found or expected are common 


to predict failure rates under normal operating con- to both plastic and cerdip devices. The predicted 
ditions. All failure mechanisms are accelerated to failure rate is depicted as the “60% upper confi- 
some degree by voltage or temperature or both. dence level’ failure rate per 1000 device hours. 
The degree to which any given failure mode is ac- This means that there is a 60% probability the actu- 
celerated is known as the activation energy. Knowl- al failure rate will be below the rate computed. 


edge of a failure mode’s activation energy allows Sometimes predictions are expressed in FIT units. 
one to predict the rate at which that failure mode To convert from the given values to FIT, multiply by 
will occur under normal operating conditions. If the 10,000. 


activation energy is not known it can be determined A more representative value for the failure rate 
experimentally.4 Four typical failure mechanisms of can be given by the “best estimate”. This value 
the technology employed by Xicor and their corre- gives the most likely failure rate based on the given 
sponding activation energies are: data. Table XI presents the best estimate values. 

Oxide breakdown 0.3eV 

Leaky oxides 0.6eV 

lonic contamination 1.0eV 


: 60% UCL : 60% UCL 
jue Number Equivalent ‘ Equivalent : 
Activation Failure Rate Failure Rate 
of Hours at Hours at 
Energy ; Per 1000 Hrs. : Per 1000 Hrs. 
Failures 55°C 


at 70°C 


Totals a 


Table X: 60% UCL failure rate predictions. 


at 55°C 
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Best Estimate Best Estimate 


Activation eee Equivaient Failure Rate Equivaient Failure Rate 
Energy eagese — Per 1000 Hrs. nee Per 1000 Hrs. 
at 70°C at 55°C 


1.3 X 107 0.0280 2.1 x 107 


4.0 x 108 0.0007 PO x 409 0.0003 
1.0eV 6.3 x 108 0.0006 2.8 x 109 0.0001 


Table X/: Best estimate failure rate predictions. 


Based on these values it can be seen that the 


expected failure rate for the X2816A and X2804A is 1 ee a es a ae 
0.0293% per 1000 hours at 70°C (293 FIT) and SOG ELELEL IIIS LICESIILISIIII LIL Irreiiisiiiiiiipsiiiiiiiss 
0.0174% per 1000 hours at 55°C (174 FIT). al ascot al ale me he een tp ask De 
Endurance ug WOOK Peau gets Fesesespisetesisvsvsisvsis us iiifvsisivitie  ftiibie 
Oo S LRN hs en Rc, eA NE gta Ace Seales EOS SORE ao SN ye 
Xicor uses two tests to evaluate the endurance of G Semin ee atthe atyece ts Vly usu eet eeu te 
its E2PROMs. One test utilizes special test modes 3 i cha br Steps soe thes pre ed Se essen 
to enable all bits in a unit to be changed simulta- fagiantiane topes Sas TSE PAGTOK jes 5 
neously. This test is used to measure the ultimate fore ttese sete Sacs wan iee 2a ane eg, 
endurance of a sample of units. For reasons dis- Seabee ices frente capers Pent Cis Pore Mester ees mere 
cussed in RR-510, this test tends to give a some- bb ar tcet fe cere ett Ab tet teacer eis src 
what pessimistic estimate of trapping limited endur- ge 3 , 
ance and a slightly optimistic estimate of oxide cA iis 137 |s7 99 


breakdown limited endurance. Figure 5 shows the 

endurance distribution from a twenty piece sample stig 
from a lot of X2816A showing the intrinsic endur- Figure 5: An extreme value distribution of endurance monitor on units 
ance. In order to monitor the oxide defects, which cycled in mass mode. 

appear as infant mortality endurance failures, Xicor 


conducts a test in which the memory is written se- 

quentially 10,000 times on byte-by-byte basis. Two REFERENCES 

failures were observed on a sample of 300 units 1 BK Ellie eRe Elerion Device Lenec. 13 
from several diffusion lots in this test. As is shown in (1982): p 0. 330-333 

RR-510, these failures are expected to contribute pene 
approximately 10 FIT to the failure rate in typical ap- 2. R.K. Ellis, H.A.R. Wegener and J. Caywood, /nter- 


plications. national Electron Devices Meeting Technical Di- 
gest (1982): pp. 749-752. 


SUMMARY 3. J. Caywood and Reliability Engineering Staff, 


NOVRAM Reliability Report, Xicor publication 


CUMULATIVE PERCENT 


The technology used in producing the X2816A RR-502A (1985). 
and X2804A are reviewed. The reasons for expect- 
ing excellent data retention are presented. Acom- 4.D.S. Peck and O.D. Trap, Accelerated Testing 
prehensive set of data covering a variety of stresses Hanabook, Technical Associates Publication. 
are presented. Finally, failure rate predictions are 


This report is based on data collected through 


provided. January, 1986. 
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0077-7 
Note A: 
CLK-1: Rows 1, 3, 5... (odd rows-CEa) 
CLK-2: Rows 2, 4,6... (even rows—CEp) 
Such that: CLK-2 = CLK-1 
Note B: (1) WE must always be hardwired to Vcc (Pin 24) at device as shown. 
(2) All resistors: 
1% metal film 
1/4 .W 
(3) 1/0 pull-up: 2.0 KO 
1/0 pull-down: 1.4 KO 
(4) Socket-to-socket isolation as shown. 


(5) Pin 19 (Ay9) and Pin 22 (Ag) are no connects (NC) for the X2804A. 


X2804A/2816A (DIP) Burn-in circuit. 
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Ao-Aio | = 
SEE NOTE 5 is 


(cuk-2) 

wg >| |-1.0 >|\10 | 10 = (es | oa 

oe ee 
l | 


0 4 8 10 12 16 20 24 283032 36 40 
TIME (uSEC) 


Notes: (1) Ag-Aj9: binary sequencing address cycle: 40 ps. 
(2) WE disabled (tied to Vcc at device). 
(3) Vin Low: 0.4V Vin High: 5.0V 
(4) Vec: 5.50V 
(5) X2804A: Ap-Ag 
X2816A: Ag-Ai10 


X2804A/2816A (DIP) Burn-in timing diagram. 
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RR-506 


BYTE-WID 
NOVRAM* 
(X2001/X2004) 

RELIABILITY 
REPORT 


By Atam Kablanian 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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INTRODUCTION 


This is a summary of RR-506, the report of reli- 
ability studies conducted by Xicor to fully qualify the 
X2001/X2004 family of byte-wide NOVRAMs. This 
family is comprised of the X2001 configured 128 x 8 
and the X2004 configured 512 x 8. Although the 
data were collected using the X2004, the entire 
family shares common circuitry throughout and they 
are all manufactured employing the same process 
criteria. 

Figure 1 provides pinouts for the two parts; Figure 
2 shows the functional block diagram for the X2004; 
Figures 3 and 4 illustrate the physical location of the 
various address bits. The thermal resistance table, 
burn-in circuit and a timing diagram are included in 0078-7 
Appendix A for your reference. 


Figure 1: X2004 and X2001 pin configurations. 
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Figure 2: X2004 functional block diagram. 
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Each square equals one bit. 


Figure 3: X2004 physical bit map. 
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Each square equals one bit. 


Figure 4: X2001 physical bit map. 


TECHNOLOGY types of memories allows the NOVRAM to operate 
like a standard SRAM and provide nonvolatile stor- 
The X2001/X2004 family is fabricated in an age of data. Data may be transferred in parallel 


2PROM (store operation) or 
N-channel floating gate MOS technology. The mem- _— from RAM into the = : 
ory cell schematic is illustrated in Figure 5. Itiscom- from E2PROM into the RAM (recall operation). De- 


prised of a conventional six transistor static RAM tailed device operation and timing requirements are 
cell and an E2PROM cell. This marriage of two Contained in the Xicor Data Book. 
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Figure 5: Schematic diagram of a NOVRAM memory cell. 
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The E2PROM portion of the memory cell employs 
a triple polysilicon N-channel process, see Figure 6. 
Data is stored as the presence or absence of 
charge on the second level polysilicon which in turn 
acts as the gate for the readout transistors. This 
second level polysilicon is surrounded by ~ 800A 
of SiOz, electrically isolating it from the other layers, 
allowing storage of charge on the second level poly- 
silicon until a large energy input from an outside 
source is received. In the E2PROM cell charge is 
transferred onto or off of this storage gate in a con- 
trolled manner by means of a quantum mechanical 
phenomenon, called Fowler-Nordheim tunneling.1 


TEXTURED 


fy SURFACES 


POLYSILICON 


FLOATING 


PROGRAM/ERASE GATE — 
LINE x 


OXIDE 


; SILICON SUBSTRATE t 


Figure 6: E27PROM cell structure. 
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This charge transfer occurs only during store op- 
erations. There are two types of storage mecha- 
nisms that occur during the store operation, howev- 
er each bit will only experience one. Should the 
State of the floating gate need to be changed, it will 
either be programmed (charged) or erased (dis- 
charged). There is a third possibility; in order to ex- 
tend the endurance of the E2PROM cell no charge 
transfer will occur if the state of the RAM cell and 
E2PROM are already the same. 


Nonvolatile Memory 
Reliability Concerns 


E2PROMs are unique semiconductors when ex- 
amined from a reliability viewpoint. Most LSI semi- 
conductor devices such as microprocessors are 
evaluated solely for semiconductor type reliability; 
generic nonvolatile memories such as EPROMs or 
ROMs are evaluated for semiconductor reliability 
and data retention; but E7PROMs must be evaluat- 
ed for semiconductor reliability, data retention and 
endurance. 


® Data retention refers to the capability of a nonvol- 
atile memory to retain valid data under worst case 
conditions. 
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® Semiconductor reliability pertains to several failure 
modes common to all semiconductors such as ox- 
ide rupture and microcracks. These are generally 
process related failure mechanisms. 


® Endurance is the ability of a nonvolatile memory 
device to sustain repeated data changes. 


Semiconductor failures and endurance failures 
can be further categorized as infant mortality fail- 
ures, early life failures, random failures and end of 
life or wearout failures. These failures would fit the 
classic bathtub curve illustrated in Figure 7. Xicor 
production test flows are designed to eliminate in- 
fant mortality failures and reduce the incidence of 
early life failures. All devices employed in the reli- 
ability study were selected from units that had com- 
pleted the standard test flow in order to indicate fail- 
ure rates that might be experienced after shipment 
to customers. 


INFANT 
MORTALITY 


WEAROUT 


FAILURE RATE 


EARLY LIFE 


RANDOM 


TIME 


0078-4 
Figure 7: Iilustration of bathtub curve of failure rates. 


Retention 


This test is sometimes referred to as storage 
bake, but Xicor prefers the term “data retention 
bake” because this better describes the principal 
function it serves in the case of electrically program- 
mable nonvolatile memories. 

In this test an erase pattern, or a charge that is 
the opposite of the state that would be read when 
the gate is at equilibrium, is stored on the floating 
gate of the E?PROM cells. The devices are then 
baked at 250°C with no bias applied. At intervals the 
memory is removed from the bake and the nonvola- 
tile data is recalled and verified. The data is not re- 
stored to the E@ array after the readouts in order to 
ascertain the worst case retention capability. 


Table |: 250°C Data retention bake test results. 


Xicor has experimentally determined the activa- 
tion energy (Ea) for the data loss mechanism of the 
E2 cell to be 1.7 eV. The mean time for data loss for 
this mechanism, which we believe to be the funda- 
mental data loss mechanism of this technology, is 3 
million years at 125°C. Table | illustrates the results 
of the data retention tests performed on the X2004. 


Semiconductor Reliability 


Table Il is a compilation of MOS failure mecha- 
nisms and the normal test method used to acceler- 
ate failures caused by that mechanism. The acceler- 
ation of failures is required in order to collect statisti- 
cally useful data in the most expeditious manner. 


High Temperature Lifetest 


This test employs elevated temperatures to accel- 
erate all failure types related to infant mortality and 
random failures. This data is gathered at 125°C am- 
bient temperature. The E? array is erased and the 
static RAM array is constantly being written with 
FF(H) then read and then rewritten with 00(H) and 
read again. Full AC and DC testing is done at 48, 
168, 500, 1000, 1500 and 2000 hours to insure de- 
vice functionality. After each of the first five tests 
the E2 array is once again erased and the devices 
continue the lifetest. The results of the tests are 
shown in Table Ill. 


High Temperature 
Reverse Bias 


This test is performed at 150°C, with the GND pin 
tied to OV and all other pins tied to Vcc. Two sepa- 
rate tests were performed; the first was with Vcc at 


8-50 


5.5V and the second with Vcc at 7.5V. This test is 
performed to expose failures which might occur as 
result of drift of mobile ionic contamination or latent 
defects in the gate oxides. The results of the tests 
are shown in Tables IV and V. 


Tvpe Activation Detection 
yP Energy Method 
1.0eV High Temp. 
Bias 
Wearout 
Surface Wearout |0.5-1.0eV| High Temp. 
Charge Bias 
Polarization | Wearout| 1.0eV High Temp. 
Bias 
Electro- Wearout| 0.55eV High Temp. 
migration Operating Life 
Microcracks | Random Temperature 
Cycling 


Contact Wearout} 0.9eV_ |High Temp. Bias/ 
Electro- High Temp. 
migration Operating Life 


Oxide Infant/ 0.3eV High Temp. 
Rupture Random Operating Life 
Silicon Infant/ 0.3eV High Temp. 
Defects Random Bias 
Oxide Defect | Infant/ 0.6eV High Temp. 
Leakage Random Operating Life 
Electron 0.06eV Low Temp. 


Trapping in High Voltage 
Table Il: MOS failure mechanisms and test acceleration test method. 


Oxide Operating Life 


‘S 
Le 
+ 
Ei/-/Vix t/t} wo] a]? 
| co} | 2S am} w]/ wo] Go| 8 
a Sta 
a a TT 
ELSI] OE} 0] a] a] a] ao] 
M1 OD1S|S/OIN| AN) oO] 
a el ee ed a 
Elr-in| oO] Hn] a]/alalao;/y 
M1 O)/OlSO|/DININ/ OL 
Se Se NA bd ™ WN N WN ‘om 
i — 
if 1% ae 


# Fa 


# Fa 


Lot # 


0.3eV 


[a] 1 unit—single bit oxide breakdown, Ea 
[b] 1 unit—single bit oxide breakdown, Ea 
[c] 1 unit—ionic contamination, Ea = 1.0eV 


0.3eV 


Table Ill: High temperature dynamic lifetest results. 


Table V: High temperature reverse bias lifetest results at 7.5V. 
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Failure Rate Calculation 
and Reliability Prediction 


High temperature lifetest and high temperature re- 
verse bias data are used to calculate the failure 
rate. If we ignore the infant mortality failures (fail- 
ures before 48 hours burn-in), we can then calculate 
the failure rate for the useful life of the device as 
follows: 


number of failures 
Device Hours (Ts) 


Failure Rate (Ts) 


Ts 


The above equation will be useful only to calcu- 
late the failure rate at the stress temperature under 
which the tests were performed. In most cases the 
actual operating temperature of the device will be 
much lower: therefore, the equation needs to be 
modified to reflect the failure rate at the operating 
temperature. The failure rate for a given activation 
energy is calculated as follows: 


stress temperature 


Failure Rate (Tq)j = 
A ie eg 
DH(Ts) < TAF(Ts,Tg)i X VAF(Vs,Va)i 
Where: 


Failure Rate (Tg) = Failure rate at temperature 


Tq 
DH(T,) = Device hours at stress tem- 
perature 
TAF(Ts,Tg) = Temperature acceleration 
factor from Ts — Tq 
i = A given activation energy 
N; = Number of failures for activa- 
tion energy i 
Ts = Stress temperature 
Tq = Desired temperature 
VAF(Vs,Vq) = Voltage acceleration factor 
from Vs — Vg 
Vs = Stress Voltage 
Vq = Desired Voltage (5.5V) 


The voltage acceleration factor is 1 for all failure 
mechanisms except TDDB (time dependent dielec- 
tric breakdown where Ea = 0.3eV). This can be cal- 
culated using Crook’s equation:2 
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VAF(Vs,Vq) = exp [(Es—Eg)/Eeel 


Where: 
E, = Field (stress) = Vs/Tox 
Ey = Field (desired) = Vq/Tox 
Eos = Field constant = 0.062 Mv/cm 
Tox = Oxide thickness 


The temperature acceleration factor for a given 
activation energy can be calculated using the Ar- 
rhenius equation: 


TAF(Ts,1q) = expl(Ea/K) (1/Ts — 1/Tg)] 


Where: 


Ea = Activation energy (eV) 


K = Boltzmann's constant 
(8.63 x 10—5 eV/°K) 
T; = Stress temperature (junction) in °K 
Tq = Desired temperature (junction) in °K 


The above equation is valid for only one activa- 
tion energy. To predict the total failure rate for the 
device at the desired temperature the calculated 
failure rates for each activation energy must be 
summed. 


Total Failure Rate (Tq) = 


d 7 
DH(Ts) 


x TAF(Ts,Tq)i X VAF(Vs,Va)i 
| 

Using the above equation we calculated the fail- 
ure rate based on the experimental results. Those 
calculations are summarized in Table VI. We have 
also included in that table a 60% upper confidence 
level (UCL) calculation. This indicates that with a 
60% confidence the actual failure rate will be below 
that calculated. The equation below is used to de- 
termine the 60% UCL. 


Total Failure Rate (Tg) = 


S. X2(1 —CL) (2N + 2) 


af 2X DH(T,) < TAF(Ts,Tg)i X VAF(Vs,Vaq) 


Where: 
X = the chi square function 
CL = the confidence limit (60%) 
2N+2 = the degrees of freedom 


Calculated 
Failure Rate 


Total Device 60% UCL Failure 
# of 


Fails Rate FIT 


ay Tae eee a ew ee Teo 
10 | 1. , 3 | ea ie | 
ain 


Equivalent 
Device Hours 


5 
Tao ate toe [276 x105[ 1 | sasxr08 [104x108 2 
eee fe pa | ae ee ee 


Note: FIT x 0.0001 = failure rate per thousand hours. 


Table VI: Summary of semiconductor failure rate calculations. 


In calculating the data presented in Table VI we of a memory is reached when the first single bit fail- 


used the actual junction temperature and not ambi- ure occurs. This limit of endurance is expressed in 
ent temperature. We also made the conservative number of data changes the entire array can sustain 
assumption of including the oxide leakage (Ea = before a single bit fails to change. 

0.6eV) failure rate. This failure mechanism should The endurance test employed is to alternately 
be included whether it was observed or not, since it store all ones then all zeroes in the array. The array 
is always anticipated in the E27PROM technology. is verified after each data change. Upon detection 


Had we only considered the observed failures as of the first single bit failure the number of cycles 
many vendors do, the 60% UCL failure rate at 70°C that device endured is recorded. 


and 55°C would have been 119 and 74 FIT respec- Figure 8 contains the data for a typical endurance 
tively versus the more conservative calculation of monitor lot of X2004. These data are displayed on 
162 and 94 FIT. an extreme value distribution plot. For more infor- 


The results in Table VI are long term failure rates mation on endurance, see Xicor RR-504 and 
and were determined by excluding data for the first RR-510. 
48 hours of the dynamic lifetest. Infant mortality can 
be calculated from the data contained in Table Ill. ei ae 
There was one failure out of 1514 units tested; See ecee epee eee ies veces serene 
yielding a single point estimate of 660 ppm. eres i pas or ee 
Infant mortality rates and long term failure rates Pike eh | ug 
indicate Xicor’s byte-wide NOVRAMs have attained 
failure rates comparable if not better than those re- 
ported by major semiconductor suppliers of stan- 
dard volatile memory products.°:6:/ 


ee (ae Se a ee en a 
658 ES 6 9S S28 = Sy eS ES ee SES SA See 
Coa a eS Sy pee. a FS ME nea SH AT ak ee “ea og Se ee me wee 
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LOG CYCLES 


Endurance a Sie eee pee pees resreren ES 


A key factor in memory system reliability is the = a a ee ne oe ees precaesont 
ability of the device to sustainrepeated datachang- fi 
es. In the static RAM portion of the NOVRAM there 1K 
are only semiconductor related reliability factors. 5 
However, the E2 array is subject to limitations on CUMULATIVE PERCENT 
the number of data changes a cell may undergo, its . i, 0078-12 
limit of endurance. Xicor defines the endurance limit 9/8 & Exteme value alsiribution plot for X2004 


37 157 99 
50 
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Low Temperature 
Dynamic Lifetest 


In addition to the preceding tests pertaining to 
standard failures related to nonvolatile memories Xi- 
cor undertook a test to determine if hot electron 
trapping was of concem for this device family. The 
low temperature dynamic lifetest is functionally iden- 
tical to the high temperature dynamic lifetest but 
with the ambient temperature at — 40°C. This test is 
intended to detect hot electron trapping in the gate 
oxide. As can be seen by the test results in Table 
VII, there was no indication of hot electron trapping 
in these devices. 


Environmental Testing 


This group of tests is performed on plastic pack- 
ages to insure that excessive humidity and ambient 
vapors will not cause failures and to insure tempera- 
ture cycling will have no adverse effects on the ma- 
terials used. 

The three major failure modes for plastic pack- 
aged devices under moisture test are: 


[a] 2 units—open pins, chemical corrosion 


Table Vill: Autoclave test results. 
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® Mobile lons—lons on the passivation glass are 
made more mobile by humidity. If enough charge 
transfer occurs, a device parameter could be al- 
tered or a parasitic transistor could be introduced, 
degrading device performance. 


Chemical Corrosion—Phosphorous is commonly 
used in small quantities in passivation and under 
metalization layers. Sufficient phosphorous, when 
combined with water molecules, produces phos- 
phoric acid which may etch away aluminum lines. 


Electrolytic Corrosion—When a voltage potential 
exists between two adjacent metal lines under en- 
hanced surface conditions, presence of moisture, 
and electrolytic corrosion process may be trig- 
gered. This condition could result in an open met- 
al line. 


Autoclave and 85°C/85% relative humidity tests 
are conducted to test for these failure modes. 


Autoclave 


Autoclave or pressure pot testing subjects a de- 
vice to a 2 atmosphere steam environment. This 
test will accelerate mobile ionic drift, chemical cor- 
rosion and to some extent electrolytic corrosion. 
The test results are summarized in Table VIII. 


eines. [ori [0m 
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85°C and 85% Relative 
Humidity 


85/85 testing is performed to determine life ex- 
pectancy of devices in high temperature and high 
humidity environments. This test will accelerate the 
three environmental failure modes. It is an especial- 
ly good test for detecting electrolytic corrosion. 

85/85 tests can be performed in two ways. The 
first is by supplying voltage to Vcc with all other 
pins alternately biased at OV and + 5V. In this meth- 
od, heat generated by power dissipation can reduce 
the relative humidity on the die surface to as low as 
45%. The second method is to test the device with 
Vcc at OV and all other pins alternately biased at OV 
and +5V. This provides a potential between metal 
lines and insures maximum humidity at the die sur- 
face. The second method is more stringent and is 
the method used to test the X2004. The results of 
the test are listed in Table IX. 


Table |X: 85°C/85% Test results. 


Temperature Cycling 


This test subjects the devices to temperature ex- 
tremes of —65°C to + 165°C. This test is performed 
to stress the package to detect poor bond wire at- 
tachment and to determine if there is a potential 
problem due to thermal mismatch between the die 
and the package material that could cause device 
failures. The results of this test are tabulated in Ta- 
ble X. 


Table X: Temperature cycling test results. 
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SUMMARY 


The data presented show that data retention is 
excellent. There were no observed retention fail- 
ures. The X2004 family exhibits semiconductor re- 
lated failure rates comparable if not better than 
those reported by other semiconductor manufactur- 
ers. The typical minimum endurance limit of the 
X2004 is an order of magnitude higher than 10,000 
cycles. The plastic packaging employed shows ex- 
cellent results. 
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X2004 (DIP) Burn-in timing diagram. 


Note A: 

CLK-1: Rows 1, 3, 5, ... (odd rows = CE-A) 

CLK-2: Rows 2, 4, 6, .. . (even rows = CE-B) 

CLK-2 = CLK-1 

Note B: (1) NE (Pin 1) must be hardwired to Vec (Pin 28) at device 
as shown. 
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(4) Socket-to-socket isolation as shown. 


X2004 (DIP) Burn-in circuit. 
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INTRODUCTION 


The X2864A is a 64K bit electrically erasable pro- 
grammable read only memory, E2PROM, organized 
8K x 8. This memory operates on a single 5V power 
supply for all operations. Figure 1 provides the 64K 
pin configuration; Figure 2 shows the functional 
block diagram; Figure 3 illustrates the physical loca- 
tion of the various address bits. The thermal resist- 
ance table, burn-in circuit and a timing diagram are 
include in Appendix A for your reference. 

The X2864A is manufactured using Xicor’s rug- 
ged, textured poly technology. Xicor has shipped 
more than 20 million memories manufactured with 
this technology. Because the X2864A is a mature 
part which has been in volume production for some 
time, this report contains data from the production 
reliability monitor as well as reliability qualification 
data. 
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Figure 2: X2864A Functional block diagram. 
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Figure 1: X2864A Pin configuration. 
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Figure 3: X2864A Physical bit map. 
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In the next section the operation of the textured 
poly E2PROM cell is described. The remainder of 
the report covers experiments designed to probe 
the reliability of the part beginning with the two attri- 
butes unique to E27PROMs: data retention and en- 
durance. The data show that at 55°C retention con- 
tributes approximately 1 FIT to the device failure 
rate while endurance contributes about 10 FIT in a 
typical application. After the E2PROM specific ex- 
periments, standard accelerated lifetest and accel- 
erated package tests are reported in order to com- 
plete the study on this component. These results 
are used to predict operating failure rate. The pre- 
dicted result is 50 FIT at 55°C, 60% UCL. 


TEXTURED POLY 
E2PROM CELL 


The cross sectional structure of a textured poly 
cell is shown in Figure 4. It consists of 3 layers of 
poly with overlap forming three transistors in series. 
The floating gate transistor is in the middle formed 
by poly 2. The floating gate is surrounded by silicon 
dioxide for high retention. Programming is achieved 
by electrons tunneling from poly 1 to poly 2 and 
erase is achieved by electrons tunneling from poly 2 
to poly 3. 
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Figure 4: Cross sectional structure of a textured poly memory cell. 


In reading the datum stored in the cell the poly 3 
select transistor is enabled. The current flow 
through the cell is determined by the charge state of 
the poly 2 floating gate. If it is charged positively 
when the bit is selected, current flows through the 
cell which is sensed as a ‘‘1”’. If it is charged nega- 
tively, a “O” results. During writing the poly 3 is set 
to a high voltage (> 20V). The poly 2 floating gate 
is Capacitatively steered either high or low. If the 
floating gate is steered low, the large voltage drop 
occurs between poly 2 and poly 3 causing electrons 
to tunnel off the floating gate, leaving it in a positive- 
ly charged erase state. If the floating gate is 
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steered high, the large voltage drop occurs between 
poly 1 and poly 2 causing electrons to tunnel from 
poly 1 onto the floating gate charging it negative. 


DATA RETENTION 


Textured poly tunneling structures have a signifi- 
cant advantage in data retention in comparison with 
those employing flat surfaces and thin oxides. One 
basis for this advantage is illustrated in Figure 5, in 
which the current-voltage (J-V) characteristics of a 
tunneling device which employs a thin oxide be- 
tween planar surfaces and, a tunneling device which 
employs a thick oxide between textured silicon sur- 
faces, are compared. For this comparison we match 
the currents in the high current region since most 
memories are designed to program in about the 
same time period (~ 10 ms). As can be seen, the 
same current can be obtained from a smooth sur- 
face with 125A thick tunnel oxide or from a textured 
surface with an 825A thick tunnel oxide. Note how- 
ever, that at lower values of applied voltage typical 
of read and storage conditions, the current emitted 
from a textured surface is approximately four orders 
of magnitude lower than that from a smooth 
surface. 
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Figure 5: Comparison of calculated tunneling J-V curves for emission from 
a planar and a textured structure. The devices were designed to have the 
same emission in the high current regime where programming takes 
place. 
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These differences may become even more signifi- 
cant as devices are scaled. It is clear that, in order 
to scale the memory properly, lower programming 
voltages are needed so that the isolation widths and 
device channel lengths can be reduced both in the 
memory array and in the peripheral circuitry. Howev- 
er, for a typical part which stores data in 3 ms and 
must retain it for 10 years, the tunneling current un- 
der storage and reading conditions must be at least 
1011 times smaller than under programming condi- 
tions because the retention time is 1011 times long- 
er than the storage time. Actually, for margin, one 
would design for a difference in currents of 1013 to 
1014. For planar surface tunneling structures, this 
may be a difficult design constraint because the 
slope of the J-V curve is fixed, which means that the 
maximum allowed read voltage drops with the pro- 
gramming voltage on a volt-for-volt basis, not pro- 
portionately. On the other hand, textured surface 
tunneling structures, in their current manifestation, 
have a steeper J-V characteristic than planar ones 
and the J-V characteristic of a textured structure 
can be tailored to yield a steeper curve if desired. 
This means that for a given maximum read voltage, 
a textured structure requires a lower programming 
voltage which leads to better scaling. 

To verify the excellent data retention expected of 
Xicor memories, a study was carried out to measure 
data loss as a function of temperature. Figure 6 
shows log cumulative data loss vs. log time for 100 
samples of X2210’s at each of three temperatures. 
Data loss is defined as occurring when the first bit in 
the array loses data. As shown in Figure 6, high 
temperatures were required to obtain appreciable 
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Figure 6: Log cumulative data loss vs. log time for three storage 
temperatures on samples of 100 X2210’s. Data loss is defined to occur 
when the first bit in an array loses data. 


*NOVRAM is Xicor’s nonvolatile static RAM device. 


data loss in experimentally useful times. Note that 
even at 300°C, 2000 hours (~ 3 months) are re- 
quired to see data loss. Figure 7 shows the result of 
calculating failure rates based on these results and 
plotting vs. inverse temperature. Since the rates fall 
on a straight line, we can extract an activation ener- 
gy and extrapolate to lower temperatures. The re- 
sult is that the experimental value of the activation 
energy is 1.7eV and the mean time for data loss for 
this mechanism (which we believe to be the funda- 
mental loss mechanism of this technology) is 3 mil- 
lion years for retention at 125°C. 
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Figure 7: Log data loss rate vs. inverse temperature for X221 0's. 


Although this retention data was based on small 
NOVRAMs*, it applies equally to Xicor E2PROMs 
which share common floating gate storage mecha- 
nisms and processes with the NOVRAMs. In fact, 
the real cause for retention failures observed in 
E2PROMs is not the intrinsic mechanism reported 
above, but single bit data loss arising from the same 
oxide defects which have been observed in 
EPROMs and shown to have an activation energy of 
0.6eV.1 

In order to investigate the probability of occur- 
rence of the extrinsic oxide defect data retention 
failures, a topological checkerboard pattern was 
written into samples of X2864A devices from a num- 
ber of lots. These devices were stored at elevated 
temperatures with periodic readouts to verify to data 
integrity. The hermetic packaged devices were 
stored at 250°C while the tests on the plastic encap- 
sulated devices were conducted at 150°C because 


Package 
Type 


Cerdip 


[a] = Cracked die 
[b] = Single bit retention failure: 0.6eV 


Table |: Data retention bake. 


the plastic epoxy molding compound won't survive 
250°C storage. The data from this test are displayed 
in Table |. The results show very good data integrity. 
This is in line with a recent report which indicated 
that E7PROMs have a lower incidence of oxide de- 
fects than EPROMs.2 This is probably because the 
multiple high voltage writes which occur during an 
E2PROM manufacturing flow provide an effective 
screen for many oxide defects which would other- 
wise appear as retention failures. 


ENDURANCE 


Endurance is defined as the ability of a nonvola- 
tile memory to withstand repeated nonvolatile data 
changes while remaining within specification. As is 
discussed in more detail in Xicor reliability report 
RR-510, endurance in Xicor’s E2PROMs is limited 
by two effects, electron trapping in the tunnel 
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oxide and oxide breakdown. Electron trapping in the 
tunnel oxide is the major failure mechanism in the 
endurance range of more than ~ 105 data chang- 
es. Oxide breakdown tends to be the major failure 
mechanism for devices which have endurance of 
less than ~ 10° data changes. 

Xicor uses two tests to evaluate the endurance of 
its E2PROMs. One test utilizes special test modes 
to enable all bits in a unit to be changed simulta- 
neously. This test is used to measure the ultimate 
endurance of a sample of units. For reasons dis- 
cussed in RR-510, this test tends to give a some- 
what pessimistic estimate of trapping limited endur- 
ance and a slightly optimistic estimate of oxide 
breakdown limited endurance. Figure 8 shows an 
endurance distribution sample from a broad range 
of X2864A material. In order to accurately monitor 
the oxide defects, which appear as infant mortality 
endurance failures, Xicor conducts a test in which 
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each page is written to 10,000 times on a page-by- 
page basis. Figure 9 shows the distribution of fail- 
ures found from a sample of 1034 units coming 
from at least 10 runs. As shown in RR-510 these 
failures are expected to contribute approximately 
10 FIT to the failure rate in typical applications. 
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Figure 8: An extreme value distribution of endurance monitor on units 
cycled in mass mode. 
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Figure 9: Cumulative failures occurring at less than 10K writes/page of 
complete memory for a sample of 1034 X2864A chosen from more than 
10 diffusion lots. 


LIFETESTS 


In addition to the endurance and data retention 
tests specifically targeted at properties unique to 
nonvolatile memories, Xicor conducts the standard 
battery of product life and package integrity tests. 
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In order to accelerate device failure rate, Xicor 
runs high and low temperature dynamic lifetests and 
a high temperature reverse bias test. High tempera- 
ture dynamic lifetest accelerates the vast majority of 
the failure mechanisms which might effect these 
products. The exceptional mechanism is hot elec- 
tron trapping in the gate oxide for which the worst 
case is at low temperature. Test pattern studies 
show that hot electron trapping is not expected to 
be a problem in the X2864A technology which uses 
relatively conservative transistors of 3 microns gate 
length and 750A gate oxide thickness in the periph- 
ery. To verify this prediction, units were operated dy- 
namically for 1000 hours at —40°C. The data for 
this stress are exhibited in Table II and show no fail- 
ures as expected. 

The procedure that Xicor uses in dynamic lifetest 
is to load a topological checkerboard pattern into 
the units. The units are continuously read at temper- 
ature while the addresses are incremented in a bi- 
nary sequence. At each readout the data’integrity is 
first verified and then all parameters and functions 
(read and write) are verified across the specified 
voltage range. Finally the checkerboard pattern is 
reloaded and the units returned to the stress. The 
procedure in HTRB stress is similar except that dur- 
ing the stress all pins are biased high. 


Package 
Type 


Cerdip 


Lot 
iD 


Table |l: — 40°C dynamic lifetest. 


The data for these stresses are exhibited in Ta- 
bles Ill and IV. In these tables the data are segre- 
gated by package type for each of the several types 
tested. This data was collected over the period June 
1986 through March 1987. 
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[a] = lonic contamination 1.0eV 
[b] = Data retention 0.6eV 

[c] = Marginal Vin 

[d] = Cracked die 


Table Ill: 125°C dynamic lifetest. 
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[a] = lonic contamination 1.0eV 
Table lV: 150°C static lifetest. 


be ACK AGE INTEGRITY Xicor also makes extensive use of temperature Cy- 


cling to test for die cracking or lead shear which 

TESTING might arise as a result of the mismatch of thermal 
expansion coefficients which exists between the 

The tests Xicor employs to ascertain the integrity epoxy molding compound and the silicon die. The 
of the packages differ between hermetic and plastic autoclave tests are conducted by Storing units in 
encapsulated devices. For hermetic devices Xicor steam at 2 atmospheres (15 PSIG) and 121°C. The 
follows the tests specified in MIL-STD-883C, Meth- 85/85 tests are conducted with all inputs and out- 
od 5005 for group C & D evaluation of packaged puts biased at 5V. These are conducted both with 


devices. Tables V and VI contain the results for Cer- Vcc powered and unpowered since there is some 
dip and LCC packages, respectively. uncertainty as to which case is worst. The tempera- 

For plastic encapsulated devices the military stan- ture cycling is done between —65°C and + 150°C in 
dard tests are not really applicable. Instead Xicor compliance with MIL-STD-883C, method 1010, con- 
uses autoclave and 85/85 stresses to test for corro- dition C. The results are exhibited in Tables Vil, VII, 
sion effects in the non-hermetic plastic packages. and IX and show very good results. 
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Test Condition C 15 0/15 0/120 
(10 cycles, —65°C to + 125°C) 
Test Condition E 
(30,000 y, Y1 axis only) 
Test Condition B 
(5 X 10-7 cc/min) 
Test Condition C 
Test Condition B2 0/15 
(Lead Fatigue) 
—Fine Test Condition B 0/60 
—Gross Test Condition C 


Thermal Shock Test Condition B 0/15 
(15 cycles, — 55°C to + 125°C) 

Temperature Cycling Test Condition C 
(100 cycles) 

Moisture Resistance 

Seal 

—Fine Test Condition B 

—Gross Test Condition C 


Internal Water 1018 5,000 ppm Maximum 0/3 0/12 
Vapor Content Water Content at 100°C or 1/5 


Mechanical Shock | Test Condition B 0/197 


Temperature Cycling 


Constant Acceleration 


Seal 
—Fine 
—Gross 


Lead Integrity 


Seal 


(1500 g peak, 3 axis) 
Vibration Variable Frequency Test Condition A 0/197 
(20g peak, 3 axis) 
Constant Acceleration Test Condition E 0/197 


Seal 
—Fine 
—Gross 


Test Condition B 
Test Condition C 


Test Condition A 


4/197 
2/193 


Salt Atmosphere 


Seal 
—Fine 
—Gross 


Adhesion of Lead Finish 


Test Condition B 
Test Condition C 


0/15 
(# of leads 
from 3 devices) 


Lid Torque 


Table V: Environmental test for 28-lead cerdip package. 
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Lead Integrity 


Seal 


—Fine 


2004 Test Condition B2 15 1/15 0/45 
(Lead Fatigue) 
Test Condition B 0/45 
—Gross Test Condition C 0/45 


Thermal Shock Test Condition B 15 1/15 
(15 cycles, —55°C to + 125°C) 
Temperature Cycling Test Condition C 
(100 cycles) 
Moisture Resistance 
Seal 
—Fine Test Condition B 
—Gross Test Condition C 0/120 
Internal Water 1018 5,000 ppm Maximum 0/3 0/9 
Vapor Content Water Content at 100°C or 1/5 
Mechanical Shock Test Condition B 15 0/15 
(1500 g peak, 3 axis) 
Vibration Variable Frequency Test Condition A 
(20g peak, 3 axis) 
Constant Acceleration Test Condition E 
Seal 
—Fine Test Condition B 
—Gross Test Condition C 
Salt Atmosphere Test Condition A 
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Table Vil: Autoclave. 
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Table |X: Temperature cycle. 


FAILURE RATE 
PREDICTION 


It has been long observed that failure rates follow 
a bathtub shaped curve. There is an infant mortality 
region characterized by a rapidly declining failure 
rate as “‘weak” parts are eliminated from the popu- 
lations, a random failure region characterized by an 
invariant or slowly declining failure rate, and a wear- 
out region characterized by an increasing failure 
rate as the units reach end-of-life. Xicor, and most 
other conscientious manufacturers, designs pro- 
cesses so that end intrinsic wearout failures are 
never seen over the normal life of the part and de- 
velops manufacturing flows to minimize the number 
of weak parts which are produced. 

The classic parameter used to accelerate failure 
rates is temperature. It is known that a very broad 
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class of failure mechanisms have a temperature de- 
pendence proportional to exp(—E,/kT) where Eg is 
called the activation energy, k is Boltzmann's con- 
stant, and T is the absolute temperature. This is true 
because a number of basic physical phenomena 
such as diffusion rates and chemical reaction rates 
have this dependence. If the activation energy is 
known for the failure mechanisms in question, then 
the failure rates arising from these mechanisms can 
be measured at elevated temperature and extrapo- 
lated back to lower operating temperatures. The re- 
lationship which allows one to translate failure rates 
from one temperature to another is known as the 
Arrhenius relation. Figure 10 illustrates this relation 
for a number of common values of activation 
energy. 
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Figure 10: Acceleration factor vs. temperature calculated for various 
activation energies from Arrhenius relation. 


There is no simple, one-step formula for inferring 
a predicted failure rate from the experimental data. 
Instead, the failures of each individual activation en- 
ergy must be treated differently. The first step is to 
calculate the equivalent device hours at the ambient 


Failure Rates (FIT) 


Device Hr. 
at 125°C 


Activation 
Energy 


Equivalent 
Hr. at 55°C 


Table X: Failure rate calculation. 


Equivalent 
Hr. at 70°C 


temperature of interest, utilizing the Arrhenius rela- though these calculations are based on over 5 mil- 
tionship discussed earlier. This calculation should lion device-hours at 125°C, the failure rate is still 
be carried out for every mechanism observed or ex- dominated by the gate oxide failure mechanism 


pected. For example, the calculation for the 0.3eV which was not observed. If this mechanism were to 

activation energy oxide rupture mechanism should be excluded, the predicted failure rate would drop 

be carried out whether this failure mechanism is ob- approximately in half. 

served or not, since this mechanism is always antic- 

ipated in MOS integrated circuits. The extrapolation 

should be carried out utilizing the junction tempera- SUMMARY 

ture at the ambient temperature of interest and not 

the ambient temperature itself. The upper confi- 

dence limit is then calculated for the failure rate for 

each activation energy. The upper confidence limits 

for the various activation energies are then summed 

for a total failure rate prediction. The meaning of the 

“upper confidence level” is that with a certainty, or 

probability, of a certain level we can say that the 

true value is less than the stated value. Thus, the 

confidence level rate calculated is non-zero even 

for the case where no failures are observed be- 

Cause we can’t be sure that there will be none. This 

procedure is discussed in more detail in RR-506. 
The infant mortality failure fraction is calculated 

from the 48 hour, 125°C burn-in data. This corre- 

sponds to the failure expected in the first several 

weeks of operating life. The data shows that 5 units 

failed out of 14,335 units tested for an infant failure REFERENCES 

fraction of 0.03% or 349 ppm. 1. R.E. Shiner, et al, Proc. 18th Reliability Physics 
The long term (random)—failure rate is estimated Symposium, pp. 238-243 (1980). 

from the 125°C dynamic lifetest data in Table X. 

These calculations sum the data from all package 2. ‘N. Mielke, A. Fazio and H. Liou, Proc. 25th Reli- 

types tested. The results show the predicted failure ability Physics Symposium (1987). 

rate at 55°C 60% UCL to be 50 FIT (or 0.0050%/ . . 

1000 Hr). One FIT is one failure in 109 hours. Even ae Apel s based on data collected iEeug 


In this paper, the physical operation of Xicor 
E@PROMs is discussed in some detail. Data on data 
retention and endurance of the X2864A are pre- 
sented which show that they are expected to con- 
tribute about 1 FIT and 10 FIT, respectively, to the 
device failure rate. Data based on dynamic lifetest is 
used to estimate the operating failure rate. The best 
estimate of the long term failure rate based on this 
data is 39 FIT at 55°C. The infant mortality failure 
fraction based on 48 hour, 125°C dynamic burn-in is 
349 ppm. Data is also presented on the package 
integrity of this device in Cerdip, LCC, PDIP, and 
PLCC. The data shows the Xicor X2864A to be a 
very reliable device. 
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Note A: 


CLK-1: Rows 1, 3, 5... (odd rows—CEa) 
CLK-2: Rows 2, 4, 6... (even rows—CEg) 
Such that: CLK-2 = CLK-1 


Note B: (1) WE must always be hardwired to Vcc (Pin 28) at device 
as shown. 


(2) All resistors: 
1% metal film 
1/4W 


(3) 1/0 pull-up 2.00 KQ 
1/0 pull down: 1.40 KO 


(4) Socket-to-socket isolation as shown. 
X2864A (DIP) Burn-in circuit. 
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Notes: (1) Ag-A12: binary sequencing address cycle: 40 us. 
(2) WE disabled (tied to Vcc at device). 
(3) Vin Low: 0.4V Vin High: 5.0V 
(4) Vcc: 5.50V 


X2864A (DIP) Burn-in timing diagram. 


NOTES 


RR-508 


RELIABILITY 
REPORT 


By Julie Segal 
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INTRODUCTION 


The X2404 is a 4096 bit serial E2PROM organized 
as two 256 x 8 bit pages. This memory operates on 
a single 5V power supply for all operations. Figure 1 
provides the pin configuration; Figure 2 shows the 
functional block diagram; Figure 3 illustrates the 
physical location of the various address bits. The 
thermal resistance table, burn-in circuit and a tim- 
ing diagram are included in Appendix A for your 
reference. 
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Figure 2: X2404 Functional block diagram. 
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Figure 1: X2404 Pin configuration. 
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Each square equals one byte. 


Figure 3: X2404 Physical bit map. 


Xicor is an experienced producer of E27PROMs 
with over fourteen million devices in the field. This 
and previous experience with the development of 
NOVRAMs has given Xicor a leading position in 
nonvolatile memory technology. 


TECHNOLOGY 


The X2404 is fabricated in a triple polysilicon 
N-channel floating gate MOS technology. Data is 
stored as the presence of positive or negative 
charge on the second level polysilicon which acts 
as a gate of a memory transistor. This floating gate 
is surrounded by ~ 750A of thermally grown oxide, 
one of the best electrical insulators known. Charge 
is transferred to and from the floating gate through 
a quantum mechanical effect known as Fowler- 
Nordheim tunneling. This phenomenon has been 
described in detail in recent publications.1,2:3 
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RELIABILITY STUDY AND 
RESULTS 


The reliability studies and results presented here 
are those of the X2404 in a plastic package. 

Before Xicor qualifies any new product it is sub- 
jected to a series of accelerated stresses and tests. 
These tests are designed to accelerate any degra- 
dation a device may experience over the course of 
a normal lifetime so as to uncover any design or 
process flaws. 

In addition, Xicor runs ongoing monitors of those 
products in production. This assures high reliability 
standards for all product shipped by Xicor. 

The stresses used to establish reliability data are 
as follows: 

1) High temperature dynamic lifetest. 

2) Data retention bake. 

3) High temperature high voltage stress. 
4) Environmental testing. 

A short description of these tests and the results 
obtained are presented in the following report. 


Dynamic Lifetest 


Most failure modes encountered in MOS devices 
are accelerated if the device is operated at elevated 
temperatures. Thus the dynamic lifetest aims to ac- 
celerate any failure modes a device may exhibit by 
operating the device in its most common mode at 
high temperature. 

For the X2404, the dynamic lifetest consisted of 
continually reading the devices at a temperature of 
125°C. A known pattern was stored in the devices 
prior to the beginning of the test. Each unit wés test- 
ed for data retention and complete functionality af- 
ter 48, 168, 500, 1000, 1500 and 2000 hours of dy- 
namic lifetest. 

The results of the dynamic lifetest are shown in 
Table | for samples pulled from five lots of plastic 
devices. As indicated in the table, all samples were 
subjected to 168 hours of burn-in. One hundred 
units from each sample lot were then put on contin- 
uing test, with the results as shown. 


To [0 [ow] o |e] 0 [100] 0 | 10] 0 | 10[ 0 | 100 
eo |e | 0 [oer] 0 [100] 0 | 100] 0 [10[ 0 | 100 [a5 x 108) 


[a] Oxide breakdown 
[b] Metallization defect 
Table |: Dynamic lifetest @ 125°C, test results. 


Data Retention 


The purpose of this stress is to measure and en- 
sure a device’s ability to retain data. This test is run 
at elevated temperatures because floating gate 
Structures will have a greater tendency to lose 
charge (data change) at higher temperatures. Be- 
cause the X2404 cell is similar to that of the 
X2864A, we expect similiar excellent data retention. 
Refer to Xicor publication, X2864A Reliability Re- 
port, RR-507A.4 


Table II: 150°C High temperature high voltage test results. 


High Temperature High ENVIRONMENTAL 
Voltage Stress TESTING 


The high temperature high voltage stress test is a : 
derivative of the high temperature reverse bias tests Environmental tests are designed to determine a 
used to evaluate bipolar circuits. In this test Vgg is  Fevice’s resistance to extreme or changing environ- 
grounded while all inputs and Vcc are maintained at ments. Presented here is the reliability data on plas- 


high voltage while being baked. The stress is in- tic packaged devices. | ! , 
tended to expose failures due to mobile ionic con- Due to the considerable difference in expansion 
taminants, electrical overstress and latent gate ox- coefficients between plastic and silicon, plastic de- 


ide defects. The temperature for this test is 150°C —- vices can be susceptible to temperature cycling 
with the bias voltage set at +5.5V. Data retention damage. Therefore, plastic units were subjected to 


and functionality were verified after 500, 1000, a more stringent test for this condition than that re- 
1500, and 2000 hours. The results of the tests are quired for MIL-STD-883B group D testing. Table III 
listed in Table II. illustrates the test results of units that had been 


subjected to one thousand temperature cycles as 
defined by MIL-STD-883 test condition C (ie. 
~65°G- to + 150°C). 
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500 Cycles | 1000 Cycles 
a 
Ha foe f soo [0 reo | 0 | 00" 
3 
Hote i00 [000 [0 100" 
ats tee fee ae 
Fats [0 [500 [0 [soo | 0 s00" 


Table Ill: Temperature cycling test results. 


85°C and 85% Relative 
Humidity and Autoclave 
Tests 


In addition, plastic encapsulated devices may be 
susceptible to moisture. For this reason five sample 
lots of plastic units were stressed at 85°C with 85% 
relative humidity (both powered and unpowered) 
and five additional sample lots were subjected to 
autoclave tests (pressure pot) at two atmospheres. 
These stresses test for corrosion, electrolytic failure 
modes and passivation integrity. The results of 
these tests are presented in Tables IV and V. 


[c] Leaky oxide 
Table V: Autoclave test results. 
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[c] Leaky oxide 
Table IVA: 85/85 Test results with Voc = + 5.0V. 


Table IVB: 85/85 Test results with Voc = OV. 


NOTE: In both 85/85 tests, each pin was alternately 
biased to +5V and OV to provide an electrical po- 
tential between adjacent metal lines on the die. 


Total 
Hours 
5.3 x 104 
5.3 x 104 
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PREDICTION OF FAILURE 
RATES 


As mentioned previously, accelerated testing al- 
lows one to identify possible design and process 
flaws. It also makes it possible to predict long term 
failure rates under normal operating conditions. * 

All failure mechanisms are accelerated to some 
degree by voltage or temperature or both. The de- 
gree to which any given failure mode is accelerated 
is known as the activation energy or simply as the 
acceleration factor. Thus knowledge of a failure 
mode's activation energy allows one to predict the 
long term failure rate for that failure mode under 
normal operating conditions. If the activation energy 
is not known it can be determined experimentally. 
Four typical failure mechanisms of the technology 
employed by Xicor and their corresponding activa- 
tion energies are: 


Oxide breakdown 0.3eV 
Electromigration 0.55eV 
Leaky oxides 0.6eV 
lonic contamination 1.0eV 


Table VI contains the predicted long term failure 
rates for these activation energies. The results are 
based on the dynamic lifetest and HTRB data pre- 
sented in the previous sections. 


60% UCL 
Failure 
Rate Per 
1000 Hrs. 
at 55°C 

0 


[0 [ex 107 | 001s 


Table VI: Predicted long term failure rates. 


Number | Equivalent 
of Hours at 
Failures 55°C 


Activation 
’ Energy 


0.3eV 
0.55eV 


*NOTE: The infant mortality failure rate, based on 3 
failures out of 4867 units tested after the first 48 
hours of burn-in at 125°C is 0.06%. 48 hours of 
125°C burn-in is equivalent to a few hundred to ap- 
proximately 1000 hours of system operating time, 
depending on failure mode and system operating 
temperature. 
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The failure rates predicted are for plastic devices. 
The predicted failure rate in percent is depicted as 
the “60% upper confidence level failure rate per 
1000 device hours.” This means that there is a 60% 
probability that the actual failure rate will be below 
the rate calculated. Sometimes predictions are ex- 
pressed in FIT units. To convert from the given val- 
ues to FITs, simply multiply the failure rate per 1000 
hours operation by 10,000. 

A more representative value for the failure rate 
can be given by the best estimate. This value gives 
the most likely failure rate based on the given data 


as shown in Table VII. 


Based on these values it can be seen that the 
expected long term failure rate for the X2404 is 
0.0172% per 1000 hours at 55°C. 


ENDURANCE 


Endurance of the X2404 is generally limited to 
electron trapping in the tunnel oxide. Figure 4 
shows the extreme value distribution observed for 
endurance on this part as measured by simulta- 
neously changing all bits from a ‘‘1” state to its 
complement and back. 


B.E. 

Jo Number | Equivalent | Failure 
Activation 

Ener of Hours at | Rate Per 

SY | Failures} 55°C | 1000Hrs. 

at 55°C 


Table Vil: Best estimate long term failure rates. 


LOG CYCLES 


CUMULATIVE PERCENT 


0080-2 
Figure 4: An extreme value distribution of endurance monitor on units 
cycled in mass mode. 


APPENDIX A 


Thermal Resistance Table: 0 jc and @ ya expressed in °C per watt. 


+5V 


X2404 Burn-in circuit. 
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SUMMARY 


The technology used in producing the X2404 was 
reviewed. A comprehensive set of data covering a 
variety of stresses were presented and described. 
Finally, failure predictions were provided. 
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X2404 Burn-in timing diagram and program flow. 
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X2816B 
RELIABILITY 
REPORT 


By Steven K. Fong 


INTRODUCTION 


The X2816B is a 16K bit electrically erasable pro- 
grammable read only memory (E2PROM) organized 
2K x 8. It is an enhancement of the X2816A which 
incorporates DATA Polling and 16 byte page mode 
writing to decrease the write time needed to write 
data into the whole part, and it operates on a single 
5V power supply for all operations. It utilizes the 
same proven thick oxide, textured poly technology 
as other Xicor nonvolatile memory products. Further 
information about the memory cell and tunneling 
physics may be found in references 1-4. Figure 1 
provides the pin configuration; Figure 2 shows the 
functional block diagram; Figure 3 illustrates the 
physical location of the various address bits. The 
thermal resistance table, burn-in circuit and a timing 
diagram are included in Appendix A for your 
reference. 


x 


AND 


Ao-Aig 
ADDRESS 
INPUTS 
¥ 
BUFFERS 
LATCHES 
AND 
DECODER 
CE 
== CONTROL 
OE LOGIC 
WE 
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Figure 2: Functional block diagram. 
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Figure 1: X2816B pin configuration. 
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Figure 3: X2816B bit map. 


RELIABILITY STUDY AND 
RESULTS 


Before Xicor qualifies any new product, it is sub- 
jected to a series of accelerated stresses and tests. 
These tests are designed to accelerate any degra- 
dation a device may experience over the course of 
a normal lifetime in order to uncover any design or 
process flaws. Because package type has an effect 
on device reliability, complete qualification of the 
X2816B involved both plastic and cerdip units. 
Since this device is very similar to the Xicor X2864A 
in design and technology, the reliability data found 
in the reliability report for X2864A (RR-507A) may 
be used to extend the results reported here. 
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In addition, Xicor runs ongoing monitors of those 
products in production. This assures high reliability 
standards for all product shipped by Xicor. 

The stresses used to establish reliability data are 
as follows: 

1) High temperature dynamic lifetest. 

2) Data retention bake. 

3) High temperature high voltage stress. 
4) Environmental testing. 

5) Endurance. 

A short description of these tests and the results 
contained are presented in this report. 


Dynamic Lifetest 


Most failure modes encountered in MOS devices 
can be accelerated if the device is operated at an 
elevated temperature. Thus, the dynamic lifetest 
aims to accelerate any failure mode a device may 
exhibit by operating the device in its most common 
mode at high temperature. 

For the X2816B, the dynamic lifetest consists of 
continually reading a known data pattern stored in 
the device while it is subjected to a temperature of 
125°C. Each unit was then tested for data retention 
and complete functionality after 168, 500, 1000, 
1500 and 2000 hours of dynamic lifetest. The result 
of the test is shown in Table | (no failures were 
found). 


Data Retention 


The purpose of this stress is to measure and en- 
sure a device’s ability to retain correct data. Floating 
gate structures are more likely to lose charge at 
high temperatures. For example, 48 hours at 250°C 
or 1000 hours at 150°C are equivalent to about 15 
years at 55°C for an activation energy of 0.6eV. This 
is the energy for oxide defects which demonstrate 
floating gate memory data retention failures. 

This test is conducted by storing a checkerboard 
pattern in the devices and baking the device at 
150°C for plastic devices and 250°C for cerdip de- 
vices. The pattern is verified after 48, 168, 500, 
1000, 1500 and 2000 hours. The results of this test 
are listed in Table II (no failures were found). 


toon _| _ beats _ Total 
Hours 
Piatt el or 


Note: C = Cerdip 
P = Plastic 


Table |: Dynamic lifetest at 125°C test results. 


Note: C = Cerdip 
P = Plastic 


weirs. | seonre [soot | 1000¥re. | 1600vre. [2000 
ref o fal olfmlo lm] o 
rie fo [alo [alo |s|o |e] o |e] o || xi 
rec fo [so |e] o |s|o |e] o|so]o | so] 1x10 
rac fo [| o [sl] o|s| os] o|s]o | so] 1x10 
Frotais| 0 [10 [0 [1s0[ 0 [reo] 0 | 150 


Total 


oto lel ore r are 


0 free [0 [140 | 110 108) 


Table Il: Retention bake test results, 250°C for cerdip devices and 150°C for plastic devices. 


| 500Hrs. | t000Hrs. | 1500Hrs. | 2000Hrs. | Total 
NS [eran [ein | ran | +n [eran [ ¢in | # ra [ #in | Hours 
pp | o | w | o | wo foo fo | oo | 7 | 185 x 104 
pic | o | 3% | o | me | oo | | | 7x 104 
pep | o | 7] oo | 7} oe | 7 fT of 7 | 44 x 104 
2c | o | w% | o | w@ | o | | oo | 8 | 76x 104 
psc foo | a | oo | as | ts 8 x 104 
totais | oo | 15 | oo | 195 | oo | 195 | oo | 192 | 268x108 | 


Note: C = Cerdip 
P = Plastic 


Table III: 150°C high temperature high voltage test result. 


. . failures. Table IV shows the result of units subjected 
High Temperature High to one thousand temperature cycles as defined by 
Voltage Stress MIL-STD-883 test condition C. 

The high temperature high voltage stress is in- Lot # 250 mt hess 500 a= 1000 a 
tended to expose failures due to mobile ionic con- 
taminants, electrical overstress and latent gate ox- 
ide defects. In this test, Vsg is grounded while all Prieage a): apt 
inputs and Vcc are maintained at high voltage. 


The temperature for this test is 150°C with the 
bias voltage set at + 5.5V. Data retention and com- 


plete functionality were verified after 500, 1000, 
1500 and 2000 hours. The result of the test is listed ants tee el 


in Table III (no failures were found). Note: C = Cerdip 
P = Plastic 
Ee nvi ron ment al Testi ng Table IV: Temperature cycling test results. 


Environmental testing is designed to determine a Prediction of Failure Rates 


device’s resistance to extreme or changing environ- 

ment. Due to the inherent differences between plas- Accelerated testing identifies possible design and 
tic and cerdip devices, different reliability stresses process flaws. It also predicts failure rates under 
are applied to evaluate the individual package normal operating conditions. Most failure mecha- 


types. nisms in this report are accelerated by voltage, tem- 
Some of the tests used to evaluate cerdip pack- perature or both. The degree to which any given fail- 
ages, such as hermeticity, internal water vapor con- ure mode is accelerated may be predicted by activa- 
tent, and lid torque, do not apply because the plas- tion energy. If the activation energy is not known, it 
tic packages are not hermetically sealed. (For reli- can be determined experimentally. Four typical fail- 
ability data on the 24-pin cerdip package, see the ure mechanisms of Xicor technology and their cor- 
X2816A/X2804A Reliability Report RR-505). responding activation energies are: 
Other tests, such as vibration and acceleration, 1) Oxide Breakdown 0.3eV 
do not apply because the die in a plastic package is 2) Electromigration 0.55eV 
completely embedded in plastic and is not suscepti- 3) Leakage Oxide 0.6eV 
ble to such mechanical failure. Plastic packages 4) lonic Contamination 1.0eV 
may be susceptible to other failure modes. Due to Table V presents the predicted failure rates for 
the considerable difference in expansion coeffi- these activation energies. The results are based on 


cients between plastic and silicon, plastic devices the test data presented in Tables | and Ill. 
are considerably more susceptible to temperature 
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Table V: 60% UCL failure rate predictions. 


The failure rate predictions presented here are for 
both plastic and cerdip devices. Such predictions 
are valid because all the failure modes found or ex- 
pected are common for both plastic and cerdip de- 
vices. Xicor has defined failure rate as the “60% 
upper confidence level’ failure rate per 1000 device 
hours. This means that there is a 60% probability 
the actual failure rate will be below the rate comput- 
ed. Sometimes predictions are expressed in FIT 
units. To convert from the previously named value 
to FIT, multiply by 10,000. For a more detailed 
discussion on confidence limits and reliability failure 
rate calculations, see Xicor Reliability Report 
RR-506. 

A more representative value for the failure rate 
can be given by the “best estimate’. This value 
gives the most likely failure rate based on the given 
data. Table VI presents the best estimate values. 

Table VI shows that the expected failure rate for 
the X2816B is 0.0229% per 1000 hours at 70°C 


: 60% UCL . 60% UCL 
‘tee Number Equivalent , Equivalent . 
Activation Failure Rate Failure Rate 
of Hours at Hours at 
Energy Failures 70°C per 1000 Hours 55°C per 1000 Hours 
at 70°C at 55°C 


0 | aes coe [00208 | ease x08 | corse 
[~ossev | 0 | 1026x107 | o00ss | ase x107 | o0cas 
[0 [2206x107 | 0008 | 190107 | 00018 
[t0ev | 0 | 1914x108 | 0.0005 | area 108 | 0.0001 
i a ee 


which is 229.0 FIT and 0.0134% per 1000 hours at 
55°C which is 134 FIT. Since no failure was ob- 
served in any of the accelerated lifetests, the failure 
rate calculated above should be considered an up- 
perbound which is limited by the size of the data- 
base. 


Endurance 


Endurance of the X2816B is generally limited by 
trapping of electrons in the tunnel oxide during tun- 
neling as discussed in RR-510. Figure 5 shows the 
distribution observed for endurance on this part as 
measured by simultaneously changing all bits from 
one state to its complement and back. Additionally, 
a sample of 510 units had the data in every bit al- 
tered 10,000 times on a page by page basis. The 
results showed a failure rate of 1% in the first 
10,000 cycles. 


Best Estimate Best Estimate 


Activation Number Equivalent Failure Rate equiyaient Failure Rate 
of Hours at Hours at 
Energy Failures 70°C per 1000 Hours 55°C per 1000 Hours 
at 70°C at 55°C 


[osev | 0 | aaeexice | oorsr | eaeexios | 00100 
[ossev | 0 | tezsxro7 | oaoae | sesexio? | 00010 
[~oeev | 0 | 2a06x to? | o00se | sxgox07 | o00te 
[—toev | 0 saiaxo® | 00008 | eneax 10° | 00001 
a ee 


Table VI: Best estimate failure rate predictions. 
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Figure 5: An extreme value distribution of endurance monitor on units 
cycled in mass mode. 


SUMMARY 


Data presented in this report shows that the 
X2816B is highly reliable. Further data is being col- 
lected to better predict the failure rates for this part. 
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APPENDIX A 


[Paste | Cerdip | tee 


X2816B | 50.0 | 81.0 | 20.5 


Thermal Resistance Table: @ yc and 0 ya expressed in °C per watt. 
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4. Socket-to-socket isolation as shown. 


X2816B (DIP) Burn-in circuit. 
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X2816B (DIP) Burn-in timing diagram. 
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INTRODUCTION 


What is endurance? A precise definition is that 
endurance is the ability of a nonvolatile memory to 
withstand repeated data alteration while all parame- 
ters remain in specification. The end of endurance 
life is when any parameter fails specification as a 
result of data alteration. Note that although this arti- 
cle is specifically addressed to NOVRAMs* and 
E2PROMs, this definition equally applies to a floppy 
disk which loses data as a result of mechanical 
wear of the head riding on the rotating disc. It is not 
always recognized that other nonvolatile memory 
technologies also may have limited endurance. 

In the following sections the physical mechanisms 
which limit the endurance of E2PROMs are dis- 
cussed. Then the methods which may be used to 
characterize and monitor the effects of these mech- 
anisms are reviewed and the impact of endurance 
on device reliability is examined. 


PHYSICAL BASIS OF 
ENDURANCE LIMITATION 


Specifically considering floating gate E2PROM 
technologies, why is the endurance limited? All 
these technologies depend upon applying a field 
across a dielectric in a memory cell so that elec- 
trons are injected into the dielectric by Fowler- 
Nordheim tunneling. These electrons drift across 
the dielectric and charge or discharge the floating 
gate in order to change the state of the cell. During 
this process some small portion of the electrons 
crossing the dielectric may become trapped. This 
trapped charge generates a field which retards fur- 
ther charge transfer. After a very large number of 
data changes the retarding field becomes large 
enough to inhibit further charge transfer. Additional- 
ly, the field that is applied stresses the dielectric and 
may lead to time dependent dielectric breakdown. 

Which of these two effects dominates depends 
on the details of the technology utilized. There are 
two dominant technologies being utilized to manu- 
facture commercially available E2PROMs. One, 
called FLOTOX, depends on tunneling across a thin 
(approx. 100A) dielectric lying between two parallel 
silicon surfaces for charge transport. The second 
depends on local field enhancement near the sur- 
face of a poly silicon film to inject electrons into the 
conduction band of a relatively thick (~ 600A- 
1000A) dielectric. Once injected into the dielectric, 
the electrons drift across under lower fields existing 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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in the bulk of the dielectric. The enhanced fields at 
the poly silicon surface are a result of small bumps 
on the surface of the poly, and this technology is 
called the textured poly technology. (See references 
1-3 for more detailed discussions.) 

Electrons are less likely to become trapped while 
drifting across the thinner FLOTOX dielectric than 
the thicker oxide of the textured poly approach. On 
the other hand, the entire FLOTOX dielectric experi- 
ences the field which exists only at the surface of 
the textured poly oxide with the result that the FLO- 
TOX approach is more susceptible to dielectric 
breakdown. 

Let’s look at the implications of the various failure 
mechanisms for product reliability. To do so, it helps 
to be familiar with the appropriate statistical distribu- 
tions. The motivation for looking at statistical distri- 
butions arises from the fact that few users are af- 
fected by the behavior of a typical bit of E2PROM 
memory. Rather, what affects the user is the behav- 
ior of the worst bit in an array because the failure of 
the first bit defines the endurance of the memory 
chip. Furthermore, the user is also concerned with 
the distribution of endurance of the memories over 
a number of memories in a system or over a number 
of memories in a number of systems. 

Figure 1 shows data published recently compar- 
ing the distribution of first failures on FLOTOX 
based memory arrays to the distribution of first fail- 
ures on memory arrays fabricated with textured poly 
technology.4 This data shows that the textured poly 
material has a low failure rate until an endurance 
level of a few hundred thousand cycles is reached. 
After this, the endurance failure fraction increases 
rapidly. This is because there is a low extrinsic fail- 
ure rate for oxide defects in this technology. The 
rapid increase in failure fraction occurring in the few 
hundred thousand write cycle range occurs because 
of electron trapping in the oxide which is an in- 
trinsic property and which has a fairly tight distribu- 
tion. The FLOTOX technology material exhibits a 
continuously increasing failure fraction beginning at 
a low endurance level. This is a manifestation of the 
extrinsic oxide failure rate which dominates the 
FLOTOX endurance failures and which has a wide 
distribution. 

Clearly, a user would be better off with the tex- 
tured poly material according to this data as long as 
the application requires less than a few hundred 
thousand endurance cycles. A further, although less 
obvious, advantage of the textured poly approach is 
that because the oxide trapping rate is an intrinsic 
parameter, it is easily measurable and can be 
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Figure 1: Endurance of two E? technologies. FLOTOX and textured poly processed at Intel (16K arrays). 


controlled like any other process parameter such as 
transistor threshold. An extrinsic parameter like ox- 
ide breakdown, on the other hand, is more difficult 
to measure and control because it depends upon 
random defects in the tunneling oxides. 

To examine in more detail the endurance of 
Xicor’s nonvolatile memory products, all of which 
employ textured poly technology, we must look at a 
statistical distribution. The distribution of interest is 
that of the lowest endurance bit in each memory ar- 
ray in a collection of arrays. In other words, we seek 
the distribution of the endurance of a group of mem- 
ory chips. Statisticians have worked out the detailed 
properties of this distribution which is called the ex- 
treme value distribution. (This distribution and its ap- 
plication to endurance is detailed in reference 5.) If 
a sample is chosen from a uniform distribution (i.e., 
a distribution with a single uniform endurance limit- 
er), the endurance data will fall on the straight line 
when plotted on an extreme value plot as is illustrat- 
ed in Figure 2. 
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Figure 2: Extreme value distribution plot for a lot of X2004. 


Knowing the endurance distribution for a sample 
from a population doesn’t determine the endurance 
of another unit chosen from the population because 
the endurance of the unit chosen may lie with some 
probability anywhere along the established distribu- 
tion. However, one may say that another sample of 
adequate size from the population will fall on the 
distribution already established with high probability. 


ENDURANCE 
MEASUREMENTS 


Up to this point the focus has been on effects 
which are generic to floating gate nonvolatile mem- 
ory technology without much concern for how this 
technology is used in a memory or what system ap- 
plication requires the device to do. Let’s now exam- 
ine the more application specific aspects of endur- 
ance. A primary division lies between whether the 
technology is applied to NOVRAMs or E2PROMs. 

Let’s first examine the case of E27PROMs. Mea- 
surement of E2PROM endurance is hindered by the 
long times which are frequently needed in order to 
induce a failure. For example Xicor’s X2864A has 
512 pages of 16 bytes each. To write each page 
~ 500,000 times needed to cause an endurance 
failure on a typical part at 10 ms/page write takes 
over four weeks. If a part is only a little bit better so 
that it survives a million writes (a not uncommon 
event) over eight weeks is needed to monitor the 
endurance of a lot writing a page at a time. To over- 
come this difficulty most memory suppliers design 
special test modes into a part to allow all bits to be 
altered in one write event. Thus, it is possible for 
Xicor to change all bits from one state to its 


opposite and back again on its E2PROMs and thus 
dramatically reduce the time necessary to collect 
monitor data on the E2PROMs. Xicor refers to this 
as mass mode endurance cycling. 

Because the entire part in mass mode cycling is 
being altered in one write cycle, the on chip charge 
Pumps see much heavier capacitive loading. This 
loading causes both the voltage ramp rate and the 
maximum write voltage to decrease. This means 
that devices cycled in mass mode see less voltage 
stress and so have a smaller probability of failing for 
oxide breakdown than units cycled in page mode. 
However, the lower maximum level of the write volt- 
age means that units will fail for trap up earlier in 
mass mode cycling than in page mode cycling be- 
cause a smaller amount of trapped oxide charge is 
needed to inhibit writing from the lower write volt- 
age. Thus, mass mode cycling data is a compro- 
mise which gives a pessimistic view of oxide trap- 
ping endurance limitation and an optimistic view of 
oxide breakdown endurance limitation. 

Time dependent breakdown shows a declining 
failure rate with time. Because of this it would be 
expected that the oxide breakdown failure rate 
would decline with the number of write cycles. Xicor 
has observed this to be true for its E2PROMs and, 
therefore, supplements the mass mode monitor 
data with data on failures in the first 10,000 writes 
per page taken on a page write basis. 

Figures 3 and 4 show the mass mode and page 
mode endurance data, respectively, for the Xicor 
X2864A, an 8K x 8 E2PROM. As can be seen from 
Figure 4, a large number of parts must be page 
write cycled to generate a data base. To find the 
seven failures displayed here, 1034 units represent- 
ing a large number of fab lots were exposed to this 
test. Data for other of Xicor’s products are found in 
the reliability reports for those products. 
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Figure 3: Mass mode cycling data for X2864A. 


CYCLES /PAGE 


CUMULATIVE FAILURES (%) 


0082-5 
Figure 4: Page mode cycling data tor X2864A. 


In Xicor NOVRAMs, data is written to all nonvola- 
tile elements in every store cycle. However, charge 
passes through the tunnel oxide only when the data 
in a bit changes.6 That is why the endurance limit of 
Xicor NOVRAMs is stated in terms of data chang- 
es/bit. In certain applications the user can take ad- 
vantage of this. For example in a counter applica- 
tion, if the counter is implemented using binary code 
the memory element containing the least significant 
bit changes at each count. On the other hand if the 
counter is implemented using a gray code, the non- 
volatile data changes are more uniformly distributed 
over the memory and the effective endurance can 
be increased about four times. 

From the viewpoint of characterizing the endur- 
ance, the task is straight-forward. In the general 
case the user can change all bits at once so the 
manufacturer has only to store complementary data 
patterns sequentially such as alternating checker- 
board with inverse checkerboard. Xicor routinely 
monitors its NOVRAMs by this technique. The re- 
sults are to be found in the individual reliability re- 
ports. Figure 2 is an example of the endurance data 
from a lot of X2004s (a 512 x 8 bit NOVRAM). 


CALCULATION OF 
RELIABILITY RATES 


The real question with endurance failures is how 
they affect reliability of E2PROMs when they are 
used in systems. The usual way of dealing with this 
question is to calculate the failure rate for a compo- 
nent. The endurance contribution to the component 
failure rate is given by 


f.r. (end) = ff(10K) ®@F eNe 1.142 


ee 


where ff(10K) is the fraction of the units failing in 
10,000 data changes, F is the fraction of the memo- 
ry being altered, N is the number of times the aver- 
age part in the average system is changed in 10 
years for the application under consideration and 
1.142 is a numerical constant to express f.r. (end) in 
FITs. 

Let’s work out some examples. Suppose that an 
application requires all data in the average X2864A 
to be changed once a day for 10 years. Then F = 
1, N = 3650, ff(10K) = 0.0067 and f.r. (end) = 28 
FIT. 

Another example might be a system in which 
10% of the data in an average X2864A is changed 
10,000 times over a ten year period. In this case F 
0.1, N = 10,000, ff(10K) = 0.0067 and f.r. (end) 
iaigaie 
A final example is a system in which the X2864A 
is used to hold parameters to setup process control 
equipment. During setup of the equipment the pa- 
rameters in 10% of the memory are adjusted 1000 
times and the remainder are adjusted 100 times. 
Over the 10 year life the active 10% of the parame- 
ters are adjusted once a month and the less active 
parameters are adjusted once a year to compen- 
sate for wear. Then 


f.r. (end) = [0.1 © 1120 © 0.0067 + 0.9 


© 112 © 0.0067] 1.142 
= 1.6 FIT 


Every application is different, but with this formula 
and the data contained for each product in Xicor re- 
liability reports the user should be able to easily cal- 
culate the reliability impact of endurance limitation. 


SUMMARY 


In this report the physical basis of the endurance 
limitations of nonvolatile memories is discussed. 
The statistical basis for the measurements used in 
evaluation of endurance is reviewed. Finally, some 
examples of reliability calculations for nonvolatile 
memories are calculated for the Xicor X2864A 
which show that in typical applications endurance 
failures contribute ~ 10 FIT to the failure rate. 
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DETERMINING SYSTEM RELIABILITY FROM 
E2PROM ENDURANCE DATA 


By Richard Palm 


Xicor has published numerous reliability reports 
regarding data retention and endurance; however, 
the relationship of this data to system reliability war- 
rants further analysis and discussion. This paper will 
discuss two methods for determining the affect of 
endurance on system reliability. The first method will 
use actual data collected on the X2816A and the 
second method will use data collected on the X2864A. 


Definition of Terms 


Endurance - is the ability of a nonvolatile memory to 
sustain repeated data changes. 


Endurance Failure (Level) - is the limit of endurance, 
expressed in number of write cycles, when the first 
bit of any memory device or memory system is found 
to be in error after a required data change. 


Write Cycle - to reduce testing time Xicor uses a test 
method whereby the entire array of the device under 
test is written in a single write cycle. Therefore, all 
references to “write cycle” equate to every bit in the 
entire array (device or system array) being written. 


Cumulative Failure (Probability) - the percentage of 
parts not expected to attain a particular goal; i.e., 
endurance level. 


Note: all endurance data used in this report were 
collected at a cycling frequency of one cycle per 
100ms and at + 25°C. 


Background 


There are three reliability categories for nonvolatile 
memories: semiconductor, data retention and 
endurance. 


=» Semiconductor reliability pertains to several failure 
modes common to all semiconductor devices such 
as oxide rupture and micro-cracks. 
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# Data retention refers to the capability of a non- 
volatile memory device to retain valid data under 
worst case conditions. 


# Endurance is the ability of a nonvolatile memory 
device to sustain repeated data changes. 


Xicor reliability reports, RR502A and RR504, detail 
these three categories for Xicor devices. Reliability 
is easily deduced for semiconductor failures and data 
retention. The affect of endurance on reliability is not 
so straightforward. 

Because endurance screening is a destructive pro- 
cedure, Xicor performs endurance life tests on a 
sample basis. The data collected from these tests 
are then plotted onto an extreme value distribution 
graph to determine the endurance distribution for a 
particular lot of devices. 


Using the Extreme Value Distribution 
Data 


Figure 1 is an extreme value distribution graph for 

twenty X2816A devices and Table 2 (located on the 
last page) is the raw data used to generate the 
straight line shown. 
a in this sample lot the lowest ranked device (#1) 
exceeded 279,000 write cycles before the first bit 
failure occurred; however, the graph extends to 
the left to show that only ~ .01% of all devices 
from this manufacturing lot will fail before 200,000 
cycles. 


The maximum of the extreme value distribution 
occurs at the 37% cumulative probability point 
(statistically, 37% of all devices will fail to reach 
this endurance level), indicating that the predicted 
most probable endurance of devices in this lot is 
460,000 cycles. 
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Figure 1: Extreme Value Distribution Graph for One Twenty Piece Lot of 
X2816As 


Reliability data are generally stated in terms of 
percent failures per 1000 hrs. This can be easily 
derived from the extreme value graph in a two step 
procedure. 

The system design parameters for this example 
are chosen as follows: the lifetime of the system is 
five years; and each X2816A will experience 250,000 
write cycles over the lifetime of the system. 


# The first step determines the failure rate per 1000 
write cycles using the formula W = C/E where: 


W = failure rate in %/1000 write cycles 


E endurance level chosen for the system 
(250,000 write cycles) divided by 1000. 
C = cumulative failure rate at E (in this case 5%). 


Therefore W 5%/250 .002%/1000 write 
cycles. 


Converting this to percent failures per 1000 hours 
requires H = W x A where: 


H = failure rate in %/1000 hrs. 
W = failure rate in %/1000 write cycles 


A = number of write cycles per hour. (i.e., 2.5 x 10° 
cycles/5 years) 
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Inour case, H = .002 x 5.7 = .0114%/1000 hrs. 

In the above example the entire X2816A is being 
rewritten at the rate of 5.7 times every hour. In some 
applications this could occur, but generally the fre- 
quency is much lower. Using the same graph and 
arbitrarily choosing the lowest cumulative failure rate 
depicted at 200,000 write cycles and performing the 
same calculations, the percent failures per 1000 hrs. 
drops dramatically. 


W = .01/200 = .00005%/1000 write cycles 
H = .00005 x 4.56 = .00022%/1000 hrs. 


Predicting System Endurance 
Reliability Within Design Constraints 


This next example is based on data collected on 
the X2864A. The system requirements for which the 
data were collected are defined as follows: the life 
expectancy of the system is ten years; the number 
of write cycles is 10,000. Therefore, Xicor cycled five 
lots of approximately three hundred devices each, 
for 10,000 write cycles. The data were collected by 
cycling the devices every 100ms at ~25°C. Table 4 
Summarizes the data collected. 


# OF FAILURES % FAILURES 


TOTAL 


Table 1: Raw Data From Cycling X2864A Devices 10.000 Times 


The overall failure rate of devices unable to reach 
10,000 write cycles is 1.48%. How does this relate 
to system reliability? 


# The system is defined as having a life expectancy 
of ten years or 87.6 x 10° hours. 


# The failure rate in percent per 1000 hours is deter- 
mined by dividing the percent of parts unable to 
reach 10,000 write cycles by system's life expec- 
tancy in thousands of hours. 


Therefore, reliability based on endurance for this 
system is: 
1.5%/87.6 = 0.017%/1000 hrs. 
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Temperature 


RR504 describes in detail the affec: of temperature 
on endurance. In general, this report shows that for 
every 50°C rise in temperature the endurance rate 
doubles. The data collected for the above examples 
was taken at + 25°C. Therefore, for systems operat- 
ing at a more common +40°C the endurance will 
improve. Figure 2 illustrates the case for the X2816A. 
= The line labeled +25°C is the same as that in 
Figure 1. 


The added line is for the predicted increase in 
endurance at + 40°C. 


The cumulative failure rate at 250,000 write cycles 
moves from .5% to less than .01% and the endur- 
ance reliability increases as follows: 

W = .01%/250 = .00004%/1000 write cycles 

H = .00004% x 5.7 = .0002%/1000 hrs. 


The failure rate for the X2864A sample lots can be 
expected to decrease by a factor of ~ 1.30, for the 
increase in operating temperature from +25°C to 
+40°C; yielding a failure rate of .013%/1000 hrs. vs. 
the unfactored .017%/1000 hrs. 
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Figure 2: Affect of Ambient Temperature on Endurance 
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Frequency of Writing 


Xicor reliability report RR504 describes device op- 
eration and the affects of frequency of writing to a 
device. Figure 3 is a copy of a graph in RR504, 
depicting the relationship of write cycle frequency on 
the endurance of a Xicor nonvolatile memory. 

There are two key relationships illustrated by the 
graph in Figure 3. 

a As the frequency of writing decreases the slope 
of the plotted line, the extreme value, decreases. 


Although the most probable endurance (the 37% 
cumulative failure point) does not show appreci- 
able change, the decreasing slope is significant in 
the region most concerned with predicting reliabil- 
ity, the .01% to 5% region (shaded area of Figure 
3). 


It is in this region that a system's reliability is 
determined. Arbitrarily choosing the .1% probability 
of failure point, Figure 3 shows: 


= A write cycle frequency of 1 per 100 seconds in- 
creases the endurance level by a factor of 2 over 

awrite cycle frequency of 1 per 100 milliseconds. 
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Figure 3: Affect of Write Cycle Frequency on Endurance 
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Conclusion 


This paper has illustrated two methods for deter- 
mining system reliability based on endurance. In the 
examples given, the failure rates due to endurance 
are well below industry standards for semiconductor 
failures. 

Additionally, by factoring in the affects of both tem- 
perature and frequency of writing, the endurance fail- 
ure rates for the X2816A system and X2864A system 
may be predicted specifically for the user’s application. 


Table 2: Ranked Endurance Data for Twenty Pieces of X2816A Devices 
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RADIATION-INDUCED 
SOFT ERRORS AND 


FLOATING GATE 
MEMORIES 


J. M. Caywood & Reliability Engineering Staff 


ABSTRACT 


A new failure mechanism which may be induced in 
floating gate memories by ionizing radiation is dis- 
cussed. This mechanism, which is designated a 
“firm error”, is modeled in some detail. Calculations 
which show that the MTBF for alpha particles emit- 
ted by ceramic packaging materials is > 100,000 
years are verified experimentally. The effect of de- 
vice scaling on this mechanism is also discussed. 


INTRODUCTION 


lonizing radiation incident on floating gate non- 
volatile memories can give rise to three types of ob- 
servable effects. The radiation may induce damage 
in the peripheral circuitry (hard errors); it may cause 
upset of the sense/readout circuitry (soft errors); or it 
may cause data loss by transfer of charge from the 
floating gate. The first of these groups of effects is 
common to all MOS circuitry and has been inves- 
tigated extensively over many years.' The second 
group of effects was first observed in dynamic RAMs 
and has since also been observed in static RAMs 
and microprocessors.*° 

The third effect, on which this paper will con- 
centrate, is qualitatively different than the “soft er 
rors” which are observed in volatile RAMs. In the 
soft error case, thermalized carriers are collected 
from relatively long (~10um) distances in the Si 
substrate which can result in efficient collection of 
the charges generated by an alpha particle 
(~50%)*. In the case to be discussed here, the carri- 
ers collected on the floating gate may come from two 
sources. One source is carriers created by the ioniz- 
ing radiation in the SiOz which lies between the float- 
ing gate and another electrode or the substrate 
when they are at a different potential. The second 
source is electrons excited in the floating gate which 
have enough kinetic energy to surmount the poten- 
tial barrier between the conduction bands in Si and 
SiO.. As will be developed in this paper, these ef- 
fects are relatively inefficient (<1%). Unlike soft er 
rors which are caused by a single ionizing particle, 
charge transfer to a floating gate is cumulative so 
that effects of many ionizing events occurring over 
an extended period of time must be considered. 
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To differentiate this phenomenon from soft errors 
which, if they occur in floating gate memories, are 
dependent upon the design of the readout circuitry 
and are temporary read errors which can be cor- 
rected by re-reading the floating gate, and from hard 
errors which render all or part of the memory in- 
operable, we shall call it “firm error”. This firm error 
has the operational characteristics that it causes a 
read error which cannot be corrected by re-reading 
the floating gate, but it can be corrected by re-writing 
the cell or cells in question to provide a completely 
functional memory. 


MODELING THE 
CHARGE TRANSFER 


Figure 1a shows a typical cross-section through a 
floating gate memory structure where the + and — 
signs indicate that electron-hole pairs are created 
along the track. Figure 1b shows a potential diagram 
of the same structure. Clearly electron-hole pairs 
created in the oxides on both sides of the floating 
gates will drift apart and tend to discharge the gate. 
Similarly electrons injected from the floating gate 
into either oxide will discharge the gate. The prob- 
lem can therefore be broken into that of computing 
the charge created in the oxide and that of estimat- 
ing the charge injected from the Si into the oxide. 


1a. 


2a. Si Sil. Si; SiO | Si 


| 
| 


OXIDE 2 | 
| | 
FLOATING 

GATE 


"OXIDE 1) 


0019-7 
Figure 1: Cross section and potential diagram of a typical floating gate 
memory transistor; a) the cross section is cut through in the direction of 
current flow; b) the potential diagram is shown for the case that the 
floating gate is programmed and the access gate grounded. 
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INJECTION OF CHARGE 
FROM Si INTO SiO, 


Emission of excited electrons from Si into SiOz is a 
complex process. Some of the phenomena occur- 
ring are illustrated schematically in Figure 2. Hot 
electrons created by the ionizing particle may be 
scattered by acoustic or optical phonons, other elec- 
trons, or the surface itself. The requirement for elec- 
trons to reach the surface with sufficient crystal 
momentum, «, normal to the surface to surmount the 
barrier (x /2m*>dp where « | is the component of 


k normal to the surface, m”* is the effective mass, 
and ¢p is the barrier height between the conduction 
bands in Si and SiO.).© Phonon scattering may be 
considered to be elastic since the phonon energies 
are small with respect to the barrier height. However, 
an electron scattering off another electron may lose 
up to one-half of its kinetic energy. Hence, electron- 
electron scattering rapidly thermalizes hot elec- 
trons.’ The escape length of electrons is long for 
energies near the fermi level but drops rapidly and 
forms a broad U between 20 A and 5 A over the 
energy range 10 eV to 1000 eV.° Escape depths of 
25 A and 12 A are reported for electrons 5.8 eV and 
11 eV above the valence band maximum, 
respectively.?:'° 


ACOUTIC 
PHONON 


BARRIER 


ELECTRON 
Si02 


Figure 2: Schematic illustration of scattering process which contributes 
to small escape depth of electrons from Si. 


The ideal situation would be to have electron yield 
curves as a function of energy for various charged 
particles of interest incident upon a biased oxidized 
silicon surface. Unfortunately, we lack such a com- 
plete data base, so we shall estimate the yields from 
data on optically stimulated emission. Figure 3 
shows energy distribution curves (EDCs) for three 
photon energies plotted versus the energy of the 
States from which the electrons are excited for 


SCATTERING 
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photons incident on clean Si.'' By integrating the 
EDCs and dividing by the incident photon energy, 
the yields in terms of electrons emitted per electron 
volt of incident photon energy are found to be 6.7 x 
10%, 8.9 x 10%, and 8.7 x 10% for photons with 
energies of 8.6 eV, 10.2 eV, and 11.8 eV, respec- 
tively. For lower energy photons, the yields drop 
precipitously.® It is known that the optical absorption 
length, 1/a, in Si is 80 A for 12 eV photons.'2 
Moreover, the electron escape depth at 11 eV is 12 

.'° This implies that one factor limiting the yield is 
that most of the electrons generated within the bulk 
of the Si relax via electron-electron scattering. Thus 
an estimate that a charged particle yields 10° elec- 
trons for every electron-volt of energy lost within 80 
A of the surface is probably an upper bound for 
emission from silicon into a vacuum. 
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Figure 3: These energy distribution curves give electron yield vs. the 
energy of the initial state for photons incident on clean Si. (Data from 
Spicer, ref. 11). 


Because the barrier between the conduction band 
in Si and the conduction band of SiO. is ~0.9 eV 
lower than that between the conduction band of 
Silicon and the vacuum level, the yield in the Si/SiO> 
system should be higher than that estimated 
above.°''* The magnitude of the yield increase can 
be estimated two ways. Callcott measured the effect 
of applying 0.16 monolayer of Cs to a Si surface. He 
found that the vacuum barrier was lowered by 1 eV 
and the photon yield was increased by 2.6 times. '4 
Another estimate comes from the observation that 
for 6 eV photons, Powell reports ~13 times higher 
quantum yield for the Si/SiO2 system than does 
Broudy for the Si/vacuum system.®:'? Since Powell 
applied a field of 3 x 10°V/cm (~5x that present ina 
typical floating gate memory), the barrier between Si 
and SiOz was lowered by 0.45 eV. This implies that 


0019-2 


a 


the ratio of the Powell and Broudy results is clearly 
an overestimate of the yield enhancement. Based 
on these data, we shall use 10x as a generous esti- 
mate of the magnitude of the yield increase between 
the Si/SiO. system and the Si/vacuum system. Our 
estimate of the yield of electrons emitted over the 
Si/SiO. barrier as a result of an incident ionizing 
particle is 10° electrons for each eV of energy lost 
within 80 A of the Si/SiO. interface. 


COLLECTION OF 
CHARGE GENERATED 
IN THE SiO, 


The experimental evidence for collection of charge 
generated within SiOz Is much more direct than for 
charge injected from the Si/SiO2 interface. Measure- 
ments of Srour, Curtis, and Chiu show that the col- 
lection efficiency of electron-hole pairs generated by 
4-5 keV electrons in SiO» varies from very low at low 
fields to ~20% at 5 x 10° V/cm to ~100% at 5 x 10° 
V/cm.'® From calculations based on these measure- 
ments, Ausman and McLean have deduced that one 
electron pair is created for each 18 eV lost in the 
SiO..'© Since typical fields occurring in floating gate 
memory devices during read or storage operations 
are 5 x 10° V/cm, we shall assume that one pair Is 
created for each 18 eV of energy lost in the oxide 
and that 20% of the charges created are collected at 
the electrodes. 


ENERGY DEPOSITED 
FROM IONIZING 
RADIATION 


lonizing radiation can be generally separated into 
that involving massless particles (X-ray, Gamma- 
rays, etc.) and those which have mass (mesons, 
electrons, protons, atomic ions, etc.). The absorp- 
tion cross-sections of the massless particles are 
quite small and decrease with increasing energy. 
For example, the x, line of Mo occurring at 20.03 
keV has a mass absorption coefficient of ~4cm*/g.'’ 
This means that approximately 1mm of Si is required 
to absorb 63% of the energy of a Mo X-ray beam. 
Since the cross-section is proportional to the cube of 
the wavelength, high energy photons lose even less 
energy per unit of length traveled through a solid. 
Because of this, it is expected that large fluences of 
X-rays would be required to transfer significant 
charge from the gate of floating gate memory. 
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For particles with mass, the stopping cross- 
section varies in a systematic way. This is illustrated 
in Figure 4 where we have plotted calculated energy 
loss rates in silicon for particles of differing mass 
using the Bethe-Bloch formalism.'® As can be seen, 
for each mass particle, there is a peak in the curve of 
stopping power vs. energy which shifts to higher en- 
ergy and becomes larger as the particle mass in- 
creases. Because of the log-log nature of the plot 
shown in Figure 4, it implies that there will be a high 
density of carriers created at the end of the particle 
track. This feature is called the Bragg peak. 

Since the charge generation rate is maximum for 
particles with energies in the neighborhood of the 
Bragg peak, it is illuminating to calculate the charge 
transferred from a fairly conventional floating gate 
for two of the particles shown in Figure 4. 

Alpha particles are known to be the chief cause of 
soft errors in volatile memories so their effect will be 
calculated. The other particle we will consider is an 
A1 ion, both for itself, since it may be generated as a 
result of muon capture by Si, and as a proxy for both 
the Si recoil ions which may be generated in various 
nuclear reactions and Mg which may also result from 
muon capture. ‘2° 
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Figure 4: Energy loss rates vs. particle energy for particles with various 
masses Calculated from Bethe-Bloch theory. 


The Bragg peak for a’s in Si occurs for particle 
energies in the neighborhood of 0.5 MeV. The en- 
ergy loss rate for a's in Si is ~28 eV/A in this 
range.*' The energy loss rate for a compound such 
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as SiOz can be found from Bragg’s rule which post- 
ulates the linear additivity of the energy loss cross- 
sections of the constituents of the compound, viz. 


E(XmY,) = mM e(x) + ne(y) 


Applying this to SiO. we find that the energy loss 
rate for alpha particles in SiO. near the Bragg peak 
is ~10.6 eV/A.?? Similar calculations for Al ions give 
approximate loss rates of 300 eV/A and 110 eV/A 
for Si and SiOz, respectively. 

Putting all of this together in the context of Figure 
1, we can see that the total charge collected per 
incident particle should be given by: 


_ Nox(€) dox1 ( dE 
Q, 18 J cos6é dx SiO. dp 
ese dE dE 
* Yeisio, cosal ae gi 9°. +! ax si | OP 
Nox'®) . d dE 
Ox ox2 uetens 
+ 48 J cosé ee SiOz a 


where 7x is the field dependent collection efficiency 
for pairs generated in the oxide, d,,., and dox2 are the 
thicknesses of the first and second OXIGES, Aes iS the 
effect escape depth for electrons generated in the 
Si, 6 is the angle of the particle path to the normal, 
Ysi-sion IS the yield (for normal incidence), and the 
integrals over path are needed because dE/dx is a 
function of energy and hence position. 


SAMPLE CALCULATION 


As one example, let’s calculate the probability of a 
floating gate device similar to those in current pro- 
duction being upset by alpha particles emanating 
from the packaging material. We will assume that 
the floating gate poly measures 5p x 14 x 0.4y, 
that the transistor gate size is 54 x 5u, that the gate 
oxide and interpoly oxides are both 1000 A thick and 
that the field oxide is 14m thick. We also assume 
that there is 2u of SiO deposited after the access 


gate is defined. 

Figure 5 shows the alpha particle spectrum mea- 
sured by Meieran et al.*° The alpha spectrum is a 
result of the decay change of thorium and uranium 
which are present in the alumina which is used for 
hermetic packaging as trace impurities. For simplic- 
ity of calculation, we shall approximate this spectrum 
as two superimposed step functions. The high en- 
ergy step begins at 8.6 MeV and the lower energy 
Step at 7 MeV, the high and low energy steps have 
the relative weights of 3 to 7. Since it is known that 
the total emission rate of alumina ranges from 0.1 to 
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1.0 a/cm* * hr, the integral over the approximation 
will be taken to be 1 a/cm? « hr. 


NUMBER OF ALPHAS 


4 6 10 


MeV — 


Figure 5: Spectrum of alpha particle emission rate vs. particle energy 
from an alumina lid. (Data from Meieran et al, ref. oo), 


The maximum charge transfer which can occur as 
a result of a single particle is caused by a particle 
coming in at such an angle that the complete path 
length is within the gate oxide. (This requires that 
§>88.85°. However, 0<89.43° because for larger 
angles, the path length of the overglass is so long 
that no particles get through. Moreover, at 6=89°, 
the particle energy must be greater than 6.8 MeV to 
penetrate the glass.) If such a particle were to hit a 
cell so that 54 of path length lay within the cell it 
could lose ~1.4 MeV. This implies a transfer of 
15,550 electrons. The gate which is under consider- 
ation requires ~450,000 electrons to charge the 
State (assuming internal 2 V margin) or about 30 of 
these pathological alphas. Because the number of 
pathological alphas needed is >1, we can turn to a 
calculation of the average energy loss/particle. 

We make the simplifying assumptions that the 
fraction of particles lost in the overglass from each of 
the two step functions contributing to the energy 
spectrum is given by the ratio of the path length in 
the overglass to the range of the highest energy 
particle in the step function, and that the energy loss 
rate in the effective charge collection region is that 
for 1 MeV. The first assumption causes an underes- 
timation in the particles stopped in the overglass, 
and the second overestimates the energy contrib- 
uted to charge generation. Under these assump- 
tions the charge transferred from the floating gate by 
No alpha particles is given by: 
dE 


X 


Q:= 2No > Tj rs VF ( ) Cif sind 14. B,/cos@ | dé 
ij © cosé 
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where r; are the relative contribution of the two com- 
ponents in the spectrum; ¢, is the effective path 
length for charge generation; C; is the conversion 
factor from energy loss to collected charges; 8; is the 
fraction lost in the overglass; and 6,4, is taken to be 
the angle whose tangent is the gate length divided 
by the sum of the gate electrode and gate oxide 
thicknesses. 

From this, one can find that the average alpha 
particle causes 580 electrons to be transferred from 
the floating gate. This means that about 750 alpha 
particles must hit the gate to change its state. 

The problem becomes that of finding the probabil- 
ity that at least one cell has been hit 750 times, given 
that the average cell has been hit n times. For- 
tunately, the numbers are large enough that we can 
invoke the law of large numbers and approximate 
the distribution as normal with variance Vn. If the 
array contains m cells then the probability that at 
least one cell is hit noir times is given by: 


_ Mm a t7/24t m -72/2 
O° Vag 28 "<7 Vem e@ 


when Z = (Nneit- nN) / Vin 


as long as Q<1.*4 

If n = 500, then Q < 1.84 x 10°'? for a 16K chip 
and Q<5.1 x 10°'* for a 64K chip. For the chip size 
and alpha flux assumed, the expected period for the 
average alpha count per cell to reach 500 is 7 x 108 
hours. Given the approximations we have made, this 
probably understates the actual time by about an 
order of magnitude. 

Turning briefly to carriers created by Al ions, we 
note that very few ions have energies in excess of 3 
MeV.'? Since this energy is below the Bragg peak for 
Al in Si, the ions stop fairly quickly. Nonetheless, the 
maximum energy loss rate is ~120 eV/A in SiOo. 
Since the maximum energy of the Al ions is ~3 MeV, 
the maximum charge which would be collected from 
this ion is about 30,000 electrons which is still small 
enough that we can use normal statistics. Because 
of the small cross section for creation of these ener- 
getic ions, we can neglect this mode of charge gen- 
eration for devices operating in normal terrestrial 
environments. 


SCALING 


The effect of scaling on the firm error rate on float- 
ing gate devices is interesting because it is very dif- 
ferent from that which occurs in volatile memories. If 
we assume that both lateral and vertical dimensions 
are scaled by a factor A, then the storage capaci- 
tance decreases as \. However, since the charge 
collection is dominated by generation in the oxide, it 
decreases like \°. If the voltage margin decreases 
like A, the expected time for upset increases as A, if 
the voltage margin is held constant, the expected 
time for upset increases like A*. Thus, scaling should 
decrease the firm error rate. 


EXPERIMENTAL 
RESULTS 


To verify the theoretical results presented here, 
floating gate nonvolatile memories have been 
exposed to two types of radiation: gamma rays, rep- 
resenting massless particles, and alpha particles, 
representing massed particles. Table | gives the 
results. The devices tested contained a checker- 
board pattern to look for firm error sensitivity for ei- 
ther bias of the floating gate. 

As can be seen, no firm errors could be observed. 
The gamma radiation caused the devices to fail to 
meet the output leakage specification after 12,000 
RAD. Measurement of the threshold of the output 
transistors showed that the thresholds had dropped 
from ~0.7V to ~OV. 

The alpha particle fluence to which these devices 
were exposed was approximately that which would 
be seen after 200,000 years in a dirty package (1 
a/cm* * hr) or 2,000,000 years in a clean (0.1 a/cm* » 
hr). These results are in good agreement with the 
predictions. 


TABLE | 


Radiation Energy/ Integrated #Units #Firm Part 
Type quantum Surface Flux Tested Errors Type 
Alpha Radiation 5.3 MeV 2.6 x 10° a/cem? a ce X2816 
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SUMMARY 


The question of “firm” errors in floating gate non- 
volatile memories has been treated. A firm error is 
defined as a change of data occurring as the result 
of transfer of charge from the floating gate by ioniz- 
ing radiation. The rate of charge transport by various 
forms of ionizing radiation is discussed. The case of 
alpha particles is worked out in some detail as an 
example. Experimental results of exposure of units 
to gamma and alpha radiation are shown which sup- 
port the theoretical predictions. The units in test 
survived exposure to 12,000 RADs and 2.6 x 109 
«/em?* without firm errors. The alpha fluence is equiv- 
alent to that emitted by a typical ceramic package in 
about a million years. 
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ENDURANCE MODEL 
FOR TEXTURED POLY 
FLOATING GATE 
MEMORIES 


H.A. Richard Wegener 


ABSTRACT 


Textured Poly Floating Gate (TPFG) memories 
are beginning to dominate the commercial market. 
This is due to many of its inherent strengths. One of 
these is the consistency of its endurance. Its predict- 
ability is here developed theoretically. Starting with a 
model of emission from bumps based on the radial 
solutions of LaPlace's and Poisson's equation in 
spherical coordinates and the use of an Extreme 
Value distribution for the bump radii, an expression 
for charge build-up at constant current fits experi- 
mental data very well. This charge build-up is 
proportional to fluence. When these results are used 
in a model for continuous data changes, an expres- 
sion is developed that relates endurance exponen- 
tially to a ratio of internal voltages. 


INTRODUCTION 


The basic features of the TPFG technology have 
been described in previous publications (1-4). The 
action of three polysilicon levels in charging and dis- 
charging the floating gate is shown in Figure 1. 


TEXTURED 


FLOATING 
GATE SURFACES 


PROGRAM/ERASE 
LINE 


OXIDE 


Charging \ JS 
The Sa ie N POLYSILICON 
Floating 
Gate Programming 
SILICON SUBSTRATE 
, LL RST SELL 
Discharging 
The Floating 
Gate 


Figure 1: TPFG Cell Operation 


Electron emission occurs only from a lower poly 
layer towards an upper poly layer. The oxide layers 
in between are in the 55 to 75 nm range, compared 
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to the 8 to 11 nm required for the other common 
floating gate technology. The reason is simple: the 
Surfaces of the poly layers are textured to form many 
small bump-like features, whose curved surfaces 
enhance applied fields by factors of 4 to 5. The 
modeling of these fields is an important part of the 
analysis to follow. 


ENDURANCE 


The term endurance has become accepted for a 
property common to all current nonvolatile memory 
technologies. It describes the number of data 
changes that a memory device can sustain without 
failure. In MNOS technologies, the failure is 
sometimes an inability to maintain the memory state 
for the required retention time; in thin oxide floating 
gate technologies it is often the breakdown of the 
fragile dielectric. In the TPFG technology, the end of 
endurance is generally caused by “trap-up”, which 
prevents the transfer of charge to the floating gate. 
Trap-up is caused by the accumulation of trapped 
negative charge in the dielectric due to the repeated 
passage of current. These charges create a poten- 
tial that opposes the potential necessary for tunnel- 
ing. When this opposing potential reaches the 
voltage supplied on the chip, tunneling can no longer 
occur, resulting in the end of endurance. This paper 
describes a model for trapped charge build-up in 
TPFG devices. 


FIELD MODEL 


Electron emission by Fowler-Nordheim tunneling 
requires the knowledge of the field at the surface of 
the bump. This model assumes a bump with a 
spherical tip, which permits the use of solutions of 
LaPlace’s and Poisson’s equations in spherical coor- 
dinates. It is further assumed that the emitting 
surface (cathode) is radially conformal with the 
collecting electrode (anode), so that only the radial 
parts of both equations need to be employed. This 
leads to a solution of the form 


G): fo = —V/[R-(1-R./Ra)] 
+ (o/K) Ry (1-Rg/Ra)/[R. (1-R,/Ra)] 


where E is the field, R the radius, K the dielectric 
permittivity, o a charge density per unit area, sub- 
script c denotes a quantity at the cathode, and sub- 
script a is a quantity at the anode. The first term 
describes the field in a dielectric free of charge, and 
the second has been cast in a form that the trapped 
charge distribution can be described by its charge 
density o located at the centroid radius Rg. 
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FORMALISM FOR TRAP 
GENERATION 


There is a body of experimental data for parallel 
plate structures (5,6) that clearly indicates that the 
amount of trapped charge is proportional to the 
amount of charge that has passed through as 
current: 


(2) Q, = b{f J dt} (4 m R®,) (s/4) 


where Q, is the charge trapped, and f J dt is the 
current density that passed through the dielectric in- 
tegrated over time (termed “fluence”). The quantity 
b is the ratio of trapped charge to fluence. The 
second bracket converts charge density into charge, 
and (s/4) is the fraction of a full sphere that actually 
emits electrons. When this charge is concentrated at 
the centroid raduis Rg, then 


(3) Qu = (a) (4 m R*q) (s/4) 


Equating Q, with Qg, solving for o, substituting into 
eq (1), identifying the denominator of the second 
term of eq (1) aS Va, and approximating Rg with R2/2 
results in 


(4) Vo = {f J dt} (b/K) (R*/Ra) 


FORMALISM FOR 
VARIATION OF BUMP 
SHAPES 


All of the preceding derivations require two perfect 
concentric spherical shells to be applicable. To ac- 
count for deviations from sphericity, and the distribu- 
tion in the sizes of real bumps, as many as four 
constants might be necessary. But as a first ap- 
proach it was decided to view the bumps as a distri- 
bution of perfectly spherical surfaces of limited area, 
with the hope that the dispersion parameter of the 
distribution of spherical radii would absorb the ef- 
fects of contour variations. The distribution chosen 
was the Extreme Value distribution (7-9). Its sam- 
pling function has the form (10) 


(5) Roi = Rm - BB{log [-log (i- 0.5) /k]} 


where R,, is the radius at the maximum of the distri- 
bution (the mode), BB is the dispersion parameter, k 
is the number of samples chosen, and i is the rank 
number of the particular item of k samples chosen. 
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CONSTANT CURRENT 
CHARACTERISTICS OF 
“TPFG” MEMORY TEST 
STRUCTURES 


TPFG memory devices are operated by linear volt- 
age ramps, which result in a forced constant current 
through the dielectric. A useful concept in this mode 
of operation is the “tunnel voltage” Vru, which is the 
voltage that must be applied to sustain a specific 
constant current. For purposes of characterization, 
simple test structures are subjected to a set of 
forced constant currents, and the tunnel voltage Vru 
is recorded vs fluence. Such a characteristic is 
shown in Figure 2. 


Voltage Vry “ 
to Maintain 
Constant ' 
Current | 
10 


8 


3x10-8 10-7 3x10-7 10-6 3x10-6 10-5 3x10-5 
Fluence (fidt) in Coulombs 


Figure 2: Tunnel Voltage vs. Fluence at Constant Current. Lines are 
experimental data, solid circles are calculated from eq (8). 


With representative bump radii chosen by the sam- 
pling function the field at bump i is 


(6) Eo = [-Vrui + Vail/l Rei (1-Rei/Rai) |, where 
(7) Vai = {> Jeni At} (b/K) (R*,/Rai). 


Fluence is now expressed by its sum over time 
increments. The measured current is the sum of the 
currents from the number of all individual bumps G. 
The current density emitted by tunneling must be 
multiplied by the active spherical surface area. This 
leads to 


(8) | = (G/k) & (4 7R®,) (8/4) Jeni, Where 


(9) Jen; = A E*, exp -B/Eg. 
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The initial modeling was done with a program in 
BASIC on a personal computer. The area of the 
structure was 0.1mm*, the number of bumps per 
square micrometer was 50, the oxide thickness was 
59 nm, which translated into a value for R,;=R,; + 
59 nm. Following (11) the Fowler-Nordheim con- 
stants were set at A=6.5E-7 amps - cm/V? - sec and 
B=2.52E + 8V/cm. The dielectric permittivity was 
K=3.5E-13. The best fit was obtained for R,,=15.4 
nm, BB=4.8 nm, b-2.0E-8, and s=0.03. The calcu- 
lated values are shown as circles against the contin- 
uous experimental data on Figure 2. The value R,, is 
consistent with values obtained from T.E.M. cross- 
sections, the calculated dispersion has an analog in 
the estimated dispersion of bump base diameters, 
and b agrees very well with data presented at 
IEDM81 (6) for parallel plate structures. There is 
now a good basis for describing the processes oc- 
curring in TPFG memories. A pertinent example is 
shown in Figure 3. Here a constant current plot was 
calculated as a function of the number of samples 
representing the same distribution. While it is an in- 
dication that, indeed, 1024 samples are necessary 
to accurately depict conduction at fluences as low as 
1E-8, it also clearly shows that during the latter part 
of the life of the devices, all those different bumps 
can be represented by bumps of the same radius 
Rm. This should make the prediction of endurance 
somewhat less complex. 


Calculated ” 
Voitage Vry 


Fluence (fidt) in Coulombs 


Figure 3: Effect of Number of Samples k on Calculated Tunnel 
Voltage 
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VOLTAGE-TIME 
RELATIONSHIPS DURING 
PROGRAM-ERASE 
CYCLING 


This analysis is based on the assertion that trap- 
up is the cause of the end of endurance. Since the 
build-up of traps is the result of current through the 
tunnel dielectric, this analysis is concerned only with 
the time interval during which tunneling occurs. As 
an aid to understanding, reference may be made to 
Figure 4. 
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Figure 4: Voltage vs. Time Relationships at Floating Gate 


The heavy line describes the (absolute) potential at 
the cathode (which may be poly 1 or poly 2) during 
the course of the first ramp to be applied to an un- 
tested structure. When the tunnel voltage Vry, is 
reached, a current flows that remains constant until 
the maximum voltage (internal to the tunnel 
structure) Vy, is reached. The constant current is 
indicated by a superimposed plot in broken lines ref- 
erenced to the right. When Vy is reached, the volt- 
age stays constant for a “flat top” period. During this 
time, the current decreases exponentially, since any 
transferred charge reduces the tunnel potential. 
Since tunnel current flows during this first pulse, its 
fluence gives rise to trapped charge, which in turn 
Causes an opposing voltage Vag. Therefore, during 
the second pulse, the net potential on the cathode is 
reduced by Va. This can be indicated by a second 
ramp offset downwards by Va. The tunnel voltage 
for the same constant current is then reached later, 
and the time to reach the end of the ramp is shorter. 
As cycling proceeds, the time interval during which 
tunneling occurs becomes shorter and shorter. This 
simple picture neglects one important element of en- 
durance cycling: each cycle of one polarity must be 
followed by a cycle of the opposite polarity. The 
charge stored during the previous cycle affects the 
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potential of the cathode during the following cycle. 
The amount of charge stored during each cycle can 
be picked off Figure 4 by looking at it in another way. 
Instead of offsetting all succeeding ramps, one may 
consider them all superimposed, and recognize that 
the tunnel voltage Vry increases with each cycle. 
Then the tunnel voltage can be viewed as the sum of 
Vruo and Vg. Conversely, the charge transferred to 
the floating gate Vea is the difference between Vy 
and Vru- 


ENDURANCE MODEL 


The change in Vry per programming pulse on one 
bump is 


(10) d Vry/dn= AVg = {Jen At} (b/K) (R*,/Ra) 
where At is the total time during which current flows. 
(11) At = (VeGe + Vete + Vap - Vrup + Vetp)/t 


where r is the ramp rate dV/dt, subscript p refers to 
the programming step, and e to the erase step. Vege 
+ Vez is the floating gate voltage left over from the 
erase step. Vet, is the charge added to Vrcp during 
flat top. From previous analysis, Vege = Vue - Vue 
+ Vee. Let the structure be symmetrical so that all 
subscripts are interchangeable. Eq (11) be can now 
be written 


(12) dV+U/d n= a(Vu-Vrut Ver) where 
(13) a = 2b Jen R2/Kr Ra 


Integrating (12), setting Vru = Vruo when n=O, set- 
ting Vu-Vru + Ver = Vas when n = N, and rearrang- 
ing, results in 


(14) N = (1/a) [1n (Vat Ver - Vruo)/Vas]. 


Here N is endurance expressed as the number of 
data changes before trap-up, and Vms is the mini- 
mum voltage on the floating gate to be sensed as 
the correct state. 

Near the end of endurance, according to Figure 3, 
after a fluence of about 1E-4 coulombs has been 
accumulated, the build-up of traps follows a path as 
if all bumps had the same radius R,,. This permits 
the exact substitution for R, and R, in Eq (13), and 
the calculation of Vryu, in Eq (14) with the help of Eq 
(9). Ver can be calculated exactly, depending on flat 
top time and floating gate capacitance; it is of the 
order of 0.1-0.3 volts. Vy depends strictly on internal 
voltages and coupling ratios. Vas depends on coup- 
ling ratios, the threshold voltage of the floating gate 
transistor, the minimum voltage required to ac- 
complish sensing at the circuit sensing device. 
Memory cells operating within real circuits require 
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the establishment of both programming and erase 
voltage quantities to fit in Eq (14). Endurance dis- 
tributions as a function of temperature have been 
recorded experimentally for specific TPFG products 
(12). Their modes are consistent with tunneling cur- 
rents as determined from the measured ramp rates 
in circuits operating at different temperatures. 


CONCLUSION 


There are three major results of this calculation. 
First, it indicates that textured surface emission can 
be modeled adequately by spherical geometrics, if 
modified by the dispersion of an Extreme Value dis- 
tribution of the bump radii. Second, it confirms that 
TPFG memories are a part of the same universe as 
other silicon-to-silicon-dioxide tunneling structures, 
exhibiting the same mode of trapping (proportional 
to fluence), with a trapping ratio (b=2E-8) that is 
essentially identical to that for parallel plate 
structures. Finally, on the basis of these results, a 
model for TPFG endurance based on charge build- 
up has been developed that appears well supported 
by experimental results. 
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THE PREDICTION OF 
TEXTURED POLY 
FLOATING GATE 
MEMORY ENDURANCE 


By H.A. Richard Wegener & 
Daniel C. Guterman 


BACKGROUND 


The Textured Poly Floating Gate (TPFG) memory 
is one of the three major nonvolatile semiconductor 
memories currently in use. Details of its device theo- 
ry and its use have appeared in previous publica- 
tions.!-4 Its nonvolatile memory cell employs three 
layers of polysilicon as shown in Figure 1. The most 
important feature of this cell is its ability to transfer 
electrons to and from the floating gate through ox- 
ide thicknesses of the order of 55 nm to 75 nm, in 
contrast to other nonvolatile memory technologies 
that must have dielectrics as thin as 10 nm sur- 
rounding their floating gate. The thick dielectric in 
the TPFG memory cell has proven its advantage in 
manufacturability and reliability. This advantage is 
made possible by the presence of a textured sur- 
face, whose curved features generate a field en- 
hancement that permits Fowler-Nordheim emission 
at reasonable voltages. These features have the 
shape of bumps on the poly surface. The modeling 
of emission from these surfaces formed the major 
part of a recent paper.° Its results were that these 
bumps can be approximated by spherical caps on 
the tip of truncated cones, so that the fields can be 
found using Laplace’s equation in spherical coordi- 
nates. From S.E.Ms and T.E.Ms these bumps were 
known to have a range of sizes. It was found that a 
simple two-parameter Extreme Value distribution of 
the cap radii was a sufficient description to get a 
good fit of model and experimental data over five 
orders of magnitude of constant current, and eight 
orders of magnitude of fluence.® 


ENDURANCE 


Endurance is a characteristic common to all cur- 
rent nonvolatile semiconductor memory technolo- 
gies. It describes the number of program-erase cy- 
cles that a memory device can sustain without 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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Figure 1: The nonvolatile part of a NOVRAM* cell is shown schematically 
with the permanently grounded poly 1 at right, the floating gate formed by 
poly 2 in the middle, and poly 3, also serving as the program/erase line, 
at the left. To program, poly 2 is coupled capacitively to a positive 
potential; this results in strong coupling of the floating gate to poly 3, and 
a high potential between poly 1 and 2. To erase, poly 2 is coupled 
capacitively to ground; this results in a high potential between the floating 
gate and poly 3. 


failure. In other nonvolatile technologies, the failure 
modes may involve dielectric breakdown or loss of 
retention. In TPFG memories, failure is particularly 
graceful: The addressed bit cannot respond suffi- 
ciently to a data change. This is due to the fact that 
in this technology, the end of endurance is caused 
by trap-up. Trap-up is the result of the accumulation 
of trapped negative charge in the dielectric that is 
caused by the repeated passage of current. The en- 
durance limit is reached when the potential due to 
this trapped charge grows so large that it suppress- 
es the Fowler-Nordheim tunneling to the extent that 
insufficient charge is transferred to change the state 
of the floating gate. The modeling of endurance 
then simply involves the modeling of the build-up 
of the negative charge as a function of the number 
of pulses of Fowler-Nordheim current through the 
dielectric. 


DESCRIPTION OF 
ENDURANCE MODEL 


A first step is the derivation of the voltage Vo, 
which is the voltage due to the trapped charge 
that opposed the voltage necessary for tunneling 
Vtu. The spherical cap model permits the use of 
Poisson’s equation in spherical coordinates. As 
shown in reference (5), Vq is calculated for a 
charge density defined by a spherical shell with a 
centroid radius Rg. An educated guess approxi- 
mates Rg with one half of the anode radius Ra. The 
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generation of charge density, following the results of 
previous workers §,7 is made proportional to fluence 
(the time integral of current density SJdt) by the 
trapping ratio b. This results in 


Vq = [Sddt] (b/K) (R2¢/Ra) (1) 


where K is the dielectric permittivity, and Re, the ra- 
dius of the (emitting) cathode surface. 

Inspection of Figure 2 will help in understanding 
what happens during a single (erase) pulse. The or- 
dinate shows the voltage on the program/erase 
electrode, the abscissa the time during a pulse. The 
voltage changes linearly with time as shown, at a 
ramp rate r = dV/dt. This ramp rate is proportional 
to the current put out by the charge pump on the 
chip. As the voltage between floating gate and pro- 
gram/erase electrode increases, a voltage Vrty is 
reached where Fowler-Nordheim tunneling is initiat- 
ed. The tunneling current is exactly r x Cra, where 
Crg is the capacitance of the floating gate. Since 
the pump current is constant, Vty will be clamped 
at a value that keeps the tunnel current constant, 
but the voltage due to the charge transferred to the 
floating gate, Vez, will rise until the ramp is limited 
at a maximum voltage Vy. At this point, the tunnel 
current will fall off rapidly, since any charge trans- 
ferred will reduce the potential between floating 
gate and program/erase electrode. In the following 
analysis, the charge transferred after Viy is reached 
will be set to zero. The time, At, during which con- 
stant current flows through the dielectric is defined 
by the tunnel voltage Vty at the beginning, and Vjy 
at the end. During this time, electrons will be 
trapped in the dielectric, in proportion to the fluence 
Me a 

The next pulse will therefore encounter an in- 
creased opposing potential AVg, because of the 
trapped charge generated during the preceding 
pulse. The ramp voltage at which tunneling starts is 
now increased by this voltage, the net charge trans- 
ferred to the floating gate is decreased, and the 
time At during which constant current flows is also 
decreased. During endurance cycling, the polarities 
of the pulses are alternated, so that an erase is fol- 
lowed by a program pulse. The (program) ramp fol- 
lowing an erase pulse now encounters a potential 
due to charge transferred during the preceding 
pulse. This potential adds to that of the new ramp, 
so that the tunnel voltage is reached sooner, and 
constant current flows longer until Vjy is reached. In 
fact, if the structure is symmetrical for both program 
and erase conditions, the time during which con- 
stant current flows is exactly twice that for a single 
ramp starting with zero charge on the floating gate. 
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0021-2 
Figure 2: The voltage at the floating gate as a function of time is shown 
for one particular erase pulse. The voltage (due to displacement) changes 
linearly with time until the tunnel voltage Vry is reached. Tunneling at 
constant current clamps the voltage at that value, resulting in a voltage 
AVG due to charge transfer. The trapped charge due to previous erase 
cycles gives rise to an opposing potential Vg. 


MATHEMATICAL MODEL 
OF SINGLE CELL 
ENDURANCE 


For the purpose of analysis, the floating gate is 
considered a mosaic of pieces, each containing one 
emitting bump of cathode radius Fj. All quantities 
with subscript i refer to one such representative 
piece. Setting the tunnel voltage at Vruo when no 
charge exists in the dielectric: 


Vu — Vtuoi = Vai + VEGi (2) 
At; = Veci/r = (Vu — Vtuoi — Vai)/r (3) 


From Eq(1), the trapped charge in the dielectric af- 
ter an erase and a program pulse is 


AQ; = 2 (b/K) (Rei2/Rai) JeniAt (4) 
This can be expressed as the rate of charge trap- 
ping per program/erase cycle n: 
dVqi/dn = aj (Vu — Vtuoi — Vai), where (5) 
aj = 2 (b/K)(Rei#/Rai) Jeni/r (6) 
Integrating Eq(5), and setting Vqj equal to zero at 
n = 0, results in 
In (Vm — Vtuoi/(Vm — Vtuoi ~ Vail = ain 
Substituting Eq(2) into Eq(7) and solving for Veg; 
Veai = (Vu — Vtuoi) xP (— ain) (8) 
The transition from the individual bump mosaic 
pieces to the full floating gate comes from the argu- 
ment that the floating gate voltage is really the sum 
of the charge contributions Q; from small amounts 


of current |; emitted by all bumps, divided by the 
floating gate capacitance Cra: 


Veg = 2Qi;/Crg = [2|jAt]/Cre 
I; = 4a Roi? (8/4) Jeni: 


(7) 


(9) 
(10) 


the Fowler-Nordheim Jeyj current is 
Jeni = A Eci* exp (—B/Egi), 

the field at the emitting bump is 

Eci = (~Vtui + Vai)/Reilt — (Rei/Rai)] 
the cathode radius 

Roi = Ru — BB [In — In (i — 0.5)/G] (13) 


Summing all bumps i from 1 to the total number of 
bumps G results in the complete expression for the 
dependence of the floating gate voltage due to tun- 
neled electrons Veg, on the number of endurance 
cycles n: 


VEG = (1/1 Crg) £427 Rei? (S/4) Jeni 
x (Vm — Vtuoi) exp (— ain) 
The quantities after Jen are the result of replac- 
ing At; in Eq(9) by Eqs(3) and (8). It now remains to 
define the end of endurance. Clearly, it arrives when 
the floating gate voltage is insufficient to establish 
the required logic level. The end of single cell en- 
durance (n = N,) occurs when the floating gate 
voltage reaches a defined value (Veg = VeGy) that 
is the boundary of that level. 


SINGLE CELL 
ENDURANCE DATA 


The test pattern used to characterize endurance 
is the nonvolatile part of a Xicor NOVRAM cell 
shown in Figure 3. The dimensions of the test cell 
are identical to those in a NOVRAM memory array. 
The advantage of this cell is that all voltages can be 
applied directly to this cell. Cycling is achieved by 
applying a ramp between ground and Vy. Vggq is 
read out by applying the same control voltage 
sweep simultaneously to ground, Vy and P/E con- 
trol. This couples to the floating gate and when a 
voltage equal and opposite to Veg is reached, the 
(floating) gate on the sense transistor will indicate 
zero charge. Upon increasing the control voltage 
sufficiently the floating gate potential is increased by 
the threshold voltage of the transistor, turning on 
the sense line. This value of the control gate is then 
recorded, generating the plot shown in Figure 4. 
The ordinate shows the value of the control voltage 
necessary to turn on the sense transistor. Since 
VFG is positive in the erase state, a negative control 
voltage must be applied. Therefore, the lower 
branch of the window plot represents the erase 
state. When Veg approaches the threshold voltage 
of the transistor, its reaction becomes indetermi- 
nate, and the limit of the endurance of the cell is 
reached. (n = Ne when Veg = V7). This situation is 


(11) 


(12) 


(14) 
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indicated when the applied control voltage is exactly 
zero. Inspection of Figure 4 shows that the end of 
the endurance for that particular cell occurred at a 
number of cycles normalized to a value of 100. The 
same factor of normalization was applied to all data 
quoted here in order to prevent possible confusion 
with results from individual products, or with pub- 
lished specifications. 


CC3 
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Figure 3: This shows the circuit schematic of the nonvolatile part of a 
NOVRAM cell. Two transistors are shown in addition to the elements in 
Figure 1. Transistor Q7 controls the access to the junction used for 
capacitive steering of write and erase operations, and transistor Qs 
senses the voltage on the floating gate. Veg can be measured by turning 
Q7 on hard, and finding the control voltage that must be supplied 
simultaneously to poly 1, poly 3, and capacitor CC2, in order to cause a 
specitied current to pass through Qs. 


NOVRAM CELL ENDURANCE DATA 
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Figure 4: This is a plot of the charge transferred to the floating gate of a 
single NOVRAM cell as a function of the logarithm of the number of 
program/erase cycles. The actual floating gate voltage is the negative 
value of the control voltage minus the threshold voltage of Qg. 


RELATIONSHIP OF 
SINGLE CELL DATA TO 
LOT ENDURANCE 


The number of program-erase cycles at a control 
voltage of zero was determined for a number of sin- 
gle cell structures from the same wafer lot. The re- 
sults were plotted on log normal probability paper. 
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The results can be seen on Figure 5. Careful read- 
ing of the abscissa will establish its relationship with 
the usual chart. In effect, the scale has been ex- 
tended on the low probability side of the distribution, 
and for simplicity of notation, the cumulative proba- 
bilities have been marked as their base ten loga- 
rithms. In a few selected locations near the right 
hand side, the equivalent percentage values were 
given in brackets. The single cell data points are on 
either side of the 50% line of the chart. The slope of 
the best fit straight line defines the dispersion of the 
distribution. 
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Figure 5: This shows the Log Normal probability plot of individual single 
cell endurance data. The right half of the plot is quite standard, as marked 
by typical cumulative percentages. The left half represents an extension 
of the standard chart to much lower probabilities, in order to permit 
predictions for specific members of a much larger population. 


In order to relate these results to the endurance 
of a commercial lot of NOVRAMs, the definition of 
the endurance of an integrated circuit with an array 
of memory cells should be recalled. This definition 
states that the limit of the endurance of a chip is 
reached when the first cell fails, after having sus- 
tained the same number of data changes as every 
other cell on that chip. If that chip has 1024 memory 
cells, then the cell with the lowest endurance limit of 
these 1024 cells defines the endurance of that chip. 
The cumulative probability for this is 1/1024. Any 
chip with 1024 cells can be expected to have that 
endurance. The number of cycles at the cumulative 
probability of 1/1024 therefore represents the aver- 
age endurance of a chip from a given lot. The low- 
est endurance on a wafer of chips is caused by the 
cell with the lowest endurance on that wafer. If 
there are, say, 850 chips per wafer, then the cumu- 
lative probability of this endurance limit is 1/(1024 
< 850). Looking now at a full 50 wafer lot, the low- 
est endurance of that lot has a cumulative probabili- 
ty of 1/(1024 x 850 x 50). The plotting of ranked 
data on probability paper requires “‘plotting posi- 


tions” that result in about half the calculated cumu- 
lative probability values® for the lowest value used. 
In order to be consistent with the plotted data 
points, the cumulative probability for the average 
chip endurance from the 50 wafer lot is 0.0005, and 
this is indicated by an arrow of Figure 5. Similarly, 
the lowest possible chip endurance on that wafer lot 
Stes. 


COMPARISON OF SINGLE 
CELL PROJECTION WITH 
COMMERCIAL LOT DATA 


The endurance of individual arrays from a com- 
mercial lot can be described by a statistical distribu- 
tion and its parameters. Since the endurance of an 
array is determined by the lowest endurance of a 
fixed number of cells, an Extreme Value distribution 
describes the distribution of the lowest endurances 
of all the arrays, and therefore, of the arrays within a 
lot.2 This applies regardless of the distribution of the 
endurances of individual cells within the same array. 
lt is an empirical fact that it is the logarithm of the 
number of cycles that has the Extreme Value distri- 
bution,1° very similar to the Log Normal distribution 
frequently found for data from electronic devices. 
Lot data can be handled simply by the use of Ex- 
treme Value probability paper. Available charts are 
designed for maximum extreme values. For mini- 
mum extreme values, such as the lowest endurance 
of an array, these charts can be used by substituting 
the complement for the cumulative probability of an 
observation in order to determine the plotting posi- 
tion. Instead of 6, (1 — ) is used to determine the 
abscissa. Figure 6 is based on these considera- 
tions. 

The abscissa is labeled by the complement val- 
ues, which results in the reversal of the slopes of 
the straight line describing the distribution. The ordi- 
nate is (just as Figure 4) in terms of the logarithm of 


the normalized endurance. Since the distribution is 


described by a straight line in this coordinate sys- 
tem, it requires only two points to define its locus. 
These two points were determined in the previous 
section: the endurance of the average array, and 
the minimum endurance of the lot. The difference 
from Figure 5 (aside from the distribution function) is 
that the definitions of the cumulative probability val- 
ues have changed. In terms of an individual cell, the 
cumulative probability of the endurance of an array 
is related to 1/1024; in terms of the array, the cu- 
mulative probability is the expected average of indi- 
vidual array units. For the (maximum) Extreme Value 
distribution this is 0.57; since the shape of the 
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distribution has not changed, the use of the comple- 
ment does not apply and the value of the (log of) 
endurance on Figure 5 at the larger arrow is entered 
on Figure 6 at 6 = 0.57. Similarly, the minimum en- 
durance of an array from a 50 wafer lot is now asso- 
ciated with a cumulative probability of 0.5/(50 x 
850) a value increased by a factor of 1024 over the 
corresponding single cell value (see preceding sec- 
tion). The cumulative probability for the minimum 
(array) endurance of a lot is therefore 1.2E—5, to 
be plotted at the 0.99999 position. A straight line 
drawn through this point and the array average es- 
tablishes the projected distribution of array endur- 
ances. This graphical technique of deriving lot en- 
durances from single cell data will be supplemented 
by an equivalent mathematical approach in the 
Appendix. 

How good is the fit to actual data? Endurances 
from a typical monitor of that general time slot in 
NOVRAM production are shown on Figure 6. The fit 
is not fortuitous: there are dozens of lot data with 
almost identical slopes over a range of roughly a 
factor of 0.5 to 2. Confidence limits (95%) from the 
single cell data permit a scatter twice as large. 
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Figure 6: This is a Log Extreme Value probability plot of the endurance of 
a lot of X2212 NOVRAMs. The points are measured values, the straight 
line represents endurances predicted from the single cell data shown in 
Figure 5. 


CONSTANT CURRENT 
TESTING 


The determination of endurance is a very time 
consuming process. In single cell data taking, typi- 
cally tens to hundreds of millions of cycles are re- 
quired. This routinely takes on the order of days to 
accomplish. For product endurance prediction, 
about twenty cells are needed, requiring simulta- 
neous testing for any semblance of monitoring effi- 
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ciency. A much more rapid method of evaluation 
has been in use for some time. It depends on the 
observation of the time necessary to reach some 
predetermined tunnel voltage, when a constant cur- 
rent is forced through the test structure. An empiri- 
cal factor correlates observed time with observed 
product endurance. Test times are on the order of 
ten to ten thousand seconds, depending on condi- 
tions used. Inspection of Eq(8) explains the reason 
for this. The time At during which constant current 
flows is proportional to Veg (Eq(3)). It is therefore 
exponentially decreasing with the number of write- 
erase cycles. Since the data ramp takes the same 
amount of time, whether current flows through the 
dielectric or not, the time consumed increases lin- 
early with the number of cycles, while the limiting 
process decreases exponentially. A constant cur- 
rent test adds the periods of current flow without 
pauses, reaching the condition for the trap-up limit 
of endurance in a minimum of time. 


MATHEMATICAL 
RELATIONSHIP BETWEEN 
ENDURANCE AND 
CONSTANT CURRENT 
DATA 


The work described in reference (5) proved that 
the constant current data can be modeled by bumps 
whose size have the proper distribution. Since this 
requires the addition of the contributions of thou- 
sands of bumps, the number of different bump radii 
necessary for a good fit was studied. It was found 
that at low fluences, a large number was necessary, 
but after a sufficient amount of charge has passed 
through the dielectric, the contributions from differ- 
ent bumps had nearly equalized, so that only a few 
bump radii were a sufficient description. After high 
fluences, a single bump, representative of the maxi- 
mum of the distribution of radii, could predict the 
tunnel voltage necessary to maintain a constant 
forced current. Since the end of endurance is 
brought about by high tunnel voltages after large flu- 
ences, this condition applies very well and is used in 
the following analysis. When, in Eq(14), Ro; is re- 
placed by Ry, the summation sign is replaced by a 
multiplication by G. Then the factor to the left of, 
and including, Jeni becomes I/(r * Cra). But! = r 
x Cre, so that, when Rg becomes Ry, 


No = (1/ay) In[(Vyq — Vtuom)/Veem (15) 
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Substituting r x At (see Eq(3)) for the voltage 
term in parentheses in Eq(5), multiplying by dn and 
integrating results in 


SdVqj = aj rs Atidn (16) 


The integral of At with respect to the number of 
cycles is, of course the total time of constant cur- 
rent flow through the dielectric. At the endurance 
limit, Vag = Vu — Vtuoi — Veamis and the integral 
of time intervals is equal to the total time of con- 
stant current flow to the instant of the end of endur- 
ance, tyj. Again invoking the asymptotic limit of all 
R,ji’s becoming Ry, 


tn = (Vm — Vtuom — VFam)/r am (17) 
Solving Eq(17) for ay and substituting in Eq(15) re- 
sults in the expression for endurance as calculated 
from constant current data 


Nc = [r ty/(Vm — Vtuom — Vema)) (18) 
x In[(Vm — Vtuom)/VFaml 

Conversely, the elapsed time at constant current 
tn equivalent to endurance Nc is obtained by inter- 
changing those two quantities in Eq(18). An esti- 
mate of the time advantage is obtained by realizing 
that in cycling, a minimum time of 2 x Vy/r is 
consumed per cycle. Since typically, some time, 
both analog and digital, is spent in the transition 
from programming to erasing, this minimum time is 
doubled. 

Therefore the elapsed time to reach the end of 
endurance by cycling tcc, is closer to 


tcc = 4Nc Vm/r (19) 


Substituting pertinent values, one can find that ty 
is approximately tcc/50. 


EXPERIMENTAL 
CORRELATION OF 
CONSTANT CURRENT 
WITH CYCLING DATA 


Textured poly capacitor test patterns from the 
same wafers that had been used to obtain the sin- 
gle cell cycling data displayed in Figure 5 were sub- 
jected to forced constant current conditions, and 
their tunnel voltages were recorded as a function of 
time. An automated test system exists to perform 
this test on a routine basis. When tunnel voltage 
was plotted vs time, the data for ten such structures 
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resulted in Figure 7. According to Eq(17), when Vag 
= Vtu — Vtuo = Vm — Vtuo — Veen, then the 
end of endurance is reached. This condition is indi- 
cated by the horizontal line at that voltage. The time 
tn to reach that can be read off the graph and con- 
verted into equivalent cycles by Eq(18). These en- 
durances can then be plotted on a graph similar to 
that used in Figure 6. 


TUNNEL VOLTAGE VS. TIME 
AT CONSTANT CURRENT 
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Figure 7: This is a record of tunnel voltage (expressed as trap-up voltage) 
vs time. The end of endurance is reached when the tunnel voltage 
reaches a value Vg}. The time associated with that voltage can be read 
off this chart. 


The area of the constant current structure was 
eight hundred times that of the single cell capaci- 
tors. Since its behavior is dominated by the highest 
current features, it is set equal to the endurance of 
the 400th lowest cell. This has been chosen as the 
average endurance of the lot of constant current 
devices. The fit in Figure 8 indicates good correla- 
tion between the two methods of determining en- 
durance. This means that product endurances can 
be legitimately predicted from constant current data. 
Test times on the order of ten seconds are short 
enough for the E-test stage of wafer evaluation: 
they clearly permit the prediction of product endur- 
ance. But as increasing knowledge leads to an im- 
provement in endurance, this time is expected to in- 
crease by several orders of magnitude. Eq(17) indi- 
cates a predictable acceleration technique. All that 
is needed is to increase the level of constant cur- 
rent, measure time to reach the voltage of the en- 
durance limit, and insert that value onto Eq(17). In 
addition, the value of r must be adjusted to reflect 
the new current value, according to r=1/Crg. Final- 
ly, a secondary adjustment must be made to the val- 
ue of Vryom by calculation. Another method would 
be to increase the area of the constant current de- 
vice to bring more low endurance features into play. 
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Figure 8: This is again a Log Extreme Value probability plot. The points 
are those calculated from the times measured via Figure 7. The straight 
line represents the endurance predicted trom the single cell data in Figure 
ol 


SUMMARY 


We have described a coherent body of under- 
standing and data that permits the prediction of 
product endurance, and the use of devices for ac- 
celerated testing, from first principle device models. 
This fortunate circumstance arises from the advan- 
tageous technological feature of textured poly tun- 
neling, namely that there is one, and only one, 
mechanism that is prevalent in determining the end 
of endurance. 

This one mechanism is trap-up, the build-up of 
negative charge in the dielectric in proportion to the 
fluence of the tunnel current. The model for window 
closure and for single cell endurance flows naturally 
from this concept. The predictability of accelerated 
tests is also the result of this single unifying mecha- 
nism. The relationship with product endurance fol- 
lows from basic statistical considerations. 
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APPENDIX 


Mathematical Formulation for Lot 
Endurance from Single Cell Data 


The approach taken here is simply to translate 
the graphical operations performed in preceding 
sections into symbols. Underlying its simplicity are 
the operations leading to the design of probability 
papers. They begin by translating the cumulative 
distribution of a variable into a linear function of that 
variable. The single cell endurances have the form: 


bc = 1/2 + (1/2) {1 — exp [BELOW] } (A1) 
BELOW = [~(z/2) (In Nc — In Nc)2/o2] 


where ¢¢ is the cumulative probability of single cell 
endurance Nc, Nc is the average cell endurance, 
and o its standard deviation. The function form cho- 
sen is an approximation’! to the normal distribution 
function. It is chosen here because it could be in- 
verted most simply into a form linear in Nc, since 
the intent is to make the operations more transpar- 
ent to the reader. The same operations could be 
performed by using the exact integral formulation of 
the cumulative probability of the normal distribution. 
Expressing Eq(A1) as a linear function of In Nc 


In Nc = InNc — o& X Fo, where (A2) 
Fo = {(—7/2) In [bc (1-d)]} 1/2 (A3) 


Eq(A2) relates any single cell endurance Nc to its 
probability factor Fo and via Eq(A3), to its cumula- 
tive probability dc. The lowest endurance Noa ex- 
pected from an array of cells is defined by 


In Nca = InNc —o@ X Foa, where (A4) 
éca = [1/(#cells/array)] 


An equation like Eq(A4) can be set up for the min- 
imum endurance of a wafer lot Noy, where cy 
= [1/(#cells/wafer lot)]. For the lot endurances, 
an equivalent scheme is set up: 


In Na = In Na — (1/a) X Fa, where (A5) 
Fa = In[—In(1 — ¢p)] (A6) 


Now Na is the endurance of an array (or chip), Na 
is the modal endurance of the lot, and Fa is the 
probability factor derived from the Extreme Value 
distribution. Incidentally, Fa is exact and not an 
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approximation. In analogy to Eq(A4), the average ar- 
ray endurance Naa has the form 


In Naa = InNa — (1/a) X Fan (A7) 


The value of daa for the average of the distribu- 
tion must be 0.43, in order that its complement be- 
comes 0.57, the locus of the average of the (maxi- 
mum) Extreme Value distribution. The minimum en- 
durance of the lot has the same subscript as 
Eq(A7), except that subscript AM is substituted for 
AA. The probability factor Fay is based on dam = 
[1/(#arrays/wafer lot)]. It will be realized that Nca 
= Naa, and Ncw = Nam. Therefore two simulta- 
neous equations can be solved for Na (the lot aver- 
age), and 1/a (the lot dispersion), in terms of single 
cell parameters: 


1/a = o X [(Fom — Fcoa)/(Fam — Faa)l, 
and 


(A8) 


InNa = InNc — o@ X [(Foa X Fam — Faa 
<x Fom)/(Fam — Faa)] 
Expressing Eq(A5) in terms of single cell parame- 
ters results in 


(AQ) 


In Na = In No — o& X {[Foa(Fam — Fa) 
— Foa(Faa — Fa)l/(Fam — Faa)3 
In this way, the individual endurances expected 
from a commercial lot Na can be predicted from the 
size of the lot tested, which determines Fa, the sin- 
gle cell constants Nc and o,, and chip size details of 
that product, which convert the F’s with double sub- 
scripts into specific constants. 
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TRENDS IN TODAY’S 
DOMINANT E2 
TECHNOLOGIES 


By S.K. Lai & V.K. Dham— 
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Daniel C. Guterman— 
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ABSTRACT 


This paper reviews the three dominant E@ tech- 
nologies today, namely the two floating gate ap- 
proaches of thin tunnel oxide and oxide on textured 
poly and the dual dielectric approach of MNOS. It 
evaluates each approach with respect to cell de- 
sign, operation, manufacturability, compatibility with 
established process technologies and reliability. It 
follows with a comparison of the technologies in the 
areas of development entry cost, scaling and reli- 
ability. After a review of the market place, this paper 
concludes with a projection of the requirements of 
E2 technologies to support full function, commodity 
E2 memories (E2PROM) as well as low cost micro- 
controllers and ASIC (Application Specific Integrat- 
ed Circuits). 


INTRODUCTION 


Electrically alterable nonvolatile semiconductor 
memory has been an area of active research for 
many years, with the promise that it will be the ulti- 
mate silicon memory. The first floating gate memory 
was proposed in 19671 and MNOS memories were 
reported at about the same time. In 1980, the first 
16K E2PROMs using MNOSS as well as floating 
gate technologies on FLOTOX* were reported, 
while textured poly E2PROMs were reported in 
1983.5 However, after all these years of develop- 
ment in the laboratory and volume manufacturing, 
E2PROMs have yet to become a high volume, wide- 
ly used memory component compared to EPROMs, 
the closest equivalent memory with lower function- 
ality. There are many reasons given for the limited 
growth, ranging from the higher cost of E7PROM 
based products to poorly understood reliability of 
© 1986 IEEE. Reprinted, with permission, from INTERNATIONAL 


ELECTRON DEVICE MEETING, IEDM, Los Angeles, CA, December 
7-10, 1986. 
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these components. In this paper, we will focus on 
the technology factors by comparing the three dom- 
inant E2 technologies to date, and giving our own 
viewpoint on the development in the market place. 


DESCRIPTION OF 
TECHNOLOGIES 


FLOTOX (FLOating gate 
Tunnel OXide) 


The cross sectional structure of a FLOTOX cell is 
shown in Figure 1a. It consists of a floating gate 
transistor with a thin oxide grown over the drain re- 
gion. The floating gate is surrounded completely by 
high quality silicon dioxide, giving its superior reten- 
tion characteristics. Programming (electrons into 
floating gate) is achieved by taking the control gate 
to high voltage while erase (electrons out of floating 
gate) is achieved by grounding the control gate and 
taking the drain to high voltage. Because the pro- 
gram and erase coupling conditions are different, 
they have different design considerations. Electron 
transfer is through Fowler-Nordheim tunneling 
mechanism using electric field higher than 
10 MV/cm. The IV slope of tunneling is so steep 
that there is insignificant tunneling under normal 
read conditions for more than ten years. In order for 
the cell to properly operate in an array, it has to be 
isolated by a select transistor. Two cycles are re- 
quired to load the correct data. All cells in a byte are 
first programmed, and then selected cells are 
erased using the drain for data control. The manu- 
facturing process for FLOTOX is an extension of the 
EPROM technology, which in turn is an extension of 
the standard single poly silicon gate technology. 
The critical step in the process is the growth of high 
quality thin (<12 nm) tunnel oxide. For reliability, 
the dominant failure mechanism for FLOTOX is the 
breakdown of the tunnel oxide due to defects under 
the high field stress of the program/erase cycles, 
resulting in a leaky oxide.® 


Textured Poly Cell 


The cross sectional structure of a textured poly 
cell is shown in Figure 1b. It consists of 3 layers of 
poly with overlap forming three transistors in series. 
The floating gate transistor is in the middle formed 
by poly 2. Again, the floating gate is surrounded by 
silicon dioxide for high retention. Programming is 
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Figure 1a: Cross sectional structure of a FLOTOX memory cell. 


achieved by electrons tunneling from poly 1 to poly 
2 and erase is achieved by electrons tunneling from 
poly 2 to poly 3. The program and erase coupling 
again is different. The poly 3 is taken to high voltage 
in both cases, and the element which tunnels is de- 
termined by the voltage applied from the drain and 
coupled to the floating gate through the channel re- 
gion. The final data state is determined by the data 
State on the drain: this is a “direct write’’ cell with no 
need to clear before write as is required in the FLO- 
TOX cell. This is possible because there are two ac- 
tive tunnel elements. The tunneling process is fun- 
damentally still Fowler-Nordheim tunneling, with en- 
hancement of local electric field due to the geomet- 
rical effect of fine texture at the poly surface. The 
electric field enhancement factor is in the range of 3 
to 5, allowing much thicker oxides (60 nm to 
100 nm) to be used. No extra transistor is required 
in an array since the poly 3 transistor serves the 
function of select transistor, giving a much more 
compact cell layout. The manufacturing process for 
textured poly is again an extension of the EPROM 
process with the addition of an extra layer of poly. 
The critical process step in this process is the 
growth of the tunnel oxide on poly. Because thicker 
oxides are used, oxide breakdown is less of a prob- 
lem compared to FLOTOX. The dominant failure 
mechanism in a textured poly cell is electron trap- 
ping which results in memory window closure. 7” 
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Figure 1b: Cross sectional structure of a textured poly memory cell. 
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MNOS (Metal Nitride 
Oxide Silicon) Cell 


The cross sectional structure of a MNOS cell is 
shown in Figure 1c. It consists of a single transistor 
with a dielectric stack of silicon nitride on top of a 
thin layer of oxide (1.5 nm to 2.0 nm) on silicon. 
Typically, the transistor resides in a well so that the 
channel potential can be controlled. Unlike the float- 
ing gate, charge is stored in discrete traps in the 
bulk of nitride. Because of the discrete nature of 
traps, charge transfer has to occur over the large 
area of the channel region. This is different from 
floating gate devices where charge transfer can oc- 
cur Over a small area removed from the channel re- 
gion. On the other hand, any dielectric defect fatal 
to floating gates will only discharge local traps in 
MNOS. Programming is achieved by applying high 
voltage to the top gate whereas erase can be 
achieved by grounding the top gate and taking the 
well to high voltage. The program and erase cou- 
pling is symmetrical. Because of the very thin oxide, 
charge is being leaked off continuously due to the 
internal field, giving an ever diminishing window. In 
an array, select transistor is required to operate the 
cell properly. The select transistor may be 
separate? or integrated8 in which case a more com- 
pact cell layout can be realized. Two cycles are 
again required to load the correct data. Further- 
more, the well potential has to be controlled during 
data change, which makes the array operation more 
complex. The manufacturing process for MNOS is 
an extension of single poly silicon gate technology. 
The memory transistor is fabricated after the first 
poly periphery transistors are formed to maintain the 
integrity of the dual dielectric storage element. The 
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Figure 1c: Cross sectional structure of a MNOS memory cell.8 


important steps include thin oxide growth, nitride 
deposition and post nitride temperature cycles. The 
biggest reliability concern is cell retention and its 
degradation with cycling.9 


COMPARISON 


The three different approaches have their techni- 
cal merit and difficulties. Any one of these technolo- 
gies can be made to work if they are given sufficient 
effort and focus. As a result, other considerations 
ranging from “comfort factors” to compatibility with 
available technologies tend to determine the choice. 


Development Entry Cost 


Entry cost is the amount of extra effort required to 
bring up a new technology. To an EPROM manufac- 
turer, it is relatively easy to take the FLOTOX ap- 
proach. The cell concept is simple and the tunnel 
oxide process is a straight forward variation of a 
standard high quality oxide furnace cycle. This is 
why the majority of companies have opted for this 
approach for their E2 effort. The textured poly ap- 
proach, on the other hand, depends on a tunneling 
process which is not generally understood and is 
believed to require tighter process control. The cell 
concept is more complex and the use of three lay- 
ers of poly imply higher wafer cost. These factors 
have limited the popularity of developing this ap- 
proach. Finally, MNOS approach requires the mas- 
tering of a number of difficult process steps. The 
growth and control of the ultra thin oxide, as well as 
the quality of nitride are critical issues. As a result, 
despite gaining initial momentum, MNOS has not 
achieved dominance as an E@ technology. 
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Scaling 


There are many factors that determine the size of 
a memory cell, and generally cell design represents 
finding the optimum compromise of a number of 
tradeoffs. Furthermore, as these technologies ap- 
proach fundamental physical or practical material 
limits, scaling will become increasingly difficult. For 
FLOTOX, there is large area requirement for layout 
of the two transistors plus the tunnel oxide area, 
dictated by minimum design rules. The select tran- 
sistor is limited by high voltage. Given the high oxide 
capacitance of thin tunnel oxide, large poly to poly 
area is required for the sense transistor. Scaling of 
the tunnel dielectric is also limited by direct tunnel- 
ing at 6 nm and yield and reliability issues at 8 nm to 
10 nm. Typically, relatively high voltages (15V to 
20V) are required to operate the cell. As a result, 
FLOTOX cell does not scale well. 

In the case of textured poly, the three poly layers 
are integrated resulting in a compact layout. Cell 
size is limited more by lithographic registration of 
poly layers than by ability to resolve space between 
poly lines as is the case with FLOTOX. Furthermore, 
the thick tunnel oxide requires smaller coupling ca- 
pacitor area to give the required coupling. Given the 
same performance and reliability requirement, it is 
estimated that a textured poly cell is about a factor 
of two smaller compared to a FLOTOX cell for a 
given generation of technology. Textured poly does 
require higher operating voltage (>20V) and thus 
needs a high voltage technology to support it. Final- 
ly, scaling of the poly oxide involves more than thin- 
ning down the oxide as the field enhancement fac- 
tor changes with oxide thickness. 

The basic MNOS memory cell can be very small 
and highly scaleable. The select transistors, wheth- 
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er separated? or integrated,8 will limit scaling. How- 
ever, in either case, the cell size is better than FLO- 
TOX, and competitive with triple poly for a given 
generation of technology. One major problem is the 
requirement of well voltage control. Full byte func- 
tion is only possible with separate well, giving a 
large effective cell size. Page function8 can be used 
to partially circumvent the well problem but limits 
endurance. For oxide thicknesses, there is little or 
no room to scale the ultra thin tunnel oxide, so most 
of the emphasis has been on scaling the nitride. 
Charge leakage from the scaled nitride to top gate 
has been solved by oxidizing the nitride to give a 
MONOS stack. Low program and erase voltages 
have been demonstrated at the expense of smaller 
operating window. 


Reliability 


One general problem for E2PROM is the limited 
information on the reliability of the technologies due 
to sample size or correlation problems. For floating 
gate technologies, there is no intrinsic problem with 
data retention, and because the technologies are 
designed to handle high voltage, there is very low 
failure rate due to normal 5V operation. Reliability 
problems occur during program and erase cycles in 
part because very high voltages are used. For FLO- 
TOX, there is random single bit failure due to oxide 
defect resulting in a leaky oxide that loses charge 
over time (see Figure 2). For textured poly, the aver- 
age electric field across the tunnel oxide is 3 to 5 
times lower compared to FLOTOX. As a result, ox- 
ide breakdown failure is reduced significantly. On 
the other hand, there are more electron traps in the 
oxide, and the impact of electron trapping is magni- 
fied by the 3 to 5 times field enhancement factor. 
Consequently, electron trapping is the dominant fail- 
ure mechanism, showing up as a failure to program 
or erase. The failure can be projected real time with 
margining techniques and since trapping is an intrin- 
sic property, failure probability can be easily project- 
ed. In MNOS, charge retention is the dominant reli- 
ability issue (see Figure 3). The charge loss process 
is time dependent, resulting in continuous loss of 
cell margin and performance. The degradation 
based on short term data is difficult to predict. The 
ultra thin oxide is stressed by electric field compara- 
ble to FLOTOX and retention is further degraded 
with program and erase cycles. So far, wide varia- 
tion in retention and endurance are being reported 
based on limited sampling.9 
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Figure 2: Endurance of 3 E? Technologies: FLOTOX and textured poly 
processed at Intel (16K arrays), MNOS data from Hitachi (prorated to 
16K). 
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Figure 3: Data Retention: Floating gate, no intrinsic charge retention 
problem; MNOS, continuous charge loss and window closure tending to 
become worse after cycling. 


THE MARKET PLACE 


Though E2PROMs have been available for the 
last five years, their usage has not grown to the vol- 
umes projected. A host of new and established 
companies have become active in the field, but lack 
of technology and product feature standardization, 
together with high cost and reliability concerns have 
limited the growth in the market place. The major 
issues for 16K have been 5V only, address/data 
latch vs no latch, ready/busy vs data polling, 24 pin 
vs 28 pin, 1 ms vs 10 ms program, self timed vs 
user timed, with and without Vcc lockout and 10K 
vs 1 Million cycles endurance. Byte vs page function 
and page size are issues at 64K density level. In 
addition, one can choose oxynitride vs oxide for 
FLOTOX, textured poly vs FLOTOX for floating 
gate, and MNOS vs floating gate for E2. The reliabil- 
ity claims are difficult to understand and verify due 
to the link of failure to endurance cycling. Different 
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methods are used in reliability evaluation, and no 
standard exists to allow a meaningful comparison. 
For example, high temperature cycling is worse 
case for FLOTOX but may be best case for textured 
poly. Nevertheless, there has been continued 
growth in the E7PROM market, sustained by a wide, 
diversified application base. The driving force is 
end-user, in-the-field customization capability of- 
fered to microprocessor based products, which is 
either unavailable, unreliable or not cost effective 
using other techniques. As a result, standards are 
now established following 5V-only RAM-like func- 
tionality, and the cost and density gap to competing 
solutions continues to close. 


FUTURE TRENDS 


There are two major driving forces in the develop- 
ment of E2 technologies for the future. One of them 
is high density memories, requiring small memory 
cell size for the lowest cost per bit. The second re- 
quirement is low density nonvolatile memories in mi- 
crocontrollers and programmable logic type applica- 
tions. In the latter case the absolute cell size is not 
as important as process simplicity and low cost of 
the overall technology. MNOS based E2 memories 
will continue to be used in low density memory as 
well as military applications requiring high radiation 
tolerance. However, it has only enjoyed limited pop- 
ularity for use in high density memory and the trend 
will continue. A majority of companies have opted 
for FLOTOX as their first E? technology because of 
the simple device physics and the low entry cost for 
development. Recently, many Japanese companies 
have announced 64K E2PROMs based on FLOTOX 
for the smart card market. A number of companies 
have applied FLOTOX in ASIC and programmable 
logic array applications. In fact, some have devel- 
oped single poly versions of FLOTOX for synergy 
with random logic technology. However, for stand 
alone high density E2 memories, FLOTOX will be in- 
creasingly limited by defect oxide breakdown prob- 
lems,10 giving unacceptable failure rate above the 
64K level, unless thicker oxides or new dielectrics 
can be used in new approaches. Error correction 
codes can also be used but at the expense of addi- 
tional die cost.11 Finally, textured poly inherently 
gives a smaller memory cell and suffers least from 
the oxide breakdown problem. Electron trapping is 
an intrinsic property that can be predicted and easily 
screened. Consequently, textured poly technology is 
expected to be most reliable and cost effective for 
256K and above densities, while the higher cost of 
a three layer poly process may limit its use in logic 
applications. 
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The nonvolatile memory technology is an ever 
evolving field. Memories!2,13,14 based on hybrid op- 
eration of programming by EPROM and erase by 
tunneling have gained interest. The erase function is 
generally limited to the full array and thus it is called 
FLASH erase. Recent approaches offer cell size 
and technology complexity comparable to EPROMs, 
and the functionality of electrical erase. If such tech- 
nologies are proven to be reliable and manufactura- 
ble, they will fill the need of a special market seg- 
ment and become another major force in the devel- 
oping nonvolatile memory market. 


SUMMARY 


We have reviewed the three dominant E2 technol- 
ogies today. MNOS is used in low density memories 
as well as military applications, but enjoyed only lim- 
ited popularity for high density memories. FLOTOX 
has been the most popular approach because of its 
simplicity and is most suited for low density memo- 
ries and programmable logic type application. Tex- 
tured poly gives the smallest memory cell size and 
is the most cost effective and reliable approach for 
high density memories. 
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NEW ULTRA-HIGH 
DENSITY TEXTURED 
POLY-Si FLOATING 
GATE E2PROM CELL 


By D. Guterman, B. Houck, 
L. Starnes and B. Yeh 

This paper describes a new, highly scaled cell 
structure, the smallest full function E7PROM cell re- 
ported to date. It utilizes the textured triple-poly-si 
technology, exploiting the high degrees of structural 
and functional integration, to achieve a cell size of 
31 w2. A top view of the cell, built with 1.2 micron 
rules is shown in Figure 1, with cell cross-section 
and equivalent circuit shown in Figures 2 and 3, 
respectively. 
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Figure 2: Cell cross-section. 
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Figure 3: Cell equivalent circuit. 


© 1986 IEEE. Reprinted, with permission, from INTERNATIONAL 
ELECTRON DEVICE MEETING, IEDM, Los Angeles, CA, December 
7-10, 1986. 
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Very small memory cell size is achieved by ex- 
ploiting the vertical integration of the three poly lay- 
ers to form a merged gate single transistor cell. This 
cell is made possible through the dual functions in- 
corporated within various key components; specifi- 
cally, (1) the poly 3 element, which functions as 
both word line select transistor and erase tunneling 
anode (2) the poly 1 electrode which serves the 
dual role of cell ground isolation transistor and pro- 
gramming cathode during write operation, and (3) 
the poly 2 floating gate transistor whose channel re- 
gion establishes both the floating gate charge-con- 
ditional current path for reading and the input-data- 
conditional steering capacitor for writing. Charge 
transport to and from the floating gate is through 
Fowler-Nordheim tunneling, established by the geo- 
metrically enhanced fields at the textured poly inter- 
faces between poly-si layers. This allows tunneling 
injection and transport to occur across oxides of 
thickness greater than 500A at voltages less than 
15V. In comparison to ultrathin (100A) Ef7PROM 
technologies, the thicker interpoly oxides result in 
lower parasitic capacitance of the tunneling ele- 
ment, improved dielectric reliability because of the 
3-5 lower average fields in the oxide, and an eas- 
ier path to oxide scaling. 

Because of the simultaneous incorporation of the 
poly 2 to 1 programming and poly 3 to 2 erase tun- 
neling elements, data storage is a direct, single 
pass operation, involving the following sequence 
(see Table |). First the poly 1 line, common to the 
entire array, is brought low, cutting off the conduc- 
tion path from bit line through the cell to array 
ground. Next, the bit lines are set up to either OV for 
an erased state or about 16V for a programmed 
state. Finally, the poly 3 word line is ramped up to 
about 22V in 1 ms to drive the nonvolatile charge 
transport. To erase, the bit line is grounded, where- 
upon the channel under poly 2 capacitively steers 
the floating gate towards ground. This induces suffi- 
cient voltage across the poly 3/2 tunneling element 
to remove electrons from the floating gate. When 
the bit line is high for programming, the channel po- 
tential steers the floating gate positively. This 


TABLE |: OPERATING CONDITIONS 


Write 
Erased State 
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induces sufficient voltage across the poly 2/1 tun- 
neling element to inject electrons onto the floating 
gate. 

Following up on the present 256K product experi- 
ence, a number of fundamental factors are incorpo- 
rated into the technology to maintain a high degree 
of reliability with scaling. Dielectric integrity and ex- 
cellent charge retentivity is preserved through the 
use of thick, high quality thermal SiO» dielectrics, 
throughout. Direct write cell operation provides 
shorter write time by eliminating the unconditional 
clear before write. As in previous floating gate 
E2PROMs, 5V-only capability via on-chip voltage 
multiplication is possible because of the efficient 
Fowler-Nordheim tunneling mechanisim. 

Small test arrays of the 31 2 cell, shown in the 
SEM views of Figure 4, have been built and operat- 
ed successfully for endurances of 1 million writes. 
Figure 5 shows a representative extended endur- 
ance plot, demonstrating erased state cell currents 
of greater than 40 wA and programmed cells having 
thresholds of greater than 5V, thereby remaining in 
cutoff. 


0023-5 
Figure 4b: Cell SEM cross-section. 
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Figure 5: E2PROM cell test endurance data. 


In conclusion, this paper reports the smallest full 
function E7PROM cell described to date. Small size 
is a result of a cell in which elements serve multiple 
ee : functions and a technology which is conducive to 
2663535 26@KU # Su scaling. This approach will serve as foundation for 
| developing future generation E7PROMs beyond to- 
day’s 256K density. 
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Figure 4a: Cell SEM top view. 
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RELIABILITY 
COMPARISON OF 
FLOTOX AND 
TEXTURED POLY 
E2PROMs 


By Neal Mielke—Intel Corporation 
Lori J. Purvis & H.A. Richard Wegener— 
Xicor, Inc. 


SUMMARY 


FLOTOX and Textured Poly E7PROMs share the 
excellent retention and lifetest performance of the 
more common EPROM. In particular, retention fail- 
ures add only about 20 FIT to lifetest failure rates in 
the 100 FIT range. The lifetest failure rates compare 
favorably with those of simple static logic products, 
because these high voltage devices have no oxide 
breakdown problems during 5V operation. FLOTOX 
endurance is limited entirely by oxide breakdown, 
overwhelmingly of the tunnel oxide. Window closing, 
caused by electron trapping, occurs but does not 
cause failure in well-designed products. 

The Textured Poly approach offers a reliability 
tradeoff: less oxide breakdown but more window 
closing. This tradeoff becomes favorable at higher 
densities. This is because oxide breakdown, being a 
defect mechanism, worsens with increasing memory 
size and with scaling of oxide thickness. Window 
closing is an intrinsic mechanism that does not 
worsen dramatically with higher density. The two 
failure mechanisms—oxide breakdown and window 
closing—should be treated separately in reliability 
evaluations because they have different dependen- 
cies on cycling, temperature and retention bakes. 


Technology 


| 2764A EPROM 
|2817A FLOTOX 
X2864G Textured Poly 


*Represents ~ 15 Years at 55°C (Eq = 0.6eV). 


Temp |___%FailinRetentionBake 
astirs | ieHrs | s00Hrs | 1000Hrs 


RETENTION 
CHARACTERISTICS 


The E2PROM retention is at least as good as the 
EPROM retention, as shown in Table |. The 0.2% 
failing for the | 2817A represents only 20 FIT added 
to the failure rate. All retention failures are at most 
only a few bits out of the memory array. Intrinsic 
retention limitations simply do not exist on these 
technologies; most bits have essentially unlimited 
retention. 

Excellent retention is expected with these tech- 
nologies for two reasons: 


1) The stored charge on the floating gate is con- 
tained by the 3.2eV energy barrier which exists at 
the Si-SiO» interface. This barrier height is quite 
high, comparable to the barriers preventing dop- 
ant atoms from redistributing. 


2) The oxide layers, even with FLOTOX, are thick 
enough to prevent carriers from tunneling off the 
floating gate during low voltage operation. 


LIFETEST PERFORMANCE 


TABLE II: LIFETEST COMPARISONS OF INTEL 
E2PROM, EPROM AND STATIC LOGIC 


125°C Lifetest Predicted 
Failure Rate (55°C, in FIT) 


Retention | Total 


Product(s) | Technology 


2817A FLOTOX 0 36 70 

27256 EPROM 0 22 63 

21148, HMOS-II 110 0 120 
8088, etc. 


The failure rates predicted from lifetest in Table II 
compare favorably with those of EPROMs, which in 


TABLE I: RETENTION COMPARISON OF INTEL EPROM AND E2PROM, AND XICOR E2PROM 


% Fail in Retention Bake 


0.2%* 
0.3% 
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turn compare favorably with those of non-floating 
gate technologies. E°7PROMs compare favorably 
with EPROMs because they are very similar tech- 
nologies. It is only during endurance cycling that 
E2PROM operation differs significantly from EPROM 
operation. EPROMs and E2PROMs compare favor- 
ably with static logic devices because the nonvola- 
tile devices are built on high voltage technologies 
and are operated during product testing at high volt- 
ages. This all but guarantees that there will be no 
oxide breakdown failures during 5V operation. Static 
logic devices generally are dominated by oxide 
breakdown. In addition to the Intel data above, NEC 
has reported that 65% of field failures from 1976 to 
1979 were due to oxide failure. 


ENDURANCE 
CHARACTERISTICS 
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0024-1 
Figure 1: Percent fail vs. number of cycles at room temperature for 
FLOTOX (2816A, 2817A) and Textured Poly (2864). 


FLOTOX endurance, as shown in Figure 1, has a 
single broad distribution of failures. Textured Poly 
endurance has a low level defect tail followed by a 
sharp wearout beyond 150K cycles. The curves im- 
ply that the Textured Poly approach offers a trade- 
off under which a lower defect tail can be had at the 
expense of some wearout endurance. There are 3 
primary failure mechanisms represented in Figure 1: 


1) Tunnel Oxide Breakdown—the dominant 
FLOTOX mechanism, also responsible for part of 
the Textured Poly defect tail. 


2) Gate Oxide Breakdown—responsible for the re- 
mainder of the Textured Poly defect tail. 
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3) Window Closing—the cause of Textured Poly 
wearout. 


These three mechanisms will be discussed in 
turn. 


ENDURANCE: TUNNEL 
OXIDE BREAKDOWN 


A typical FLOTOX or Textured Poly cell can be 
cycled over a million times without oxide failure or 
any degradation in retention characteristics. Occa- 
sional defective tunnel oxides will eventually break 
down under the high electric field (~ 10 MV/cm) 
necessary for tunneling. When this occurs, the de- 
fective cell will either become stuck to one logic 
State (if the oxide is truly shorted) or fail to retain 
charge (if the oxide is only leaky). Generally, the ox- 
ide breakdown increases gradually with cycling—a 
bit becomes leaky slowly, then faster, and eventual- 
ly it becomes stuck. Tunnel oxide breakdown is re- 
sponsible for about half of the Textured Poly defect 
tail. It displays the same characteristics as FLOTOX. 


ENDURANCE: GATE 
OXIDE BREAKDOWN 


Both E2PROM types require high voltages to pro- 
gram and erase. This puts high stress on MOS gate 
oxides both in the cell and in the logic circuitry using 
high voltage. This high stress causes defective gate 
oxides to break down. Typical symptoms are a row 
or column failure or failure of the entire device. This 
failure mechanism is responsible for the remainder 
of the Textured Poly defect tail. 

Although more common on Textured Poly than on 
FLOTOX because of somewhat higher voltages, the 
overall oxide breakdown failure rate of Textured 
Poly (tunnel oxide plus gate oxide) is still significant- 
ly lower than that of FLOTOX. 


ENDURANCE: WINDOW 
CLOSING 


During endurance cycling, some of the electrons 
tunneling through the tunnel oxides become trapped 
there. The resulting negative oxide charge inhibits 
further tunneling. The effect of this electron trapping 
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is that with further cycling a cell requires higher and 
higher voltages to program and erase. This mecha- 
nism is responsible for the entire wearout region of 
the Textured Poly curve but is non-existent in the 
FLOTOX curve. 

In Figure 2 Textured Poly shows a dramatically 
higher rate of trap-up. As a result, window closing is 
the dominant wearout mechanism of Textured Poly, 
whereas it is an issue of FLOTOX only if the circuit 
design is marginal. 


10.0 
9.0 
8.0 


_| 
T = TEXTURED POLY 


TRAP=UP:AVp 
ul 
oO 


CYCLES 
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Figure 2: Trap-up vs. cycles for Textured Poly (2864) and FLOTOX 
(2816A). Trap-up is measured in terms of the increase in programming 
voltage AVp necessary to program the cell. 


TRAP-UP/BREAKDOWN 
TRADEOFF 


TEXTURED POLY: 


UPPER POLY 


FLOTOX: 


0024-3 
Figure 3: FLOTOX and Textured Poly structures. 


Trap-up is greater in the Textured Poly approach 
because: 


1) The trapping probability for a single electron is 
proportional to No Tox, which for the same trap 
density N and cross-section o is greater for Tex- 
tured Poly, since Tox is greater. 
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2) The effect of the trapped charge is multiplied by 
the same field acceleration factor responsible for 
the field enhancement used for tunneling. 


3) There is less field induced detrapping because 
the average electric field is lower. 


Tunnel oxide breakdown is less frequent in the 
Textured Poly approach because: 


1) The tunnel oxides are thicker and therefore are 
less sensitive to microscopic defects. 


2) The high electric field responsible for tunneling 
occurs only in the region of oxide near texture 
points; the bulk of the oxide sees only low field 
stress. 


The trap-up/breakdown tradeoff is fundamental 
to the Textured Poly approach. 


BENEFITS OF THE 
TRADEOFF 


Trap-up is an intrinsic mechanism, determined by 
trap density, trap cross-section, and initial window 
size. There is some variation from cell to cell in 
these parameters, causing some to fail somewhat 
earlier than others, but the distribution is relatively 
tight. As a result, trap-up endurance becomes only 
slightly worse with increasing memory size. 

In contrast, oxide breakdown is a defect mecha- 
nism, and the failure rate is proportional to the de- 
fect density and the memory size. As a result, 
FLOTOX endurance will always become proportion- 
ately worse with increasing memory size unless de- 
fect density is continually improved. In addition, 
scaling FLOTOX implies scaling the tunnel oxide 
thickness, making the oxide even more sensitive to 
defects. 

For this reason, there is a crossover in reliability 
between FLOTOX and Textured Poly, with the Tex- 
tured Poly tradeoff becoming favorable at high den- 
sities. Excellent endurance even at high densities is 
possible with the Textured Poly approach because 
the defect tail, being only low level, can be 
screened. 
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0024-4 
Figure 4: Comparison of median endurance for FLOTOX (2816A) and 
Textured Poly (2212) as a function of cycling temperature. 


FLOTOxX failure, due to tunnel oxide breakdown, 
is accelerated by cycling temperature (Ea ~ 
0.18eV), as shown in Figure 3. Textured Poly failure, 
due to window closing, is decelerated by cycling 
temperature (E~g ~ -—0.11eV). Whereas it is well 
known that temperature accelerates oxide break- 
down, it also accelerates detrapping of electrons 
and therefore extends Textured Poly endurance. 

A reliability evaluation of these two products per- 
formed at 50°C would detect equivalent median en- 
durances, but an evaluation performed at room tem- 
perature would favor FLOTOX by about 5 and one 
at 125°C would favor Textured Poly by about 10x. 
This temperature acceleration holds true for the me- 
dian endurance, but the Textured Poly defect tail is 
due to oxide breakdown and will tend to behave 
more like the FLOTOX data. 


EFFECT OF BAKES 


In many FLOTOX endurance evaluations, less 
than half of the oxide breakdown failures actually 
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fail to program correctly. The remainder are cases 
of oxide degradation and suffer reduced retention 
instead. As a result, retention bakes must be per- 
formed after cycling on FLOTOX in order to ade- 
quately detect cycling failures: 


TEST FOR CORRECT PROGRAM /ERASE 
72- HOUR 150°C RETENTION BAKE 
TEST FOR RETAINED DATA 
0024-5 


In order to take intermediate readouts (after, say, 
2K and 5K cycles), the flow of test/bake/test may 
be repeated at each readout. This worst-case flow 
for FLOTOX may be best-case for Textured Poly, 
however, because high temperature retention bakes 
cause electrons to detrap significantly, reversing pri- 
or window closing and therefore increasing mea- 
sured endurance. 


SUGGESTED 
ENDURANCE- 
EVALUATION 
METHODOLOGY 


The best way to measure E2PROM endurance is 
to run separate evaluations for the two dominant 
failure mechanisms: window closing and oxide 
breakdown. 


Window Closing 


SMALL SAMPLE OF MEMORY DEVICES 
(20) 


CYCLE 1K TIMES 
TEST FOR PROGRAM/ERASE 
REPEAT TO >100K CYCLES 


EXTRAPOLATE WEAROUT CURVE TO 
DESIRED ENDURANCE LIMIT (10K) 
TO DETERMINE FAILURE RATE 


Oxide Breakdown 


LARGE SAMPLE OF MEMORY DEVICES 
(>100) 


10K PROGRAM/ERASE CYCLES 
TEST FOR PROGRAM/ERASE 
WRITE TO NONEQUILIBRIUM STATE 


PERFORM RETENTION BAKE 
(72-HOUR 150°C OR LONGER) 


VERIFY CORRECT DATA 


0024-6 
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These flows will work for either FLOTOX or Tex- 
tured Poly. Intermediate readouts may be performed 
in the oxide breakdown flow, but the test/bake/veri- 
fy sequence should be repeated at each readout. 


ALTERNATIVE 
EVALUATION 
METHODOLOGIES 


Single-cell endurance data are sometimes pre- 
sented by manufacturers. This approach will overes- 
timate endurance by orders of magnitude because 
of the importance of oxide defects and even cell-to- 
cell variations in trap-up. It might be possible to con- 
clude from single-cell data that a certain FLOTOX 
cell is ‘superior’ to a certain Textured Poly cell— 
but a 256K E2PROM constructed with the Textured 
Poly cell might be several times more reliable. 

Worse yet, test pattern data from oxide capacitors 
are sometimes presented, without backup product 
data, to “‘prove’’ that a certain oxide is “superior” to 
another. Only product data can reliably be used to 
compare E2PROM product endurance. Small sam- 
ples are useful in measuring wearout (median en- 
durance), but large samples are necessary for mea- 
suring defect-related tails to the distribution. 


CONCLUSION 


The non-endurance-related reliability of FLOTOX 
and Textured Poly E2PROMs are similar and com- 
parable to EPROMs and simple logic devices. Tex- 
tured Poly offers a tradeoff between oxide break- 
down and window closing which is beneficial at high 
densities. Reliability evaluations should distinguish 
between the two dominant E27PROM failure mecha- 
nisms: Namely, oxide breakdown and window 
closing. 


NOTES 
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Ordering Information for Xicor Nonvolatile Memories 


NOVRAMs* 


Device Store Cycles/ , 
ues Package Temp. Access | Processing 
Order Organization Data Changes ; 
Range : Time Level 
Number Per Bit 


ei 


TF e0071000 | a00ns | Standard _ 
+ Fi00.000770,000 | 200s | Standard 
[+ 50100076000 | a00ns | Standard 
[1 Fi00.0007%0,000-| goons | Standard 
[1 50.90076000 | a00ns | Standard _ 
T71[10.000/1000 | 300s | Standard _ 


X2201AD 1024 x 1 


exe 
[eee 


X2210PI/5 64x 4 
X2210PI 64 x 4 


o 
Preetaorie | eaxa | 
Preotoo/s [axa | 
Peet [axa | 
exe 
exe 


10,000/1000 
| 1 | 100,000/10,000 Staadard 


|_M__| 100,000/10,000 
| mM | 50,000/5000 Standard 


coxa | 

coxa | 

Pyeetoo | eaxe | 
arm 
ar 


ima 
a 
ea 
eaxd | 
eax4 | 
/xeetopme | 4x4 | 
xeetap/10 | 256x4 | © 

| 256x4 |e | 


X2212P/5 256 x 4 


ey 
+ = Blank = Commercial = 0°C to + 70°C 
Industrial = —40°C to + 85°C 


Military = —55°C to + 125°C 
Ultra High Temp. = 0°C to + 150°C 


|= 
M= 
T= 
P = Plastic DIP 
a 
Dp = 
E= 


32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 
32-Pad Ceramic Leadless Chip Carrier (Solder 
Seal) 

G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal) 

C = Side Braze 


*NOVRAM is Xicor’s nonvolatile static RAM device. 
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Ordering Information for Xicor Nonvolatile Memories 


NOVRAMs (Continued) 


rganization Range 
JiDiEia 
eh 


100,000/10,000 Standard 


1 [¥00.000/10,000 | 300.ns | Standard 
[1 50.000/6000 | 200s | Standard 


Store Cycles/ 
Data Changes 
Per Bit 


Device 
Order 
Number 


Access 
Time 


Processing 
Level 


|| ft fe 


>< 
f> 
ND 
— 
NO 
O 
nN 
On 
o> 
x 

aS 


100,000/10,000 


Key: 

+ = Blank = Commercial = 0°C to + 70°C 
| = Industrial = —40°C to + 85°C 

M = Military = —55°C to + 125°C 

T = Ultra High Temp. = 0°C to + 150°C 


= Plastic DIP 

= 32-Lead J-Hook Plastic Leaded Chip Carrier 

= Cerdip 

= 32-Pad Ceramic Leadiess Chip Carrier (Solder 
Seal) 

G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 

Seal) 
C = Side Braze 


p 
J 
D 
E 
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Ordering Information for Xicor Nonvolatile Memories 


NOVRAMs (Byte-Wide) 


eevee Package Tem Access | Processin 
Order Organization g P- | Store Cycles ; g 
Range Time Level 


Number Pls 
X2001P-20 128 x8 i Standard 
X2001P-25 128 x8 i Standard 
X2001P 128 x8 i Standard 
X2001PI-20 128x8 | | Standard 
X2001PI-25 128 x8 Standard 
X2001PI 128 x8 Standard 
X2001D-20 128 x8 Standard 
X2001D-25 128 x8 Standard 
X2001D 128 x8 ras y 300 ns Standard 
X2001DI-20 128x8 Standard 
X2001DI-25 128 x8 Standard 
X2001DI 128 x8 Standard 
X2004D-20 512x8 i Standard 
X2004D-25 512x 8 i 10,000 Standard 
X2004D 512x8 i Standard 
X2004DI-20 512x 8 Standard 
X2004DI-25 512x8 | | Standard 
X2004DI si2x8 | ..,| Standard 
X2004DM-20 | 512x8 | | Standard 
X2004DM-25 | 512x8 | Standard 


X2004DM 512x8 


T 
y 


Blank = Commercial = 0°C to + 70°C 
Industrial = —40°C to + 85°C 

Military = —55°C to + 125°C 

Ultra High Temp. = 0°C to + 150°C 


ey: 
| 


32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 


+ =_ 
M = 
T = 
P = Plastic DIP 
J = 
D = 
E = 32-Pad Ceramic Leadless Chip Carrier (Solder 


Sea 

G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal) 

C = Side Braze 
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Ordering Information for Xicor Nonvolatile Memories 


NOVRAMs (Byte-Wide) (Continued) 


pits Organization Lia 

Number J 
X2004DMB-20 | 512x8 on 
X2004DMB-25 | 512x8 | | 
X2004DMB si2xe | | | 
X2004E-20 si2xe | | | 
X2004E-25 512x8 | | 
X2004E 512x8 
X2004EI-20 512x8 
X2004EI-25 512x8 
X2004E| 512x8 | | 
X2004EM-20 s12x8 | | 
X2004EM-25 512x8 
X2004EM 512x8 
X2004EMB-20 512x8 = 
X2004EMB-25 | 512x8 | | 


X2004EMB 512x8 


a 
x20oas20 | taxa | * 
x2004s25 | si2xe | | 
x00 | siexa | 


Access | Processing 
Time Level 


: 


mc) 


: 


[xaooai2o | szxe | f*| | | | [1 | 1m000 | co0ne | Standard ~ 
[xaooaies | siaxe_| [| | | | | 1 | 10000 | 26008 | Standard” 
[raooa [sxe | fo] | | [1 | 10000 | soone | Standard ~ 


Key: 

+ = Blank = Commercial = 0°C to +70°C 
Industrial = —40°C to + 85°C 
Military = —55°C to + 125°C 
Ultra High Temp. = 0°C to + 150°C 


32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 
32-Pad Ceramic Leadless Chip Carrier (Solder 
Seal) 

G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal) 

C = Side Braze 


| = 
M = 
T= 
P = Plastic DIP 
A 
Bie 
FE = 
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Ordering Information for Xicor Nonvolatile Memories 


SERIAL NOVRAMs 


Device : 
Order Organization ma pe 
Number chnology 


X2444P 16x 16 


X2444PI 16x16 
X2444PM 16x 16 


Enuee Package 
Order Organization g 


Temp. Process Processing 
Range Technology Level 
T 


CMOS 
CMOS 
CMOS 


Standard 
Standard 
Standard 
Standard 


Number pe[v[olelele 
xeaoee | sexe fe | | tT | || wos | Standers 
Fxzanee | 2s6xe | ||| | || + | _wwos | Stenderé 
Fixes | sexe || || | || + | _wwos | Stendero 
rxeaoert | sexe | | |p| tt] nos | Stendero 
xeaoa | sexe | | te | tt] ums | Stendero 
xzaoaor | stax | | te] | | 
xaos | sexe | | fe] | | 
xzaoaome | siexe | | fe] | | 
Seo | ewos [standard 


-- 


xzacteo | 208exe | | [| cmos | Standar 
rxeacreor | 2oaaxe | | te] || | | cmos | Standaré 
xeacreom | 200exe | |p | ||| wos | standers 
Pxeacreoma [2owexe || bel 1 [ |» | cmos | seateves_ 


Key: 

+ = Blank = Commercial = 0°C to + 70°C 
= Industrial = —40°C to + 85°C 

= Military = —55°C to + 125°C 

= Ultra High Temp. = 0°C to + 150°C 


| 
M 
T 
P = Plastic DIP 
J 
D 


= 32-Lead J-Hook Plastic Leaded Chip Carrier 
= Cerdip 
E = 32-Pad Ceramic Leadless Chip Carrier (Solder 


eal) 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal) 
C = Side Braze 
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Ordering Information for Xicor Nonvolatile Memories 


4K E2PROMs 


912x8 
512x8 
512x 8 
512x8 
512x8 
512x 8 
olexs 
512x8 
512x8 
512 x8 
512x8 
512 x8 
512x8 
512x8 
512x8 
512.x8 
512x8 
512x8 
512 x8 
512x8 


X2804AP-25 
X2804AP 
X2804AP-35 
X2804AP-45 
X2804API 
X2804API-35 
X2804API-45 
X2804AD-25 
X2804AD 
X2804AD-35 
X2804AD-45 
X2804ADI 
X2804ADI-35 
X2804ADI-45 
X2804ADM 
X2804ADM-35 
X2804ADM-45 
X2804ADMB 
X2804ADMB-35 
X2804ADMB-45 


yA Organization Temp. | Access Process Processing 
g Range Time Technology Level 
ne Piylple| 


: 


- 


y: 
+ = Blank = Commercial = 0°C to + 70°C 
= Industrial = —40°C to + 85°C 

= Military = —55°C to + 125°C 

= Ultra High Temp. = 0°C to + 150°C 


= Plastic DIP 
= 32-Lead J-Hook Plastic Leaded Chip Carrier 
= Cerdip 
E = 32-Pad Ceramic Leadless Chip Carrier (Solder 
Seal) 


G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal) 
C = Side Braze 
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Ordering Information for Xicor Nonvolatile Memories 


16K E2PROMs 


sail Organization Temp. | Access Process Processing 
Range Time Technology Level 
2 pilul|olela|e 


mi 

rxzerear | 20Wsxe [| || | | | + | eoons | Nwos | Standard 
[1 | as0ns | Nwos | Standere_ 

mi 
mi 
TT 
- 


Key: 

+ = Blank = Commercial = 0°C to + 70°C 
Industrial = —40°C to + 85°C 
Military = —55°C to + 125°C 
Ultra High Temp. = 0°C to + 150°C 


{|= 
M = 
T= 
P = Plastic DIP 
J = 32-Lead J-Hook Plastic Leaded Chip Carrier 
D = Cerdip 
E = 32-Pad Ceramic Leadless Chip Carrier (Solder 


Seal) 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal 


ea 
C = Side Braze 
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Ordering Information for Xicor Nonvolatile Memories 


16K E2PROMs (Continued) 


padi Bidonieation Temp. | Access Process Processing 
g Range Time Technology Level 
Number P| 


X2816ADMB_ | -2048x8 | 
TT gooee ftoa TT west 
a 


| 


Bee 


X2816ADMB-35 | 2048x8 | 
X2816ADMB-45 | 2048x8 | 
X2816AE-25 | 2048x8 | 
X2816AE | 2048x8 | | 
X2816AE-35 | 2048x8 | 
X2816AE-45 | 2048x8 | | 
X2816AEI-25 | 2048x8 | 
X2816AEI  SeBOawses 2:2" 
X2816AEI-35 | 2048x8 | 
X2816AEI-45 | 2048x8 | 
X2816AEM | 2048x8 | 
X2816AEM-35 | 2048x8 | 
X2816AEM-45 | 2048x8 | 
X2816AEMB_ | -2048x8 | 
X2816AEMB-35 | 2048x8 | 
X2816AEMB-45 | 2048x8 | 


A 
=) 
ro) 
= 
” 
Pa 
= 
O 
ep) 
ee) 
Oo 
a 
—- 
oO) 
< 
O 
i 


NMOS | 883 Level C 
NMOS | 883 Level C 


ey: 
= Blank = Commercial = 0°C to + 70°C 
= Industrial = —40°C to + 85°C 
= Military = —55°C to + 125°C 
= Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 
32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 
= 32-Pad Ceramic Leadless Chip Carrier (Solder 
| 


Sea 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 


Sea 
C = Side Braze 
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Ordering Information for Xicor Nonvolatile Memories 


16K E2PROMs (Continued) 
rite _ Package Temp. | Access Process 
Order Organization : 

Range Time Technology 


Number 

i NMOS 
+ | 300ns | NMOS 
NMOS 
NMOS 
i NMOS 
i NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
i NMOS 
i NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 


Processing 
Level 


Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
883 Level C 
883 Level C 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
883 Level C 
883 Level C 
Standard 
Standard 
Standard 
Standard 


X2816BP-25 
X2816BP 
X2816BPI-25 
X2816BPI 
X2816BD-25 
X2816BD 
X2816BDI-25 
X2816BDI 
X2816BDM-25 
X2816BDM 
X2816BDMB-25 
X2816BDMB 
X2816BE-25 
X2816BE 
X2816BEI-25 
X2816BE! 
X2816BEM-25 
X2816BEM 
X2816BEMB-25 
X2816BEMB 
X2816BJ-25 
X2816BJ 
X2816BJI-25 
X2816Bul 


2048 x 8 
2048 x 8 
2048 x8 
2048 x8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x 8 
2048 x8 


y 
T 


ey: 
+ = Blank = Commercial = 0°C to + 70°C 

| = Industrial = —40°C to + 85°C 

M = Military = —55°C to + 125°C 

T = Ultra High Temp. = 0°C to + 150°C 

P = Plastic DIP 

J = 32-Lead J-Hook Plastic Leaded Chip Carrier 

D = Cerdip 

E = 32-Pad Ceramic Leadless Chip Carrier (Solder 


Sea 

G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal) 

C = Side Braze 
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Ordering Information for Xicor Nonvolatile Memories 


64K E2PROMs 


Device | 
Order Organization Temp. | Access Process Processing 
Range Time Technology Level 


Number 
soaxe fe) | | | NMOS 
saaxe fe) | | | NMOS 
eoaxe fe] | NMOS 
eae || | NMOS 
> 
_ 


fe | 
- 


X2864AP-25 
X2864AP 
X2864AP-35 
X2864AP-45 
X2864API-25 
X2864API 
X2864API-35 
X2864API-45 
X2864AD-25 
X2864AD 
X2864AD-35 
X2864AD-45 
X2864ADI-25 
X2864ADI 
X2864ADI-35 
X2864ADI-45 
X2864ADM-25 
X2864ADM 
X2864ADM-35 8192x8 
X2864ADM-45 8192x8 


| 81928 
X2864ADMB-25 | 8i92x8 | | | 
erwexe | 


sian [=| AMOS 
si02.8 [>| AMOS 
si0ax8 [>| AMOS 
saan [*[ AMOS 
sieeve | AMOS 
seas | AMOS 
si2x8 || NMOS 
siv2xe |] AMOS 
sax |] AMOS 
8192x8 NMOS 
sivax8 | | AMOS 
sioaxe |] AMOS 


| 


|- 


sio2x8 | | 
siozx8 | | | 


x< 
ho 
oO 
ron) 
XX 
> 
O 
= 
D |W 


~x< 
ND 
ee) 
D 
& 
> 
O 
<= 
188) 
A) 
on 
= 
co 
nm 
x 

foe) 


X2864ADMB-45 


Key: 

t+ = Blank = Commercial = 0°C to +70°C 

| = Industrial = —40°C to + 85°C 

M = Military = —55°C to + 125°C 

T = Ultra High Temp. = 0°C to + 150°C 

P = Plastic DIP 

J = 32-Lead J-Hook Plastic Leaded Chip Carrier 
D = 

E = 


Cerdip 
32-Pad Ceramic Leadless Chip Carrier (Solder 


Sea 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
| 


ea 
C = Side Braze 


Ordering Information for Xicor Nonvolatile Memories 


64K E2PROMs (Continued) 
Pei Organization | Package | Temp. | Access Process 
humber Range Time Technology 
8192 x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
8192x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
si92x8 | | M NMOS 
Tres Es 
at a 
g192x8 | 
ore ee 


Processing 
Level 


a) 
© 
i?) 
x 
iY) 
ve} 
fol 
oO 


Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
883 Level C 
883 Level C 
883 Level C 
883 Level C 
Standard 
Standard 
Standard 
Standard 
883 Level C 
883 Level C 
883 Level C 
883 Level C 


|} 


NMOS 
NMOS 
NMOS 
NMOS 


Key: 

= Blank = Commercial = 0°C to + 70°C 
= Industrial = —40°C to + 85°C 

= Military = —55°C to + 125°C 

= Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 
32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 


tT 

| 
M 
i i 
P 
J 
D 
E = 32-Pad Ceramic Leadless Chip Carrier (Solder 


Sea 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
eal) 
C = Side Braze 


Ordering Information for Xicor Nonvolatile Memories 


64K E2PROMs (Continued) 


Onder Package Temp. | Access Process 
sail bc j Range Time Technology 


Do 
xeesaases | stoaxs | |e | 
Le 
- 


Processing 
Level 


+ [ass [Mos | Standart 
-—+ [200s [NMOS | Standard 
*_[-asons | NMOS | Standard 
(+ [450s | NMOS | Standard 
1 [250s | _NMos | Standort 
1 [200 ns | _NMos | Standart 
1 [sons | nMos | Standard 

[sons | NMOS | Standort 
reson | NMOS | Standort 
Tasone | NMOS | Standort 
Tasons | NMOS | Standort 
[asons | NMOS | Standerd 


Temp. | Access Process Processing 
Range Time Technology Level 


-7 [teens | Nwos | Stance 
/—+ [sons | NWos | Standard 
/—+ [eons [NMOS | Standard 

20s | NMOS | Standard 
isons | NMOS | Standerd 


Pxzesaas | steexe | [+ 
Peesansas | steexs | [+ 


| | fe 


HONICe Package 
Order Organization g 


aor P[sfofete 

Perr 
preseeapss | eieexe [| | | | 
eT 


| fe! 


x< x< 
Nh NO 
fe) re) 
oD re) 
rs i 
w wo 
Oo U 
— ia 
a) ol 
fe) fo) 
oul, anh, 
coo te) 
rh ne) 
< x 
foe) © 

A A 
nN 
ro) 
5 
7 

ZZ. Zz 

= a 

(2) O 

—/ —~/ 

q q 

rom af om at 

© o 

= = 

ref rol 

o A) 

=s — 

rom rol 


T 


i 
f 180 ns 


Key: 

+ = Blank = Commercial = 0°C to + 70°C 
Industrial = —40°C to + 85°C 
Military = —55°C to + 125°C 
Ultra High Temp. = 0°C to + 150°C 


32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 


| = 
M = 
T= 
P = Plastic DIP 
l= 
D = 
E = 32-Pad Ceramic Leadless Chip Carrier (Solder 


Sea 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
| 


ea 
C = Side Braze 


Ordering Information for Xicor Nonvolatile Memories 


64K E2PROMs (Continued) 
yeise Organization Temp. Access Process Processing 
Ruinber rps) ro Range Time Technology Level 

meseore | vmaore | | ep | 1] | oom [N08 
Fioseaeorie [ceva [Te [1 | 160m | — wos 
eace imal Peo [nos 
ee te 0S 
am a OS a OS 
8192 x8 NMOS 
8192x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
8192 x8 i NMOS 
8192 x8 NMOS 
8192 x8 i NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
B192 x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
8192 x8 NMOS 
8192 x8 i NMOS 
8192 x8 : NMOS 
8192 x8 NMOS 


Gs 
2) 


Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
883 Level C 
883 Level C 
883 Level C 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
883 Level C 
883 Level C 
883 Level C 
Standard 
Standard 
Standard 


i 
i 


y: 

+ = Blank = Commercial = 0°C to + 70°C 
= Industrial = —40°C to + 85°C 

= Military = —55°C to + 125°C 

= Ultra High Temp. = 0°C to + 150°C 


= Plastic DIP 


= 32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 
32-Pad Ceramic Leadless Chip Carrier (Solder 
Seal) 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal) 
C = Side Braze 
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Ordering Information for Xicor Nonvolatile Memories 


64K E2PROMs (Continued) 

pacha Organization Temp. | Access Process Processing 
Range Time Technology Level 

ee Plylolelelc 


xeseaaurne | eres | [e| | | | | 1 | vane | nwos | Sandaa 
xeseaauras | siezxe | _[e| | | | | 1 | sone | nwos | Standard 
xeseaautie | siezxs | [te] | | | | 1 | 160s | nwos | Standard ~ 


64K E2PROMs (Continued) 
ae Ginsnisotion Temp. | Access Process Processing 
g Range Time Technology Level 
Number PY 


J 
X2864HP-70 | stg2xe | e| 
xzoeunran | ~ereaxe [= rT oo | le aes 

cs Coane. hose 
3 
: 
soe | bios aera 
: 
+ | som | Wes Sa 


X2864HPI-90 
X2864HD-70 | 8192x8 | | 
X2864HD-90 | sig2xe | | 
X2864HDI-90 | 8192x8 | | 
X2864HDM-90 | 8i92x8 | | 
X2864HDMB-90 | 8i92x8 | | 
X2864HE-70 | 8i92x8 | | 
X2864HE-90 | 8i92x8 | | 
X2864HEI-90 | 8192x8 | | 

X2864HEM-90 | 8192x8 | | 
X2864HEMB-90 | 8192x8 

X2864HJ-70 
X2864HJ-90 | 8192x8 | | 
x2e64HJl-90 | 8i92x8 | | 


T 
. 


Key: 
+ = Blank = Commercial = 0°C to +70°C 
| = Industrial = —40°C to + 85°C 

M = Military = —55°C to + 125°C 

T = Ultra High Temp. = 0°C to + 150°C 
P= 

J = 

D= 

E — 


Plastic DIP 

32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 

32-Pad Ceramic Leadless Chip Carrier (Solder 
Seal) 


e 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal 


C = Side Braze 


Ordering Information for Xicor Nonvolatile Memories 


256K E2PROMs 


X28256D 
X28256D-35 


32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 
32768 x 8 


7 


T 
T 
v 


+ 


7 
T 


Key: 
+= 


| = 
M = 
T= 
p= 
J= 
D= 
E= 


G= 
C= 


9-15 


picks Organization Temp. | Access Process Processing 
Number rl lela Range Time Technology Level 


NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 
NMOS 


Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
Standard 
883 Level C 
883 Level C 
883 Level C 
Standard 
Standard 
Standard 
Standard 
Standard 


Blank = Commercial = 0°C to + 70°C 
Industrial = —40°C to + 85°C 

Military = —55°C to + 125°C 

Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 

32-Lead J-Hook Plastic Leaded Chip Carrier 
Cerdip 

32-Pad Ceramic Leadless Chip Carrier (Solder 
Seal) 

32-Pad Ceramic Leadless Chip Carrier (Glass Frit 


Sea 
Side Braze 


Ordering Information for Xicor Nonvolatile Memories 


Temp. | Access Process Processing 
Range Time Technology Level 


[1 [sons | nwOS | Sandara 
[wm _[ 2507s | NOS | Standara 


256K E2PROMs (Continued) 


Device 
Order 
Number PR a 


x26256El-35 | 32768x8 | | 
X28256EM-25 | 32768x8 | | 
X28256EM | 32768xe | | 
X28256EM-35 | 32768x8 | | 
X28256EMB-25 | 32768x8 | | 
X28256EMB_ | 32768x8 | | 
X28256EMB-35 | 32768x8 | | 
x28256J-25 | 32768x8 | |e 
euess) [serene [= 
x28256/-35 | 32768x8 | |e 


a Organization Temp. | Access Process Processing 
Numb ° Range Time Technology Level 
= Pluloljelalc 


xeec2seP-25 | 32768x8 |e| | 

aocaser | sereexe te| | ||| +] som | cas [Sanaa 

xzocasoras | ezreexe [| || [| [| wore | ones | Sree 

xzocasoras | sereexe t+| [||| [1] some | ewes [Sanam 
a ee 
a i a eas 


X28C256PI 32768x8 | @ | 

X28C256PI-35 | 32768x8 | e | CMOS Standard 
Key: 

+ = Blank = Commercial = 0°C to + 70°C 


Industrial = —40°C to +85°C 


—t. 
A 
oi 
© 
S 
” 
és 
= 
O 
2) 
i 
pe) 
=| 
jor 
se) 
- 
Qa. 


- 


Military = —55°C to + 125°C 
Ultra High Temp. = 0°C to + 150°C 


| = 
M = 
T= 

P = Plastic DIP 
J = 32-Lead J-Hook Plastic Leaded Chip Carrier 
D = Cerdip 

E = 32-Pad Ceramic Leadless Chip Carrier (Solder 


Seal) 


e 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
| 


Sea 
C = Side Braze 


Ordering Information for Xicor Nonvolatile Memories 


256K E2PROMs (Continued) 


mae Organization Temp. | Access Process Processing 
Range Time Technology Level 
pal Pislolelelc! 


Trescesen.28 | sereaxe | | [e| | | | 7 | esone | cmos | Standord 
Prescesed | sereaxe | | [+| | | | 1 | ooons | cmos | Standard 
Prescesen.as | sereexe | | [| | | | + | asons | cmos | Standard 
Presceseoi2s | sereaxe | | [+| | | [1 | esons | cmos | Standard 
Presceseni | sereaxe | | [+| || [1 | ooons | cmos | Standard 
Prescesenias | sereexe || te] | | | 1 | asons | cmos | Standard 
Presceseow2s | sereaxe | | [+| | | | w | asons | cmos | Standard 
xzscessom | ee7ex8 | | || | | | w | a00ns | cmos | Standard 
Presceseomes | aereexe | | [| | | | w | asons | cmos | Standard 
Fxesceseome.25 | ae7eexe | | [| | | | | 2s0ne | cmos | eeaLeveic_ 
Te wf 20 ns | omos | 889 Level 
Te TT [wT asons | emos | oss Level 
TT Te [a0 ns [owes | standard 
TT TeT [+ [a00ns | emos | standard 
Fxesceseess | aereexe || | [| | | + | asons | cmos | Standard 
Fxescaseei25 | ae7eexe | | | [| | | 1 | 2sons | cmos | Standard 
Prescescer | sereaxe | | | [+] | | 1 | ooons | cmos | Standard 
Pxesceseess | aereexe | | | [| | | 1 | asons | cmos | Standard 
Fxescescew2s | ae7eexe | | | [e| | | | 2sons | cmos | Standard 
Fxeeceseem | ae7eexe | | | [| | | w | a00ns | cmos | Standard 
Txeeceseewas | se7eaxe | | [| Le] | [| ™ | esons | cmos | Standard 


Key: 
+ = Blank = Commercial = 0°C to + 70°C 
Industrial = —40°C to + 85°C 


= Military = —55°C to + 125°C 
= Ultra High Temp. = 0°C to + 150°C 


Plastic DIP 


| 
M 
T 
P 
J = 32-Lead J-Hook Plastic Leaded Chip Carrier 
D 
E 


= Cerdip 
= 32-Pad Ceramic Leadless Chip Carrier (Solder 
Seal) 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal) 
C = Side Braze 


Ordering Information for Xicor Nonvolatile Memories 


256K E2PROMs (Continued) 


Device 
Order Organization 
Number 


Number 


X9503PM 


Temp. | Access Process Processing 
Range Time Technology Level 


me 
PM | 
| M | 350ns | CMOS | 883 Level | 
ae 
pt 
Lan 


| | {| ft | 250ns | cmos | Standard _| 
po] | fT | | tt | s00ns | cmos | Standard 
eo] | | | | tf 350ns | cmos | Standard 


Device ; 
Se.) a Fb |e | ie 

| xewsp | token | @ | TT 
[ xesosp | soko | «| | | 
[ xeioar | tooxa | | | | 
[ xeros | ioe | - | | | 
[ xesosp | soa | «| | | 
xsi | iooxn | + | | | 
[ xeioaem | toKn | * | | | 


CMOS | 883 Level C 
CMOS | 883 Level C 


CMOS Standard 


Temp. Processing 
Range Level 


| sander 
a 
[| standart 
[| standart 
ae 
ex ani 
a 


Standard 


Key: 


y 
+ = Blank = Commercial = 0°C to + 70°C 
| = Industrial = —40°C to + 85°C 
Military = —55°C to + 125°C 
Ultra High Temp. = 0°C to + 150°C 


= Plastic DIP 
= 32-Lead J-Hook Plastic Leaded Chip Carrier 
= Cerdip 


M 
T 
P 
J 
D 
E = 32-Pad Ceramic Leadless Chip Carrier (Solder 


Seal 
G = 32-Pad Ceramic Leadless Chip Carrier (Glass Frit 
Seal 


ea 
C = Side Braze 


Packaging Information 


8-LEAD PLASTIC DUAL IN-LINE PACKAGE TYPE P 


0.430 (10.92) 


~ 0.360 (9.14) 7 


0.092 (2.34) 
DIA. NOM. 
0.255 (6.47) 
0.245 (6.22) 
PIN 1 INDEX 
PIN 1 
0.060 (1.52) 
(7.62) REF. 0.020 (0.51) 


HALF SHOULDER WIDTH ON 
ALL END PINS OPTIONAL 


[eugise 


SEATING 0.130 (3.30 
ig AUB AGE _ 
0.150 (3.81) [ 
0.150 (3.81) 0.020(0.51 
§:1:25°(3.18) GED ae 
__ 0.062 (1.57) 
0.110(2.79) i ~ 0.058 (1.47) 
0.090 (2.29) ee ro a een 
0.325 (8.25) 
0.015 (0.38) [*~ 9 390(7.62) 


MAX. 


TYP.0.010(0.25) —» 


PPIO008 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 
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Packaging Information 


8-LEAD HERMETIC DUAL IN-LINE PACKAGE TYPE D 


5 0.405 (1 — 


0.310 (7.87) 
0.220 (5.59) 
PIN 1 
ans 0.055 (1.40) 
(7.62) REF. 0.044 (1.12) 
rs I 0.200 (5.08) 
SEATING 
0.140 (3. 
PLANE “4 mae 
0.200 0.200(5.08) | 08) - 0.060 (1.52) 
0.125 (3.18) 0.015 (0.38) 
0.070 (1.78) 
0.110(2.79) Ss 0.030 (0.76) 
0.090 (2.29) TYP. 0.060 (1.52) 
TYP. 0.100 (2.54) __ 0:023 (0.58) 
0.014 (0.36) 
TYP. 0.017 (0.43) 
0.325 (8.26) 
0.290 (7.37) 
TYP. 0.311 (7.90) 
| ad 
TYP. 0.010 (0.25) —+] | ae. wt 155 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 


HDI008 


Packaging Information 


18-LEAD PLASTIC DUAL IN-LINE PACKAGE TYPE P 


0.905 (22.99) 
0.895 (22.73) 


0.255 (6.47) 
0.245 (6.22) 
PIN 1 INDEX O 


0.060 (1.52) 


PIN 1 
0.050 (1.27) 


0.800 (20.32) —————> 
REF. 


| StzeG20) .130 (3.30) 

SEATING — 

0.120 (3.05 

PLANE _— YY (3.05) 

0.150 (3.81) i 

0.125 (3.18) 0.020 (0.51) 
— 0.015 (0.38) 

__ 0.062 (1.57) , _ 0.020 (0.51) 
0.110 (2.79) i 0.058 (1.47) TGs 


0.090 (2.29) 


0.325 (8.26) 
0.300 (7.62) 


TYP. 0.010(0.25) —» 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 
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PPI018 


Packaging Information 


18-LEAD HERMETIC DUAL IN-LINE PACKAGE TYPE D 


0.960 (24.38) 
a. 0.880 (22.35) | 


0. cies 87) 
0.220 vo 0.220 (5.59) 


PIN 1 


__ 0.080 (2.03 
0.800 = 32) + paeae eS) ) 


| e228) .200 (5.08) 


SEATING 
0.140 (3.56 
PLANE Pe) 
0.200 (5.08) Vr 
0.125 (3.18) 0.060 (1.52) 
sa 0.015 (0.38) 
__ 0.070 (1.78) _ 0.023 (0.58) 
0.110(2.79) | ° ~ 0.030 (0.76) a a 
sen eee | le TYP. 0.060 (1.52) 0.014 (0.36) 
0.090 (2.29) ~3 0.018 (0.46) 
TYP. 0.100 (2.54) 
0.325 (8.26) 


~~ 0.290 (7.37) 
TYP. 0.311 (7.90) 


TYP. 0.010(0.254) —» 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 
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HDI018 


Packaging Information 


24-LEAD PLASTIC DUAL IN-LINE PACKAGE TYPE P 


1.250 (31.75) 
1.235 (31.37) 
a ee SS oe ee Bem ee See ee ee 


0.550 (13.97) 


0.535 (13.59) 
PIN 1 INDEX 


0.080 (2.03) 
0.065 (1.65) 


0.160 (4.06) 
SEATING 


rT an 0.140 (3.56) 
PLANE 
0.150 (3.81) 
0.125 (3.18) een 78) 
0.015 (0.38) 
| | 0:110(2.79) 0.062 (1.57) | 0.020 (0.51) 
0.090 (2.29) 0.058 (1.47) 0.016 (0.41) 


0.625 (15.87) 
0.600 (15.24) 


PPI024 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 


9-23 


Packaging Information 


24-LEAD HERMETIC DUAL IN-LINE PACKAGE TYPE D 


1.290 (32.77) 
a. .235 (31 a 


0. cates 49) 
brie 0.500 (12.79) 
PIN 1 
__ 0.098 (2.49 
A 100 (23, 94) ———___> Dee tee2) 


~ 0.040 (1.02) 


a | 0.225 (5.72) 
SEATING aL 
0.140 (3.56 
PLANE es } 0.140 (3.56) 
0.200 (5.08) | 
0.120 (3.05) 0.075 (1.91) 
— 0.015 (0.38) 
__ 0.070 (1.78) . . 0.023 (0.53) 
0.110(2.79 0.030 (0.76) 
A aoe TYP. 0.060 (1.52) 0.014 (0.36) 
0.090 (2.29) TYP. 0.018 (0.46) 
TYP. 0.100 (2.54) 


0.620 (15.75) 


~~ 0.590 (14.19) 
TYP. 0.614 (15.60) 


TYP. 0.010(0.25) —» 


HDI024 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 
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Packaging Information 


24-LEAD SIDE BRAZE PACKAGE TYPE C 


1.290 (32.77) 
24 1.200 (30.48) 


0.610 (15.49) 
0.500 (12.70) 


0.098 (2.49 
1.100 (27.94) ————____+ __ 0.098 (2.49) 
REF. 


———— 


| 0.225 (5.72) 


Ty 0.038 (2.24) 
_— 4 9.038 (2 
0.200 (5.08) iy SEATING 
0.125 (3.18) 
E ae 0.075 (1.91) 
0.015 (0.38) 
ej jx 0:100(2.54) 0.070(1.78) _|| | 0.026 (0.66) 
0.095 (2.41) 0.030 (0.76) 0.014 (0.36) 


TYP. 0.100 (2.54) TYP. 0.050 (1.27) TYP. 0.018 (0.46) 
0.620 (15.75) 
0.590 (14.99) 


TYP. 0.010 (0.25) —»| |< _ \ 


0CJ024 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 
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Packaging Information 


28-LEAD PLASTIC DUAL IN-LINE PACKAGE TYPE P 


1.460 (37.08) 
1.400 (35.56) 
me ee ees ee ee Se Eee ee ee a ee 


= 


0.550 (13.97) 
0.510 (12.95) 


PIN 1 INDEX 


_ 


0.085 (2.16) 
0.040 (1.02) 


1.300 (33.02) ———______> 


REF. 


i: .160 (4.06) 


pata 0.125 (3.17) 
PLANE 
0.150 (3.81) 
0.125 (3.17) 0.030 (0.76) 
0.015 (0.38) 
al. peace 10 (2.79) 0.062 (1.57) __ 0.020 (0.51) 
0.090 (2.29) 0.050 (1.27) ~ 0.016 (0.41) 


0.610(15.49) 
0.590 (14.99) 


TYP. 0.010 (0.25) —» 


PPI028 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 


9-26 


Packaging Information 


28-LEAD HERMETIC DUAL IN-LINE PACKAGE TYPE D 


1.490 (37.85) 
rs 1.435 (36.45) | 


0. vole 0.610 (15.49) 
0. = 70) 


PIN 1 


1.300(33.00)————__--+| |. 210042 5) 
oo ~ 0.035 (0.89) 


= ee .225 (5.72) 
SEATING _ 
0.140 (3.56 
PLANE a Ze (3.56) 
0.200 (5.08) 
0.125 (3.18) | o. OmCOKIE2) 
a 0.015 (0.38) 
__ 0-070 (1.78) __ 0.026 (0.66) 
0.110(2.79) ji 0.030 (0.76) ~ 0.014 (0.36) 
0.090 (2.29) TYP. 0.055 (1.40) TYP. 0.018 (0.46) 
TYP. 0.018 (0.46) 
0.620 (15.75) 
0.590 (14.99) 
TYP. 0.614(15.60) 
TYP. 0.010(0.25) 
HDI028 
NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 


9-27 


Packaging Information 


28-LEAD SIDE BRAZE PACKAGE TYPE C 


1.490 (37.85) 
| 28 1.370 (35.20) 


0.610(15.49) 
0.500 (12.70) 


PIN 1 INDEX 


-— 
PIN 1 0.100 (2.54) 
1.300 (33.02) ee 
REF. 


ae 0225 (6.72) 
0.038 (2.24) 


yo 
0.200 (5.08) ace 
0.125 (3.18) 0.060 (1.52) 
| / + 0,100 (2.54) 0.070 (1.78) . _ 0.026 (0.66) sla 
Td, P26 095 (2.41) ~ 0.030 (0.76) 0.014 (0.36) 
TYP. 0.100 (2.54) TYP. 0.050 (1.27) ‘TYP. 0.018 (0.46) 


0.620 (15.75) 
0.590 (14.99) 
EE SS SE eee 


TYP. 0.010 (0.25)_»| + 


0CJ028 


NOTE: ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 


9-28 


Packaging Information 


32-LEAD PLASTIC LEADED CHIP CARRIER PACKAGE TYPE J 


<— 0.420 (10.67) —> 


f 0.050 (1.27) TYP. 


t 
md SEATING PLANE 


sae 40.004 LEAD 
t 0.021 (0.53) CO = PLANARITY 
0.013 (0.33) es a 
+| | 0.045 (1.14) x 45° TYP. 0.017 (0.43) 0.015(0.38) 
___ 9-495 (12.57) oes") 
0.485 (12.32) 7 
TYP. 0.490 (12.45) 0 iy pier a 
0.453 (11.51) 0.100 (2.45) 
0.447 (11.35) 
TYP. 0.450 (11.43) ee? 
0.048 (1.22) 


0.042 (1.07) | 


0.595(15.11) 4 


0.585 (14.86) 
TYP. 0.590 (14.99) 


0.553 (14.05) 
0.547 (13.89) 
TYP. 0.550 (13.97) 


0.400 
(10.16) REF. 


a Ie. 


PJGO32 


NOTES: 
1, ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 
2. DIMENSIONS WITH NO TOLERANCE FOR REFERENCE ONLY 
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Packaging Information 


NOTES: 


32-PAD CERAMIC LEADLESS CHIP CARRIER PACKAGE TYPE E 


¢ 0.020 (0.51) x 45° REF. 


t 


0.107 (2.72) 
0.077 (1.96) 
0.015 (0:38) p sp 
0.003 (0.08) 
0.055 (1.39) 
0.045 (1.14) 
\_ 0.015 (0.38) “ (4) PLCS. 
| ae 0.040 (1.02) x 45° REF. 
>| |+0.050(1.27) BSC (3) PLCS. 
0.022 (0.56) 
0.458 0.458 (11.63) 1.63) 0.088 (2.24) 
0.442 (11.22) 0.050 (1.27) 
cpio |, 0.120 (3.08) _ 
|+-0.300 (7.62) 0.060 (1.52) 
0.400 
(10.16) 


0.560 (14.22) 
0.540 (13.71) 


0.558 (14.17) 


_ 


32 1 SPIN 1 INDEX CORNER —% 


1. ALL DIMENSIONS IN INCHES (IN PARENTHESES IN MILLIMETERS) 
2. TOLERANCE: + 1% NLT +0.005 (0.127) 


CEG032 


Packaging Information 


32-PAD CERAMIC LEADLESS CHIP CARRIER (GLASS FRIT SEAL) PACKAGE TYPE G 


f 0.020 (0.51) x 45°REF. 


+ 


0.107 (2.72) 
0.077 (1.96) 


0.015 (0.38) 
0.003 (0.08) 


0.055 (1.39) 
| 0.045 (1.14) 
TYP. (4) PLCS. 
Y 


a 
0.040 (1.02) x 45° REF. 
a ienia iano ees 


0.028 (0.71) 


0.022 (0.56) (22) PLES. 
0.458 (11.63) 0.088 (2.24) 
0.442 (11.22) 0.050 (1.27) 
0-458 (11.63) 0.120(3.05) 
0. LL 0.0600 52) 


+-0.300 (7. 62)—>| 


- 


0.400 
(10.16) 


0.560 (14.22) 
0.540 (13.71) 


0.558 (14.17) 


32 1 SPIN 1 INDEX CORNER —“ 
CGG032 
NOTES: 
1. ALL DIMENSIONS IN INCHES (INPARENTHESES IN MILLIMETERS) 
2. TOLERANCE: +1% NLT +0.005 (0.127) 
3. FOR EXTENDED STORAGE TEMPERATURE ENVIRONMENTS 


Sales Offices 


2 aaa 


U.S. Sales Offices 


Northeast Area 


Xicor, Inc. 

Montvale Executive Park 

91 Montvale Avenue 

Stoneham, Massachusetts 02180 
Phone: 617/279-0220 

Telex: 230322889 

Fax: 617/279-1132 


Southeast Area 


Xicor, Inc. 

201 Park Place 

Suite 203 

Altamonte Springs 
Florida 32701 

Phone: 305/767-8010 
TWX: 510-100-7141 
Fax: 305/767-8912 


Mid-Atlantic Area 


Xicor, Inc. 

Patriot Square 

39 Mill Plain Road 

Danbury, Connecticut 06810 
Phone: 203/743-1701 

Telex: 230853137 

Fax: 203/794-9501 


North Central Area 


Xicor, Inc. 

953 North Plum Grove Road 
Suite D 

Schaumburg, Illinois 60173 
Phone: 312/490-1310 

TWX: 910-997-3663 

Fax: 312/490-0637 


South Central Area 


Xicor, Inc. 

12606 Greenville Avenue 
Suite 103 

Dallas, Texas 75243 
Phone: 214/669-2022 
Telex: 62027057 

Fax: 214/644-5835 


Southwest Area 


Xicor, Inc. 

4141 MacArthur Boulevard 

Suite 205 

Newport Beach, California 92660 
Phone: 714/752-8700 

TWX: 510-101-0110 

Fax: 714/752-8634 


Northwest Area 


Xicor, Inc. 

851 Buckeye Court 
Milpitas, California 95035 
Phone: 408/292-2011 
TWX: 910-379-0033 

Fax: 408/432-0640 
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International Sales Offices 


Northern Europe Area 


Xicor, Ltd. 

Hawkins House 

14 Black Bourton Road 
Carterton 

Oxford 0X8 3QA 

United Kingdom 

Phone: 011.44.993.844.435 
Telex: 851838029 

Fax: 011.44.993.841.029 


Southern Europe Area 


Xicor, GmbH 
Forsthausstrasse 1 

D8013 Haar bei Muenchen 
West Germany 

Phone: 011.49.8946.3089 
Telex: 8415213883 

Fax: 011.49.89.460.5472 


Far East Area 


Xicor, Inc. 

851 Buckeye Court 
Milpitas, California 95035 
USA 

Phone: 408/432-8888 
TWX: 910-379-0033 

Fax: 408/432-0640 
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Product Literature Mail List 


1. Is the information you received adequate? 
O) Yes O) No 


7. Please select the description below that best matches your 
interest and circle one number under each category. 


2. What additional information do you need? A. My Job Function is: B. My Product 
1. Corporate Management Application is: 
2. Operations Management 1. Industrial Control 
3. Engineering Management 2. Commercial 
4. Components Engineer 3. Military 
3. ee been contacted by a Xicor sales represent 5. Design Engineer 4. Computer 
Oo Yes O No 6. Purchasing 5. Instrumentation 
7. Marketing 6. Telecommunications 
4. If not, would you like a Xicor sales representative to 8. Consultant 7. Consumer 
call you? 9. Library 8. Automotive 
C) Yes O) No 10. Other 9. Medical 
Phone No: ( RL’ oF C. My Primary Product 10. Other 
5. What distributor do you buy from? Interest is: D. My Primary Technolo- 
1. Byte-Wide NOVRAMs gy Interest is: 
2. Nibble-Wide NOVRAMs 1. NMOS 
3. Serial NOVRAMs 2. CMOS 
6. What is your time requirement? e oo 
O immediate O 3-6 months = See EPROMe 
bt 4~Smonine 6-12 months 7. E2Potentiometers Thank You 
Name Title 
Company 
Address Mail Stop 
City State Zip 
Country Country Code 


Product Literature Mail List 


® 


1. Is the information you received adequate? 
O) Yes O No 


2. What additional information do you need? 


3. Have you been contacted by a Xicor sales represent- 


ative? 
O) Yes OO) No 
4. If not, would you like a Xicor sales representative to 
call you? 
O) Yes O) No 
Phone No: ( ) Ext. 


5. What distributor do you buy from? 


6. What is your time requirement? 
CO Immediate C1) 3-6 months 
C) 1-3 months OO 6-12 months 


7. Please select the description below that best matches your 
interest and circle one number under each category. 


A. 


COON OOAWND — 


— 


C. 


My Job Function is: 


. Corporate Management 
. Operations Management 1 
. Engineering Management 2 
. Components Engineer 3 
. Design Engineer 4 
. Purchasing 5 
. Marketing 6. 
. Consultant 7 
. Library 8 
. Other 9 
10. 


My Primary Product 
interest is: 


. Byte-Wide NOVRAMs 

. Nibble-Wide NOVRAMs 1. 
. Serial NOVRAMs 2. 
. 4K, 16K, 64K E2PROMs 

. 256K E2PROMs 

. Serial E7PROMs 


E2Potentiometers 


Title 


B. My Product 
Application is: 

. Industrial Control 
. Commercial 

. Military 

. Computer 

. Instrumentation 


Telecommunications 


. Consumer 
. Automotive 
. Medical 


Other 


D. My Primary Technolo- 
gy Interest is: 


NMOS 
CMOS 


Thank You 


ce! free ee 


Address Mail Stop 
City State_____—Zip 
Country Country Code 


mene sss 


v 
ie 


em. 4 : 
me 7 i —_ i 3 


\ 
| 
| 
| 
| 
MAKES IT MEMORABLE 
< XICOR, Inc. 851 pina Court, Milpitas, California 95035 
aN (408) 432-8888 TWX 910-379-0033 FAX (408) 432-0640 3 Stock No. 100-080 50K SC 


